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Preface 
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IN  compiling  Catalog  A,  we  have  endeavored  to  accur- 
ately illustrate  our  complete  lines  of  Sanitary 
Plumbing  Fixtures  and  Modern  House  Heating  Appli- 
ances. In  addition  to  these  will  be  found  full  and  varied 
lines  of  the  staple  goods  and  specialties  entering  into 
the  construction  of  present  day  Plumbing  and  Heating 
Systems. 

We  are,  therefore,  confident  that  it  will  be  found 
advantageous  to  the  Trade  as  a  catalog  of  general 
reference  and  valuable  to  the  architect  or  owner  in 
making  selections  or  writing  specifications. 

Customers  will  please  refer  to  catalog  and  plate 
number  in  making  orders  or  inquiries,  thereby  avoiding 
unnecessary  correspondence  and  delays  and  assisting  us 
to  handle  their  business  expeditiously. 

We  will  endeavor  at  all  times  to  serve  our  customers 
in  such  manner  as  to  merit  a  continuance  of  their  patron- 
age and  maintain  our  reputation  for  prompt  service  and 
fair  dealing. 


Aprii.,  1910. 
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Terms 


Terms:  Cash  unless  otherwise  agreed  upon.  Prices 
subject  to  change  without  notice. 

Contracts  subject  to  strikes,  accidents  or  other 
causes  beyond  our  control. 

No  claims  allowed  unless  made  within  ten  days  of 
date  of  invoice. 

We  guarantee  our  goods  to  the  extent  that  we  will 
replace  those  proved  defective  when  used  for  the  purpose 
manufactured,  but  no  goods  are  taken  back  and  credited, 
unless  our  consent  has  first  been  obtained. 

No  charges  for  labor  or  expense  involved  in  the  repair 
of  defective  goods  or  occasioned  by  them  will  be  allowed. 
If  goods  are  defective  the  measure  of  damages  is  the 
price  of  the  defective  goods  only. 

When  goods  are  received  in  bad  order  notation  to 
this  effect  must  be  made  on  carrier's  receipt. 

The  Carriers  are  responsible  for  goods  lost  or 
damaged  in  transit. 

Boxing  and  Cartage  are  charged  at  cost. 


Aprii,,  1910, 


WEIIv  BROS. 
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Ladles    675-680 

Lagonda  Enameled  Baths   16 

Lamego  Closet  Combinations  ....  168 
Lanark  Enameled  Lavatories  ....  116 
Langley  Enameled  Lavatories  ...  71 
Lansing  Closet  Combinations  ....  179 

Laundry  Tank  Heaters    371 

Laundry  Tray  Trimmings    359 

Laundry  Trays   340-358 

Continental  Ware    340-343 

Enameled  Iron    344-348 

Granitine    353-358 

Porcelain    335-339 

Soapstone    349-352 

White  Granitine   353-354 

and  Sinks  Combined  .  .  .347-352 

Lavatories  Enameled   71-111 
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Rion  
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Barbers  
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Lavatories,  Porcelain   40 

Balaton   

Barracks  
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Belmont  

Creighton  

Crissa   

Glenwood  

Harmon  

Jenner   

Julien  .  •  .  - 

Lombard   

Luzerne  •  .  ■ 

Manicure   

Manitou   
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Soldering  Nipples   538 

Traps  .   532-535 

Leathers,  Pump   ,  679 

Legs,  Closet  Stall    305 

Laundry  Tray   359 

Lavatory    95 

Sink   256 

Urinal  Stall   305 

Lempa  Closet  Combinations    177 

Lepanto  Closet  Combinations  ....  173 

Leroy  Enameled  Baths    19 

Libra  Air  Valves    651 

Lincoln  Enameled  Baths    28 

Linden  Enameled  Lavatories  ....  93 

Lobos  Vitreous  Lavatories  ......  70 

Lombard  Porcelain  Lavatories  ...  46 
Lock  and  Shield  Valves  647 

Long  Screws,  Wrought    626 

Long  Sweep  Fittings   616-633 

Lucia  Vitreous  Lavatories   62 

Luella  Porcelain  Foot  Baths  ....  33 
Luzerne  Porcelain  Lavatories  ....  48 


Machines,   Pipe   672 

Machines,  Tapping    680 

Maderna  Closet  Combinations  ....  142 

Malleable  Fittings   5  98-607 

Fittings  Classification  598 
Fittings  Piece  Lists  ....  602-607 

Vises    671 

Mangora  Closet  Combinations  ...  17  7 
Manhole  Frames  and  Covers  ....  558 
Manicure  Lavatory  and  Table  ....  325 
Manitou  Porcelain  Lavatories  ...  46 
Mantene  Porcelain  Lavatories  ...  42 

Marble  Drinking  Fountains    330 

Lavatories   94-112 

Slabs    127 

Urinal  Stalls    2  77-286 

Marsh  Back  Water  Valves    556 

Match  Box  Holders    134 

Mats  Bath   .  ]  .  132 

Sink  .*.*.'.';.*.'.';;;  255 

Medicine  Cabinets    135 

Melting  Furnaces   .  680 

Melrose  Enameled  Lavatories  ....  79 
Mendell  Porcelain  Lavatories  ....  47 
Mercia  Vitreous  Lavatories   .....  64 

Meters,  Water    559 

Metropole  Vitreous  Lavatories  .  .  ,  58 
Miami  Closet  Combinations   .....  152 

Mirrors,  Bath  Room  13  6-139 

Mitla  Enameled  Lavatories   93 

Modoc  Enameled  Lavatories  .  /.  .  .  73 
Mohawk  Closet  Combinations .  .144-152 

Monkey  Wrenches    670 

Moro  Vitreous  Lavatories  65 

Myrtle  Enameled  Lavatories   86 

Mclver  Hoppers    igl 

N 

Narrim  Enameled  Baths   27 

Navarin  Closet  Combinations  .  .  !  .  167 

Needle  Shower  Baths  307-309 

Never  Slip  Basin  Clamps   439 

Split  Closet  Seats   186 

Nipples,  Soldering   434 

Wrought  Iron    624-625 

Nomuka  Closet  Combinations  ....  172 

Non  Syphoning  Traps    105 

Norden  Porcelain  Lavatories  ....  50 
Norwall  Air  Valves    651 

Radiator  Valves    651 

Vacuum  Valves   651 

Norwood  Closet  Combinations   ...  159 

Nugar  Enameled  Lavatories   116 

Nursery  Enameled  Baths    32 

Nyanza  Closet  Combinations   168 

Nye  Vises   671 
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Oakland  Enameled  Lavatories  ...  87 

Oakum,  Rope   682 

Spun    682 

Office  Porcelain  Lavatories  ......  45 

Offsets,  Malleable    626 

Ogden  Vitreous  Lavatories    61 

Oil  Cans    677 

Cups    662 

Olbia  Vitreous  Lavatories    69 

One  Piece  Sinks   217-233 

Onega  Enameled  Lavatories   72 

Opposite  Angle  Radiator  Valves  .  649 

Orkney  Porcelain  Lavatories   ....  71 

Oscoda  Enameled  Lavatories   ....  90 

O.  S.,  Distributing  Fittings   616 

Otago  Closet  Combinations    166 

P 

Packings,  Sheet   683 

Packless  Radiator  Valves    650 

Pagosa  Closet  Combinations   162 

Paint  Priming    590 

Palmer  Back  Water  Valves    556 

Paper  Holders    132 

Parana  Enameled  Lavatories  ....  91 
Parenzo  Closet  Combinations    ...  148 

Parker  Grease  Traps    2  60 

Vises    671 

Parmalee  Wrenches    669 

Parnon  Vitreous  Lavatories  .  .  ;  .  .  70 

Partition  Crosses    604 

Tees   604 

Pasig  Enameled  Lavatories   .....  122 

Patent  Cap  Key,  Work   386-387 

Paul  Air  Valves    651 

Pavia  Enameled  Lavatories   .....  75 

Pedestal  Closet  Seats  18  6-187 

Peerless  Boilers    364 

Service  Boxes    546 

Penberthy  Injectors    663 

Philadelphia  Hoppers    198 

Philo  Vitreous  Lavatories   62 

Pipe,  Block  Tin   539 

Cast  Iron  Gas   560 

Cast  Iron  Soil    464 

Cast  Iron  Water    560 

Lead     539 

Vitrified  Sewer    564 

Wrought  Iron    592-596 

Pipe  Machines   672 

Plain  Couplings   434 

Plugs  Basin    430 

Bath    430 

Cast  Iron    615 

Laundry  Tray    359-430 

Plumbers  Sundries   449-463 

Tools   664-680 

Plyers    676 

Plymouth  Closet  Combinations   .  .  .673 


Polygon  Enameled  Lavatories  ...  83 
Portage  Closet  Combinations  .  .156-157 

Porcelain  Baths   1-6 

Dressing  Tables    136 

Drinking  Fountains  ...327-329 

Foot  Baths    33 

Footstools    135 

Kitchen  Sinks    209-250 

Laundry  Trays   ..335-339 

Manicure  Table   325 

Pantry  Sinks   .216-250 

Receptors    322 

Seat  Baths   33 

Slop  Sinks   261-264 

Urinal  Stalls   2  71-276 

Portable  Enameled  Baths    22 

Portage  Closet  Combinations  .  .156-157 

Porter  Basin  Cocks    103 

Pouring  Pots  .   680 

Prison  Closet  Combinations  .  .  .174-175 

Prony  Enameled  Lavatories    8  8 

Proving  Pumps   673 

Pump  Leathers   67  9 

Pumps,  Basin    385 

Boiler  Feed   -  .   68  6 

Deep  Well    687 

Electric    688-689 

Force   385-679 

-Pitcher  Spout    679 

Steam   686 

Turbine    688 

Purdue  Boilers    576-577 

Push  Buttons  for  Tanks    452 

Putnam  Enameled  Seat  Baths  ...  34 
Putty    682 

0 

Quick  Opening  Valves    64  8-65  6 

R 

Radcliffe  Traps    105 

Radiator  Brackets   589 

Elbows    650 

Pedestals     589 

Shields    589 

Tees   650 

Valves    648-651 

Radiators    582-588 

Railing  Fittings    608 

Rain  and  Well  Water  Cocks   39  7 

Range  Boilers   360-361 

Ranges,  Water  Closet   .  .  .199-208 

Rainier  Vitreous  Lavatories    64 

Raritan  Closet  Combinations  ....  179 

Reamers,  Pipe   666-667 

Receptors,  Shower  322-323 

Rasps    674 

Ratchets    666 

Recess  Basin  Wastes    108 

Vitreous  Lavatories    63 

Red  Metal  Brass  Goods  415-418 
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Reducers  .603-615 

Reese  Porcelain  Lavatories    55 

Refrigerator  Drains    551 

Regal  Porcelain  Baths   1 

Regulators  Steam  Pressure    65  9 

Water   Pressure    ......  384-658 

Relief  Valves.   658 

Reno  Closet  Combinations    166 

Repairs,  Hydrant   544-545 

Furnace  .   678 

Street  Washer  544-545 

Return  Bends   605-614 

Reznor  Pipe  Hooks    623 

Rialto  Closet  Combinations    143 

Rimac  Closet  Combinations    162 

Rion  Enameled  Lavatories    87 

Roadway  Boxes   547 

Roanoke  Closet  Combinations   ...  169 

Robe  Hooks   132 

Roll  Rim  Sinks.  217-242 

Romny  Porcelain  Lavatories   ....  49 

Roof  Flanges,  Adjustable    484 

Royal  Closet  Combinations   140 

Rubber  Connections   450 

Washers    453-454 

Rubicon  Closet  Combinations  ....  167 

Ruhla  Vitreous  Lavatories    65 

Rules,  Measuring    676 

s 

Safe  Waste  Valves  .   436 

Safety  Valves    647-657 

Salaro  Enameled  Lavatories  .....  117 
Sanford  Porcelain  Lavatories  ....  147 

Sanita  Lavatory  Traps    107 

Saunders  Cutters    668 

Screw  Drivers   675 

Screws,  Closet    455 

Seat  Baths,  Almeria   .  33 

Anita   34 

Ellis    .  34 

Putnam    34 

Seats,  Bath  Tub   132 

Closet   .185-187 

Seat  Operating  Closets  140-180 

Self  Closing  Work   .423-42  9 

Boston     .  ,  .  424-426 

Doherty    427-428 

Gielow   423 

Pantry  Cocks    429 

Service  Boxes    546 

Cocks    652-653 

Separators   660 

Seville  Porcelain  Baths   2 

Sewer  Pipe  and  Fittings    564-565 

Valves    436 

Shampoo  Cocks   98-102 

Fixtures    320 

Shave  Hooks   674 


Continued 


Sheldon  Enameled  Baths  .   14 

Shower  Bath  Fixtures  ........  307-320 

Showers,  Copper    321 

Siamese  Couplings.   446 

Side  Edges   674 

Sieben  Grease  Traps    260 

Sill  Cocks    413 

Sink  Lacks   .  2  54 

Brackets    255 

Legs   256 

Mats   .   2  55 

Trimmings    25  5-258 

Sinks,  Copper   214-251 

Flat  Rim  .   .  .252-253 

German  Silver  214-251 

Porcelain    209-250 

Roll  Rim  .  217-242 

Slop   261-270 

Soapstone  243-248 

Sisson  Tnsertable  Joints   .  484 

Slate  Top  Sinks     249 

Urinal  Stalls  2  80-288 

Sleeves  Adjustable  Floor   622 

Soap  Dishes   133 

Soil  Cups   674 

Pipe  and  Fittings  ....  .464-487 

Plumbers    682 

Solder   5  40 

Pots   675 

Soldering  Coppers    674 

Nipples    434 

Unions   434 

Solon  Enameled  Baths    29 

Somerset  Porcelain  Baths    5 

Smooth  On  Cements  .   682 

Sponge  Holders   131 

Spun  Flanges   451  . 

Squares,  Measuring    676 

Stands,  Boiler   363 

Steam  Cocks   652 

Traps   .  660 

Water  Heaters   32  6 

Steamers,  Thawing   673 

Steel  Sinks    252 

Tanks   377-378 

Stillson  Wrenches   669 

Stocks  and  Dies  .664-666 

Strainers,  Brass    431 

Sink   256 

Straps,  Tinned    623 

Street  Washers    542-543 

Stub  Wash  Tray  Bibbs    409 

Supply  Pipes,  Bath    38 

Closet  Tank    448 

Lavatory    104 

Swing  Joints   649 

Sylvia  Closet  Combinations    .....  153 

Syphon  Eduction  Ranges   206-208 

Jet  Urinals   297 
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T 

Tables,  Porcelain  Dressing   136 

Tables,  Porcelain  Manicure   325 

Tag  Moulds   675 

Taniar  Enameled  Lavatories   ....  91 

Tank  Brackets    452 

Clips     452 

Heaters   .  .  .  370-376 

Pulls   456 

Trimmings   .457-458 

Valves    458 

Tanks,  Air   362 

Braziers   362 

Calcium  Light   .  362 

Enameled  Closet    183 

Hardwood  Closet  .....  .182-184 

Special  Galv   362 

Steel  Storage  377-378 

Urinal    306 

Vitreous  Closet   183 

Tap  Borers   674 

Wrenches    667 

Tapes,  Measuring    676 

Tapping  Machines    680 

Taps,  Pipe    667 

Tai*nak  Closet  Combinations   170 

Tees,  Cast  Iron    615 

Malleable    602 

Wash  Tray    606 

Testing  Plugs   677 

Thermometers,  Hot  Water    591 

Throttle  Valves   647 

Tiber  Closet  Combinations  ......  154 

Tinned  Straps   62  3 

Tips,  Gas   .   .  684 

Tobasco  Water  Heaters   373 

Toggle  Bolts   455 

Toledo  Stocks  and  Dies   665 

Tool  Bags    677 

Tooth  Brush  Holders   134 

Tools    664-680 

Towel  Baskets    132 

Racks   130-131 

Shelves   130-131 

Trap  Screws   .  433 

Traps,  Brass   105-258-552 

Grease  .   259-260 

Iron  Drum    530-531 

Iron  Sink   .   2  58 

Lead   532-535 

Steam    660 

Trench  Braces   678 

Trent  Enameled  Lavatories   77 

Trimo  Cutters    668 

Wrenches    669 

Triumph  Water  Lifts   382 

Tromso  Vitreous  Lavatories   59 

Troy  Enameled  Seat  Baths  ......  34 

Tumbler  Holders   133 

Turin  Enameled  Lavatories    74 


U 

Ubon  Closet  Combinations    143 

Unimak  Enameled  Ijavatories.  ...  Ill 
Union  Elbows,  Malleable    607 

Elbows,  Radiator    650 

Nipple  Wrenches   678 

Tees,  Malleable   607 

Tees,  Radiator    650 

Unions,  Brass   442-443 

Flange    616 

Malleable    605 

Malleable,  Brass  ^^eat   605 

Urinal  Stalls,  Marble    277-286 

Porcelain  2  71-276 

Slate   2  80-288 

Trimmings   300-306 

Urinals,  Public     289-299 

Vitreous  297-299 

V 

V.  &  K.  Water  Lifts   380 

Vacuum  Radiator  Valves    651 

System  Regulators   659 

Valois  Vitreous  Lavatories    68 

Valve  Boxes  548-549 

Couplings    434 

Valves  Brass   645-651 

Greenhouse    487 

Iron  Body    653-659 

Vassar  Hot  Water  Boilers  .  .  .  .574-575 

Venice  Marble  Lavatories    94 

Verona  Marble  Lavatories    94 

Vernon  Porcelain  Lavatories   ....  51 

Victor  Air  Valves   651 

Vises,  Armstrong    671 

Bench    671 

Ellis   671 

Malleable    671 

Nye    671 

Slip  Nipple  Radiator   679 

Vulcan    671 

Vitreous  Closet  Tanks   183 

Volga  Closet  Combinations  ...161-171 

Volta  Enameled  Lavatories   86 

Volumeter  Closet  Combinations  .  .  141 
Vulcan  Wrenches    670 

w 

Waldo  Enameled  Lavatories   ....  74 

Wall  Plates   604 

Warbeck  Enameled  Lavatories  ...  188 

Warnock  Wrenches    669 

Washer  Cutters    677 

Washout  Closet  Battery    176 

Range  Closets   191-201 

Urinals  289-292 

Wash  Sinks  .123-12  6 

Wash  Tray  Elbows     606 

Tees    .   606 
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Waste,  Cotton   682 

Nuts    604 

Wastes  ana  Overflows    35 

and  Washers    436 

Water  Back  Couplings   435 

Water  Closets,  Enameled  ...  155-180 

Alaska   180 

Chester   174 

Colfax    180 

Colta   156-157 

Danville   169 

Elmore    178 

Galena    178 

Glasgow   155 

Kanala   172 

Lamego    168 

Lansing   179 

Lempa    177 

Lepanto    173 

Mangora   177 

Nomuka    J  72 

Nyanza    1^8 

Plymouth    173 

Pontiac   175 

Portage   156-15  7 

Raritan   179 

Roanoke    169 

Tarnak    170 

Volga  171 

Washout  Battery  ,   176 

Water  Closets,  Vitreous  140-167 

Amazon     16  3 

Areola   1 64-165 

Arona    149 

Berwyn   150-1  53 

Danube,   .  160-161 

Eljer    144 

Government   158 

Houston    151 

Iroquois   .142-1  47 

Maderna    142 

Miami    152 

Mohawk   .  .144-152 

Navarin    167 

Norwood    159 


Continued  ^ 

Water  Closets^  Vitreous — Continued 

Otago   166 

Pagosa    162 

Parenzo    148 

Reno   166 

Rial  to   143 

Rimac    162 

Royal    140 

Rubicon   .  167 

Sylvia    153 

Tiber   154 

Ubon    148 

Volga   161 

Volumeter    141 

Water  Heaters  ,  .32  6-376 

Water  Lifts   .380-384 

Water  Meters    559 

Water  Pressure  Regulators.  .  .  .384-658 

Water  Relief  Valves   658 

Water  Supply  Systems  688-691 

Weil  Air  Valves    651 

Laundry  Heaters   .   371 

Tank  Heaters   370 

Wellington  n'orcelain  Baths    4 

West  Point  Heating  Boilers  ..  .570-571 
Wexford  Enameled  Lavatories  ...  77 

Whisk  Broom  Holders   134 

Wicklow  Porcelain  Lavatories  ...  49 

Wilks  Water  Heaters   372-374 

Willets  Cesspools    5  51 

Winona  Enameled  Lavatories  ....  81 
Winthrop  Enameled  Lavatories  .  .  79 

Winton  Vitreous  Lavatories    63 

Wiping  Cloths   674 

Wool  Felt  Covering    683 

Wrenches   669-670 

Wringer  Bases   359 

Guards   •  359 

Wringers    336-338 

Wrought  Iron  Fittings   624-62  6 

Y 

Yale  Heating  Boilers  572-573 
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WEIL'S   PORCELAIN  BATH 

THE  "REGAL" 


A  -  1  0  O 

■  '  \  ■>  '  ■ 

A- 100  illustrates  Weil's  "Regal"  Porcelain  Bath  Tub  on  Base,  made  to  tile  into  Recess, 
Glazed  White  Inside  over  Roll  Rim  and  along  Base;  fitted  complete  with  Con- 
cealed Bell  Supply  Fixtures  with  Four  Arm  China  Tipped  Waste  and  Valve 
Handles  with  China  Wall  Plate  and  }i  inch  Iron  Pipe  Size  Seamless  Supplies. 

DIMENSIONS 

width  outside,  31  inches.  Depth  inside,  19  inches. 

Height,  21  inches.  ,  . 

PRICES 

I^ength  of  Tub  over  Rim  (Nominal)  - 
A- 100  Class  "A"  complete  as  described 
A- 100    Class  "B"  complete  as  described 

If  with  "Acme"  White  Exterior  Finish,  add  $15.00. 
NOTE  —  The  Outlet  of  this  Tub  is  at  the  end  through  side  wall. 


TUBS 


5  ft.  5  ft.  6  in.  6  ft. 

$  171.00      $  179.00      $  195.00 
134.75         142.25  154,00 
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WEIL'S   PORCELAIN   BATH  TUBS 


THE  "SEVILLE' 


A  -  1  O  T 

A- 101  illustrates  Weil's  "Seville"  Porcelain  Bath  Tub  on  Base  to  tile  into  left  hand 
corner,  Glazed  White  Inside  on  Top  over  Roll  Rim  and  around  Base;  fitted 
complete  with  Nickel  Plated  Compression  Supply  Fixtures,  enclosed  at  end  of 
Tub,  with  China  Bell,  China  Knob  Ideal  Waste  and  China  Indexed  Valves  with 
%  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 


D  I  M  K  N  S  I  O  N  S 
Width  outside,  :50  inches.  Deptlt  inside,  18  inches. 

Height,  21  inches. 


P  R  I  C  E  vS 

I^ength  of  Tub  over  Rim  (Nominal)      -      -      -      -      -      -      -      -      -      -  5  ft.  6  in, 

A-101  Class  "A"  complete  as  described   $173.25 

A- 101  Class  '*B*'  complete  as  described   134.25 


If  with  "Acme"  White  Exterior  Finish,  add  $15.00. 
If  with  China  Tipped  Cross  Handles  on  Valves,  add  $1.00. 

For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  89. 


NOTE  —  The  "Seville"  can  also  be  furnished  for  right  hand  corner. 


WEIL    BROS.,  CHICAGO 


3 


A  -  1  0  2 

A -102  illustrates  Weil's  ''Colonial"  Porcelain  Bath  Tub  on  Base  to  tile  into  right  hand 
corner  Glazed  W^iite  Inside  over  Roll  Rim  and  around  Base;  fitted  complete  with 
Nickel  Plated  Compression  Bell  vSupply  Fixtures  with  China  Knob  Ideal  Waste, 
China  Indexed  Valves  and  >^-inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 


DIMKNvSIONS 

width  outside,  30  inches.  Depth  inside,  19  inches 

Height,  21  inches. 

PRICES 

I.ength  of  Tub  over  Rim  (Nominal)    ~      -      -                  5  ft.  5  ft.  fi  in.  6  ft. 

A-10  2  Class  "A",  complete  as  described              .  I  127.00  $  135.25  $  155.00 

A- 102  Class  ''B'\  complete  as  described                          96.50  104.75  124.50 

If  with  "Acme"  White  Plxterior  Finish,  add  $  15.00. 
If  with  China  Tipped  Cross  Handles  on  Valves,  add  $  1.00. 


For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 


NOTE  — The  "Colonial"  can  also  be  furnished  for  left  hand  corner. 
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WEIL'S   PORCELAIN    BATH  TUBS 


TH  E  "WELLINGTON" 


A  -  1  O  3 

A -103  illustrates  Weil's  "Wellington"  Porcelain  Bath  Tub  on  Base,  Back  Rim  to  tile 
into  wall,  Glazed  White  Inside  over  Roll  Rim  and  around  Base;  fitted  complete 
with  Nickel  Plated  Compression  Bell  Supply  Fixtures  with  China  Knob  Ideal 
Waste  and  China  Indexed  Valves  with  }4  inch  Iron  Pipe  Size  Seamless  Brass 
Supplies  to  floor. 

D  I  M  R  N  S  I  O  N  S 

width  outside,  30  inches.  Depth  inside,  19  inches. 

Height,  21  inches. 


PRICKS 

I^ength  of  Tub  over  Rim  (Nominal)  5  ft.  5  ft.  6  in. 

A  - 1 0  3  Class  '  'A' '  complete  as  described   $  148.50  $  156.50 

A-1 03  Class  "B"  complete  as  described   114.00  120.00 


If  with  "Acme"  White  Exterior  Finish,  add  $15.00. 
If  with  China  Tipped  Cross  Handles  on  Valves,  add  $1.00. 
For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 
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WEIUS   PORCELAIN    BATH  TUBS 

THE  "SOMERSET" 


A  -  1  O  4 

A- 104  illustrates  Weil's  '^Somerset"  Light  Pattern  Porcelain  Bath  Tub  on  Base,  Glazed 
White  Inside  over  Roll  Rim  and  around  Base;  fitted  complete  with  Nickel  Plated 
Compression  Bell  Supply  Fixtures  with  China  Indexed  Ideal  Waste  and  China 
Indexed  Valves  with  %  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

DIMENSIONS 

width  outside,  30  inches.  Depth  inside,  17  inches. 

Height,  21  inches. 

/ 

PRICES  ^ 

I^ength  of  Tub  over  Rim  (Nominal)    -----    4  ft.  6  in.      4  ft.  10  in.       5  ft.  4  in. 

A-104  Class  "A"  complete  as  described   $  93.25       %  96.00       $  104.25 

A-104  Class  "B"  complete  as  described   79.00         83.(K3  89.00 


If  with  "Acme"  White  Exterior  Finish,  add  $15.00. 
If  with  China  Knob  Waste  and  China  Tipped  Cross  Handles  on  Valves,  add  %  2.00. 
For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 
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WEIL    BROS.,  CHICAGO 


WEIUS   PORCELAIN    BATH  TUBS 

THE  "AVALON" 


\ 


A  -  1  O  5 


A-10  5  illustrates  Weil's  "Avalon"  Light  Pattern  Porcelain  Bath  Tub  on  Glazed  Feet, 
Glazed  White  Inside  and  over  Roll  Rim;  fitted  complete  with  Nickel  Plated 
Compression  Bell  Supply  Fixtures  with  China  Indexed  Ideal  Waste  and  China 
Indexed  Valves  with  Yz  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

*  D  I  M  K  N  S  I  (.)  N  S 

Widlh  outside,  30  inches.  Depth  inside,  17  inches. 

Height  on  feet,  inches. 

P  R  I  C  E  vS 

lyCngth  of  Tub  over  Rim  (Nominal)    -----  4  ft.  6  in.  4  ft.  10  in.  5  ft.  4  in. 

A-10  5  Class  "A"  complete  as  described   $  87.00  $  91.00  $  99.00 

A-105  Class ''B"  complete  as  described   75.50  79.50  84.00 

If  with  "Acme"  White  Exterior  Finish,  add  $15.00. 
If  with  China  Knob  Waste  and  China  Tipped  Cross  Handles  on  Valves,  add  $2.00. 


For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 


WEIIv    BROS.,  CHICAGO 
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WEIUS    ENAMELED    IRON    BATH  TUBS 

THE    "IDEAL"    WITH    NEEDLE  SHOWER 


A-1  06 

A  -  1  06  illustrates  Weil's-  Ideal"  Superior  Grade  Kuameled  Iron  d-inch  Under  Roll  Rmi 
Bath  Tub  on  Base;  fitted  complete  with  Nickel  Plated  Brass  Combination 
Needle  and  Shower  Bath,  with  China  Indexed  Valves  with  Supphes  to  Wall, 
Upper  Self  Closing  Valves,  Oval  Curtain  Ring,  Shower  Head  and  Rubber  Lur- 
tain,  and  with  Nickel  Plated  Compression  Bell  Supply  Fixtures  tbrough  Rim 
with  China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle,  Indexed  Valves 
with  }4  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

DIMENSIONS 

Width  over  Rim  33  inches  Depth  inside,  17  inches 

Height  on  base,  22  inches. 

PRICKS  ' 
I^ength  of  Tub  over  Rim  (Nominal)    -      -   4  ft.  6  in.         5  ft.         ^  f*;, ^  in  « /J' 

A-1  0  6  Complete  as  described   $  129.5()    $134.00    $138.50  $143.00 

If  with  "Acme"  White  Exterior  Finish,  add  $14.00 

For  other  styles  of  Bath  Tub  Trimmings,  see  pages  35  to  39. 
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WEII.  BROS.,  CHICAGO 


WEIUS   ENAMELED   IRON    BATH  TUBS 


THE  "IDEAL"  WITH  SHAMPOO 


A  -  1  O  7 

A  -  1  0  7  illustrates  Weil's  "Ideal"  Superior  Grade  Enameled  Iron  4  inch  Under  Roll  Rim 
Bath  Tub  on  Porcelain  Ball  Feet;  fitted  complete  with  Nickel  Plated  Brass 
Shampoo  Fixture  with  Mixing  Chamber,  Soap  Cup,  Hose  and  Sprinkler  and 
Supplies  to  floor;  and  with  Nickel  Plated  Fuller  Bell  Supply  Fixture  with  China 
Knob  Ideal  Waste,  China  Tipped  Handle  Valves,  and  inch  Iron  Pipe  Size 
Seamless  Supplies  to  floor  with  Bulb  Air  Chambers, 

D I M  K  N  vS  I  o  N  vS 

Width  over  Rim,  33  inches.  Depth  inside,  17  inches. 

Height  on  I^egs,  22  inches. 

■  PRICKS 
I^ength  of  Tub  over  Rim  (Nominal)      -    4  ft.  6  in.  5  ft. 

A -107  Complete  as  described   $76.50  $81.00 

If  regular  Legs  without  Porcelain  Ball  Feet,  deduct  $2.75. 
If  with  **Acme"  White  Exterior  Finish,  add  $14.00. 

For  other  styles  of  Bath  Tub  Trinunings  see  pages  35  to  39. 


5  ft.  6  in.  6  ft. 

$S6.00  $90.50 


WEIL    BROS.,  CHICAGO 
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WEIUS    ENAMELED    IRON    BATH  TUBS. 

THE    ••IDEAL"    ON  BASE 


A  -  108 

A  -  1  0  8  illustrates  Weil's  ^'Ideal"  Superior  (xrade  Knameled  Iron 4  inch  Under  Roll  Rim 
Bath  Tub  on  Base  ;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply 
Fixtures  with  China  Knob  Ideal  AVaste,  China  Tipped  Cross  Handle  Com- 
pression Valves  with  %  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

D  I  M  KN  SIGNS 
Width  over  Rim  33  inches  ;  Depth  inside  17  inches  ; 

Height  on  base  22  inches. 
PRICES 

I^eiigth  of  Tub  over  Rim  (Nominal)       -      4  ft.  6  in.  5  ft.  5  ft.  6  in.  6ft 

A  -  1  0  8    ''Ideal"  complete  as  described  $  74.50       $  79.00       $  83.50       $  88.00 

A  -  1  0  9    * 'Ideal"  Tub  and  Base  only   55.00         59.50         64.00  68.50 

If  with  "Acme  "  White  Exterior  Finish,  add  $14.00. 


THE    "  IDEAL" 


A  -  110 

A  -  1  1  0  illustrates  Weil's  "  Ideal  "  Superior  Grade  Enameled  Iron  4  inch  Under  Roll 
Rim  Bath  Tub  ;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply 
Fixtiires  with  China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Com- 
pression Valves  with  ^  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

DIMENSIONS 
Width  over  Rim  33  inches.  Depth  inside  17  inches  ; 

Height  on  legs  22  inches 
PRICES 

I^ength  of  Tnb  over  Rim  (Nominal)  -      -   4  ft.  6  in.  5  ft.  5  ft.  6  in.  6  ft 

A  -  1  1  0    ''Ideal"  Complete  as  described  ...    $  57.50      $  62  00      $  66.50      $  71.00 

A  -  111    ''Ideal"  Tub  and  Legs  only   38.00         42.50         47.00  51.50 

For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 
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WEIL  BROS.,  CHICAGO 


WEIUS  ENAMELED  IRON  BATH  TUBS 

THE    "CHAMPLAIN"    ON  BASE 


A  -  1  1  2 

A -11  2  illustrates  WeiVs  "Champlain"  Superior  Grade  Enameled  Iron  4:%  inch  Under 
Roll  Rim  Bath  Tub  on  Base;  fitted  complete  with  Nickel  Plated  Compression 
Bell  Supply  Fixtures  with  China  Knob  Ideal  Waste  and  China  Tipped  Cross 
Handle  Indexed  Valves  with  %  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

D  I  M  K  N  vS  I  O  N  S 
width  over  Rim.  34  inches.  Depth  inside,  19  inches. 

Height  on  Base,  24^  inches. 
PRICKS 

I^ength  of  Tub  over  Rim  (Nominal)                                               5  ft          ^l^.^'^:  ^U^'ry. 

A-1 12  Complete  as  described                                                ^iim       m.oU  .t>»b.m^ 

T  H  E  "  C  H  A  M  P  L  A  1  N  " 


A-1  1  3 

A-113  illustrates  WeiPs  "Champlain"  Superior  Grade  Enameled  Iron  4^4.  inch  Under 
Roll  Rim  Bath  Tub;  fitted  complete  with  Nickel  Plated  Fuller  A-192  Bell  Supply 
Fixtures  with  China  Knob  Ideal  Waste  and  China  Tipped  Fuller  Valve  Handles 
and  }i  inch  Iron  Pipe  Size  Seamless  Supplies  to  floor. 

DIMENSIONS 
Width  over  Rim,  34  inches.  Depth  inside,  19  inches. 

Height  on  I^egs,  24^4  inches. 

PRICES  ,    , . 

I^ength  of  Tub  over  Rim  (Nominal)   5  ft  mn^)        ^7^  00 

A-113  Complete  as  described   $64.00      $b8.&U       ^ /d.UU 

If  with  '*Acme"  White  Exterior  Finish,  add  $14.00. 
If  with  Bulb  Air  Chambers  on  Supplies,  add  $2.50, 
For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 


WEIL   BROS.,  CHICAGO 
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WEIL'S  ENAMELED   IRON   BATH  TUBS 


THE  "CHAMPLAIN" 


A-1  1  4 


A-114  illustrates  Weil's  "Chaniplain"  Superior  Grade  Enameled  Iron  4^  inch  Under 
Roll  Rim  Bath  Tub;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply 
Fixtures  through  Rim  with  Ideal  Waste,  and  Yi  inch  Iron  Pipe  Size  Seamless 
Supplies  to  floor. 

DIMENSIONS 
width  over  Rim,  34  inches.  Depth  inside.  19  inches. 

Height  on  I^egs,  24^  inches. 

PRICES 

I^ength  of  Tub  over  Rim  (Nominal)   .f>  ft.  5  ft.  6  in.         6  ft. 

A  - 1 1  4  Complete  as  described   $57.50      $62.00  $66.50 

If  with  China  Knob  Waste  and  China  Tipped  Cross  Handle  Valves,  add  ^2.00. 


THE  "CHAMP  LAIN" 


A-1  1  5 


A-1 15  illustrates  Weil's  "Chaniplain"  Superior  Grade  Enameled  Iron  inch  Under 
Roll  Rim  Bath  Tub;  fitted  complete  with  Nickel  Plated  Ideal  Waste  through 
Rim  No.  ^Yz  Fuller  Combination  Bath  Cock  and  Y^  i^^ch  Iron  Pipe  Size  Seam- 
less Supplies  to  floor  with  Bulb  Air  Chambers. 

DIMENSIONS  ^ 
Width  over  Rim,  34  inches.  Depth  inside,  19  inche.s. 

Height  on  I,egs,  24>^  inches. 

PRICES 

I^ength  of  Tub  over  Rim  (Nominal)   .5  ft.         5  ft.  6  in.  6  ft. 

A  - 1 1  5  '  'Chaniplain"  as  described   $56.00      $60.50  $65.00 

A-1 16  "Champlain"  Tub  with  I^egs  only   40.00        44.50  49.00 

For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 
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WEIL    BROS.,  CHICAGO 


A  -  1  1  7 

A -11  7  illustrates  Weil's  *' Exeter"  Superior  Grade  Enameled  Iron  4^  inch  Under 
Roll  Rim  Bath  Tub ;  fitted  complete  with  Nickel  Plated  Brass  Tubular  Shower 
Fixture  with  Oval  Curtain  Ring,  Curtain,  China  Indexed  Valves,  Shampoo  At- 
tachment, Supplies  through  Tub  Rim  to  floor;  and  with  Nickel  Plated  Compres- 
sion Bell  Supply  Fixtures  through  Rim,  with  China  Knob  Ideal  Waste  and 
China  Tipped  Cross  Handle  Indexed  Valves  with  Yz  inch  Iron  Pipe  Size  Seam- 
less Supplies  to  floor. 

DIMENSIONvS 
width  over  Rim  35  inches,  Depth  inside  19  inches  ; 

Height  on  legs  24 >^  inches  ; 
PRICES 

Length  of  Tub  over  Rim  (Nominal)     5  ft.  5ft.  6  in.  6  ft. 

A  - 1 1 7  complete  as  described   $115.50       ^119.50  $123.50 

If  with  "Acme"  White  Exterior  Finish,  add  $14.00. 
For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39 
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WEIL'S   ENAMELED   IRON   BATH  TUBS 

THE  "EXETER"  ON  BASE 


A  -  1  1  8 

A-1 1  8  illusLrates  Weil's  '*Kxeter"  Superior  Grade  Enameled  Iron  4^  inch  Under  Roll 
Rim  Bath  Tu]>  on  Base;  fitted  complete  with  Nickel  Plated  Compression  Bell 
Supply  Fixtures  through  Rim  with  China  Knob  Ideal  Waste  and  China  Tipped 
Cross  Handle  Indexed  Valves  with  ^  inch  Iron  Pipe  Size  Seamless  Supplies  to 
floor. 

D  I  M  K  N  vS  I  O  N  S 
width  over  Rim,  35  inches.  Depth  inside.  19  inches. 

Height  on  base,  24^4  inches. 

PRICES 

I.ength  of  Tub  over  Ri'ni  (Nominal)        -      -      -      -      -         5  ft  5  ft  6  in  6ft 

A-1 18  *'Rxeter"  as  described   $82.50  S86.50*  $90.50 

A-1  1  9  "Kxeter"  Tub  with  Base  only   63.00  67.00  71.00 


THE  "EXETER- 


A  -  T  2  0 

A-1  2  0  illustrates  Weil's  **Exeter"  Superior  Grade  Enameled  Iron  4^  inch  Under  Roll 
Rim  Bath  Tub  on  Porcelain  Ball  Feet;  fitted  complete  with  Nickel  Plated  Ful- 
ler Bell  Supply  Fixtures  through  Rim  with  China  Knob  Ideal  Waste  and  China 
Tipped  Fuller  Valve  Handles  and  inch  Iron  Pipe  Size  Seamless  Supplies  to 
floor, 

D  I  M  K  N  S  I  O  N  S 
Width  over  Rim,  35  inches.  Depth  inside,  19  inches. 

Height  on  I^egs,  inches. 

PRICES 

I^ength  of  Tnb  over  Rim  (Nominal)        -       -      -      -      -         5  ft.         5  ft  6  in 

A-1  2  0  "Exeter"  complete  as  described    |72.50  $76.50 

A-1  21  "Exeter"  Tub  with  Ball  Feet  only   48.50  52*50 

If  with  regular  instead  of  Porcelain  Ball  Feet  deduct  $2.75. 
For  other  styles  of  Bath  Tub  Trimmings,  see  pages  35  to  39. 


6  ft. 
$80.50 
56.50 
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WElIv    BROS.,  CHICAGO 


WEIL'S    ENAMELED    IRON    BATH  TUBS 

THE  "SHELDON" 


^  


A  - 1  2  a 

A  -  122  illustrates  Weil's  ''Sheldoif '  Superior  Grade  Enameled  Iron  inch  Roll  Rim 
Bath  Tub  on  Base,  Front,  Base  and  Rim  Extended  to  enclose  Corner  and  End 
Space,  Rim  made  to  tile  into  Wall  1>4  inches  ;  fitted  complete  with  Nickel 
Plated  Compression  Bell  Supply  Fixtures  with  China  Indexed  Ideal  Waste  and 
China  Indexed  Valves  with  Siipplies  to  floor. 

D  I  M  K  N  s  I  O  N  vS 

Width  from  Wall  over  front  rim        inches;         Flat  rim  2%  inches  over  all  (1  inch  outside  tile), 
depth  inside  11  Yz  inches,  width  of  roll  rim  z%  inches  ;  height  21 J4  inches. 
PRICKS 

I^ength  of  Tub  (Nominal)      -----      4  ft.  6  in.  5  ft.  5  ft.  6  in. 

I^ength  from  Wall  line  over  Rim      -      -      -  '     4  ft.  HJ^  in.     5  ft.  2^^  in.   5  "  8^  iii^ 

A-122  "Sheldon"  complete  as  described   $  90.50       $  97.00  $103.50 

A -12  3  "Sheldon"  without  Trimmings   73.50  80.00  86.50 

The  "Sheldon"  can  be  furnished  for  either  Right  or  Left  Hand  Corner. 


THE 


HURON 


A  -  1  2  4 

A -12  4  illustrates  Weil's  "Huron"  Superior  Grade  Enameled  Iron  3)4  inch  Roll  Rim 
Tub  on  Base,  for  Recess  Front  extended  at  both  ends,  Rim  made  to  tile  into  Wall 
1^  inches;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply  Fix- 
tures with  China  Indexed  Ideal  Waste  and  China  Indexed  Valves  with  Supplies 
to  floor. 

DIMENSIONS 

width  from  Wall  over  front  rim  ZDH  inches  ;  Flat  rim  3  inches  over  all  (1  inch  outside  tile), 
depth  inside  17 J/2  inches  ;  vi'idth  of  roll  rim  3^  inches  ;  height  21 inches. 
PRICES 

I.ength  of  Tub  (Nominal)  4  ft.  (3  in.  f^J^r.       V  qq  Si 

'Huron"  complete  as  described.  .   $  87.50       $  93.50       $  99.50 

  'Huron"  without  Trimmings   70.50  76.50  82.50 

If  with  China  Knob  Waste  and  China  Tipped  Cross  Handles  on  Valves  add  $2.00. 
If  with  Fuller  Supply  Fixture  A-200  add  $5.00 
The  "  Huron"  can  be  furnished  with  either  Right  or  Left  Hand  outlet. 
For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39 


A-124 
A  - 1  2  5 


WEIL  BROS.,  CHICAGO 
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WEIL'S  ENAMELED   IRON   BATH  TUBS 


THE  "BELVIDERE" 


A-1  26 

A-12  6  illustrates  Weil's  "Belvidere"  Superior  Grade  Enameled  Iron  3%  inch  Roll  Rim 
Tub  designed  to  enclose  with  tile  Wainscoating  and  to  tile  into  wall  1}(  inches; 
fitted  complete  with  Nickel  Plated  Compression  Bell  Supply  Fixtures  with  China 
Indexed  Ideal  Waste  and  China  Indexed  Valves  with  Supplies  to  floor. 


DIMENSIONS 

Width  from  Wall  over  Front  Rim  28^^  inches.  Flat  Rim  2'/  inches  over  all  (1  inch  outside  tile.) 

Depth  inside,  17^  inches.  Width  of  Roll  Rim,  3^  inches. 

PRICES 

I,ength  of  Tub  (Nominal)      -      -      -      -      -     4  ft.           4  ft.6  in.         5  ft.  5  ft.  6  in. 

I^ength  of  Tub  from  Wall  I,ine  over  Rim      -     4  ft.  2%  in.    4  ft.  8%  in.    5  ft.  2J^  in.  5  ft.  S%  in. 

A -12 6  "Belvidere/'  complete  as  described  ....    $66.50      $73.00      |79.50  $86.00 

A -12  7  "Belvidere,"  without  Trimmings                49.50        56.00        62.50  69.00 


If  with  China  Knob  Waste  and  China  Tipped  Cross  Handles  on  Valves  add  $2.00. 
If  with  Fidler  Supply  Fixture  A-200,  add  $5.00. 
The  "Belvidere"  can  be  furnished  for  either  Right  or  Left  Hand  Corner. 


For  other  styles  of  Bath  Tub  Trimmings,  see  pages  35  to  39. 
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WEIL    BROS.,  CHICAGO 


WEIL'S    ENAMELED    IRON    BATH  TUBS 

T  H  E   "LAG  O  N  D  A" 


A  -  1  2  8 

A-12  8  illustrates  Weil's  *%agonda"  Superior  Grade  Enameled  Iron  3}4  inch  Roll  Rim 
Bath  Tub,  designed  to  enclose  in  Recess  with  Marble  or  Tile  Wainscoating  and 
to  tile  into  wall  IJ^  inches;  fitted  complete  with  Nickel  Plated  Compression 
Bell  Supply  Fixtures,  with  China  Indexed  Ideal  Waste  and  China  Indexed 
Valves  with  Supplies  to  floor. 

DIMENSIONS 

width  from  Wall  over  Front  Rim,  2S%  inches.  Flat  Rim,  2J<  inches  (1  inch  outside  tile.) 

Depth  inside,  175^  inches.  Width  of  Roll  Rim,  35'2  inches. 

PRICKS 

I^ength  of  Tub  (Nominal)      -      -      -      -        4  ft.         4  ft.  6  in.  5  ft.         5  ft   6  in 

I^ength  of  Tub  between  walls      -      -      -      -   4  ft.         4  ft.  6  in.  5  ft.         5  ft!  6  in^ 

A-128  "Lagonda"  complete  as  described. . .  $  64.00  $  70.00  $  76.00  $  82.00 
A -12  9  "Lagonda"  without  Trimmings   47.00         53.00         59.00  65.00 

If  with  China  Knob  Waste  and  China  Tipped  Cross  Handles  on  Valves  add  $2.00. 
If  with  Fuller  Supply  Fixture  A  200  add  $5.00. 

The  "Lagonda"  can  be  furnished  with  center  outlet  in  all  lengths  specified,  but  with 
right  or  left  hand  outlets  in  5  and       foot  lengths  only. 


For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 


WEIL    BROS.,  CHICAGO 
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WEIL'S   ENAMELED   IRON    BATH  TUBS 

THE  "AMHERST" 


A  -  1  3  O 

A -130  illustrates  Weil's  "Amherst"  Superior  Grade  3  inch  under  Roll  Rim  Enameled 
Iron  Bath  Tul)  on  Porcelain  Ball  Feet;  fitted  complete  with  Nickel  Plated  A  192 
Fuller  Bell  Supply  Fixtures  with  China  Knob  Ideal  Waste  and  China  Handle 
Valves  with  Supplies  to  floor, 

DIMENSIONS 

width  over  Rim,  32  inches.    Depth  inside,  17  inches   Height  on  X,egs,  22%  inches. 

PRICKS 

I.ength  of  Tub  over  Rim  (Nominal)   5  ft.         5  ft.  6  in.  6  ft. 

A-130  Complete  as  described   $69.25       $  73.75  $78.25 

If  with  regular  Legs  without  Porcelain  Ball  Feet,  deduct  $2.75. 

THE   "A  M  H  E  R  ST" 


A  -  1  3  1 

A-131  illustrates  Weil's  "x\mherst"  Superior  Grade  3  inch  under  Roll  Rim  Enameled 
Iron  Bath  Tub;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply  Fix- 
tures with  China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Valves 
with  Supplies  to  floor. 

DIMENSIONS 

.width  over  Rim,  32  inches.    Depth  inside,  17  inches.    Height  on  lyegs,  22}4  inches. 

PRICKS 

I,ength  of  Tub  over  Rim  (Nominal)      -      -      -      -      -  5  ft.         5  ft.  6  in.  6  ft. 

A-131  "Amherst"  complete  as  described   $62.00      $66.50  $71.00 

A-132  *'Ainlierst"  Tub  and  Legs  only   42.50         47.00  51.50 

For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 
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WEIL  BROvS.,  CHICAGO 


WEIL'S  ENAMELED  IRON  BATH  TUBS 

THE  "BEDFORD"   

!-..     I  L 


1  34 


A-13  4  illustrates  Weil's  "Bedford"  Superior  Cxrade  Enameled  rron  3  inch  Under  Roll 
Rim  Bath  Tub;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply  Fix- 
tures with  China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Indexed 
Valves  with  Supplies  to  floor. 

■'  DIMKNSIONvS 

Width  over  Rim,  31  inches.  Depth  inside.  19  inches. 

Height  on  I^egs,  24^  inches. 

PRICES 

I^engthof  Tub  over  Rim  (Nominal)      -      -      -   4  ft  6  i^.  ^ik^cri'       ^PiR  OO 

A-134  Complete  as  described   ».00      $58.00       163.00  $68.00 

If  with  "'Acme*'  White  Exterior  Finish,  add  $14.00. 


THE  "BEDFORD' 


A  -  1  3  5 


A -135  illustrates  Weil's  -Bedford"  Superior  Grade  PUiameled  Iron  3  inch  Und^ 

Rim  Bath  Tub  ;  fitted  complete  with  Nickled  Plated  China  Knob  Ideal  Waste 
and  No.  4:%  Fuller  Bath  Cock. 

DIMENSIONS 
width  over  Rim.  31  inches.  Depth  inside,  19  inches. 

Height  on  I,egs,  24^  inches. 


PRICKS 

I,engthof  Tub  over  Rim  (Nominal)      -  - 

A-135  "Bedford"  as  described   Q^rn 

A -13  6  "Bedford"  Tub  with  Legs  only   .-^^.oU 

If  with  Nickel  Plated  Offset  Supplies  to  Floor,  add  $3.00. 
For  other  styles  of  Bath  Tub  Trimmings,  see  pages  35  to  39 


5  ft. 
$50.00 
38.50 


5  ft.  6  in. 
$55.00 

43.50 


eft. 
$60.00 
48.50 


WEIIv    BROS.,  CHICAGO 
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WEIUS    ENAMELED    IRON    BATH  TUBS 

THE"LEROY" 


A  -  1  3  7  -^-^ 

A -13  7  illustrates  Weil's  *'I.eroy''  vSuperior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub,  End  of  Rim  Extended  ;  fitted  complete  with  Nickel  Plated  Com- 
pression Bell  Supply  Fixtures  through  Rim  with  Ideal  Waste  and  Supplies  to 
floor. 

I  )  I  M  K  N  vS  I  O  N  S 
width  over  Rim  30  inches ;  Depth  inside  17  inches  ; 

Height  on  I^egs  23  inches. 
PRICKS 

I^ength  of  Tuh  (Nominal)        -       -       4  ft.  4  ft.  6  in.  5  ft.         5  ft.  6  in.         6  ft^ 

A-1  3  7  Complete  as  described   H6.(X)       S46.00       $49.00      $52.75  $57.25 


THE  "LEROY" 


A  -  1  3  8 

A  -1  3  8  illustrates  Weil's  Leroy  "  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim  Bath 
Tub,  End  of  Rim  Extended;  fitted  complete  with  Nickel  Plated  Compression 
Top  Spout  Supply  Fixtures  through  Rim,  with  Ideal  Waste  and  Supplies  to  floor. 

DIMENSIONS  /  .  • 

Width  over  Rim  3t>  inches  ;  Depth  inside  17  inches  ; 

Height  on  I.,egs  23  inches. 

PRICKS 

I^engthofTnb  (Nominal)      -     -     -     -       4  ft.  4  ft.  6  in.        5  ft.  5  ft.  6  in.  6  ft. 

\  138  -Leroy"  complete  as  described..    $44.00  $  44.00  $  47.00  $  50.75  $55.25 

A-1  3  9  "  I.eroy  "  Tub  with  Legs  only. .  .  .       27.00       27.00       30.00  33.75  38.25 

If  with  "  Acme  "  Exterior  White  Finish  add  $14.00. 
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WEIL  BROS.,  CHICAGO 


WEIL'S  ENAMELED   IRON   BATH  TUBS 

THE  "KASSAN"  ON  BASE 


A  -  1  4  O 

A -140  illustrates  WeiVs  '*Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub  on  Base;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply 
Fixtures  with  China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Indexed 
Valves  with  Supplies  to  floor. 

D  I  M  ENSIGNS 
width  over  Rim  30  inches.  Deplh  inside,  17  inches. 

Height  on  Base,  23  inches. 

PRICKS 

I^englh  over  Rim  (Nominal)        -        -       -      -  .  4  ft.  6  in 

A  - 1  4  0  complete  as  described   $53.75 

If  with  "Acme"  White  Exterior  Finish,  add  $14.00 


THE  "KASSAN"  ON  BASE 


5  ft.      5  ft.  6  in. 

$59.50  $65.25 


A-141 

A-141  illustrates  Weil's  "Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub  on  Base;  fitted  complete  with  Nickel  Plated  China  Knob  Ideal  Waste 
and  No.  4>^  Fuller  Bath  Cock. 

DIMENSIONS 

Width  over  Rim,  30  inches.  Depth  inside,  17  inches. 

Height  on  Base,  23  inches. 

PRICKS 

Ivength  of  Tnb  over  Rim  (Nominal)  4  ft.  6  in.  .'j  ft.  5  ft.  6  in. 

A-141  "Kassan"  as  described.   $45.75  $51.50  $57.25 

A-14  2  "Kassan"  Tub  with  Base  only    34.25  40.00  45.75 

If  with  Offset  Supplies  to  floor,  add  $3  00. 
For  other  styles  of  Bath  Tub  Trimmings,  see  pages  35  to  39. 


WEIL    BROS.,  CHICAGO 
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WEIL'S    ENAMELED    IRON    BATH  TUBS 

THE"KASSAN" 


A  -  1  4  3 

A- 14  3  illustrates  Weil's  "Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub;  fitted  with  Nickel  Plated  Compression  Monitor"  Supply  and 
Waste  Fixture. 

D  I  M  15  N  s  I  o  N  s 

Widlh  over  rim  30  inches  ;  Depth  inside  17  inches  ; 

Height  on  legs  23  inches. 

PRICKS 

I^ength  of  Tub  over  Rim  [Nominal]       -         4  ft.       4  ft  6  in.       5  ft.        5  ft.  6  in.       6  ft. 

A- 1  4 3  as  described   $31. a)     $31.00     $34.00     $37.75  $42.25 

If  with  Nickel  Plated  Straight  Supplies  to  floor  add  $2.50. 

THE  "KASSAN" 


A-1  4  5 

A-14  5  illustrates  Weil's  *'Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub  ;  fitted  complete  with  Nickel  Plated  Fuller  "Monitor'*  Supply  and 
Waste  Fixture. 

DIMENSIONS 

width  over  rim  30  inches  ;  Depth  inside  17  inches  ;  / 

Height  on  legs  23  inches. 

PRICES 

I^ength  of  Tub  over  Rim     -      -      4  ft.  4  ft  6  in.  5  ft.  5  ft.  6  in.  6  ft. 

A-145  as  described   $31.00      $31,00      $  34.00      $  37.75  $42.25 

If  with  Nickel  Plated  Straight  Supplies  to  floor  add  $2.50 
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WEIL   BROvS.,  CHICAGO 


WEIUS   ENAMELED   IRON   BATH  TUBS 


THE   "KASSAN"     ON    EXTENSION  LEGS 


A-1  4  6 


A-146  illustrates  Weil's  "Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub  on  Nickel  Plated  Brass  Extension  Legs;  fitted  complete  with  Nickel 
Plated  Compression  Top  Spout  Supply  Fixtures  through  Rim,  Nickel  Plated 
connected  Waste  and  Overflow  and  Supplies  to  floor. 

DIMKNvSIONS 
width  over  Rim,  30  inches.  Depth  inside,  17  inches. 

Height  on  lyegs,  30  inches. 
PRICKS 

I^ength  of  Tub  over  Rim  (Nominal)      -         4  ft.        4  ft.  (i  in.  ,5  ft.  5  ft.  6  in.      6  ft. 

A-146  ' 'Kassan"  complete  as  described. .  .    $54.a)     $54.00  $57.00  $60.75  $65.25 

A  - 1  4  7  "Kassan"  with  Extension  Legs  only    38.00      38.00  41. (X)  44.75  49.75 

THE    "KASSAN"  PORTABLE 


A-1  49 


A-1  4  9  illustrates  Weil's  "Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Portable  Bath  Tub  on  Rubber  Tired  Swivel  Wheels;  fitted  with  1)4  inch  Nickel 
Plated  Waste  Valve. 

D  I  M  K  N  vS  I  o  N  s 
width  over  Rim,  30  inches.  Depth  inside,  17  inches. 

Height  on  Wheels,  24  inches. 

PRICKS 

I^ength  of  Tub  over  Rim  (Nominal)    -   4  ft.  4  ft.  6in.  5  ft.         5  ft.  6  in.         6  ft. 

A-1  4  9  As  described   $i4.00      $44.00      $47.00      $50.75  $55.25 


WEIL  BROS.,  CHICAGO 
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WEIL'S  ENAMELED  IRON  BATH  TUBS 

T  H  E  "K ASSA  N " 


A  - 1  5  0  illustrates  Weil's  *'Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim  Bath 
Tub;  fitted  complete  with  Nickle  Plated  Compression  Bell  Supply  Fixtures  with 
China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Indexed  Valves  with 
Supplies  to  floor. 

DIMENSIONS 
Width  over  rim.  80  inches.  Depth  inside,  17  inches.  ^  • 

Height  on  I^egs,  23  inches. 

PRICES 

I^ength  of  Tub  over  Rim  (Nominal)       4  ft.  4  ft.  6  in.  5  ft.         5  ft.  6  in.         6  ft. 

A  - 1 5  0  Complete  as  described   $43.50      $43.50      $46.50      $50.25  §^54.75 


THE  "K ASSA  N" 


A-1  5  1 


A-151  illustrates  Weil's  '^Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub;  fitted  with  Nickel  Plated  Ideal  Waste  and  No.  4j^  Fuller  Bath  Cock. 

DIMENSIONS  .  ..' 

Width  over  Rim.  30inches.  Depth  inside,  17  inches. 

Height  on  I^egs,  23  inches. 

PRICKS 

Length  over  Rim  (Nominal)      -      -      4  ft.  4  ft.  6  in.  5  ft.  5  ft.  6  in.         6  ft. 

A-151  -Kassan"  as  described                 $34.50  $34.50  $37.50  $41.25  $45.75 

A-152  -Kassan"  Tub  with  Eegsonly     24.00  24.00  27.00  30.75  35.25 

If  with  Nickel  Plated  Offset  Supplies,  add  $3.00. 

For  other  styles  of  Bath  Tub  Trimmings  see  pages  35  to  39. 
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WEir.    BROS.,  CHICAGO 


WEIL'S    ENAMELED    IRON    BATH  TUBS 


THE    " KASSAN 


A  -  1  5  3 

A-ir>3  illustrates  Weil's  **Kassaii"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub  ;  fitted  complete  with  Nickel  Plated  connected  Waste  and  Overflow 
and  No.  i/z  Fuller  Bath  Cock  with  offset  Supplies  to  floor. 

DIMENSIONS 
Width  over  Rim  30  inches  ;  Depth  inside  17  inches  ; 

Height  on  legs  23  inches. 

PRICES 

I^ength  of  Tub  over  rim  (Nominal)    -      4  ft.        4  ft.  6  in 
A  - 1 5  3  complete  as  described  


5  ft. 

$35.25 


$32.25  $32.25 
If  with  China  Handles  on  Bath  Cock  add  50c 


5  ft.  6  in. 
$39.00 


6  ft. 
$43.50 


THE  "KASSAN' 


A  -  1  5  4 

A-15  4  illustrates  Weirs  "  Kassan"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub  ;  fitted  with  Nickel  Plated  Connected  Waste  and  Overflow  and  No.  41.^ 
Fuller  Bath  Cock. 

DIMENSIONS 
Width  over  Rim  30  inches  ;  Depth  inside  17  inches  ; 

Height  on  legs  23  inches.  /' 

PRICKS 

I^ength  of  Tub  over  rim  (Nominal)          4  ft.       4  ft.  6  in.  5  ft.  5  ft.  6  in.  6  ft. 

A-15  4  "Kassau"  as  described             $  29.25     $  29.25  $  32.25  $  36.00  $40.50 

A  - 1 5  5  '  *  Kassan  ' '  with  Legs  only ....       24.00        24.00  27.00  30.75  35.25 


WEIL  BROS.,  CHICAGO 
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WEIL'S  ENAMELED  IRON  BATH  TUBS 

THE  "HUMBOLDT" 


A-1  5  6 

A- 15  6  illustrates  WeiPs  **Humboldt"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub;  fitted  with  Nickel  Plated  Ideal  Waste  and  No.  ^  Fuller  Bath  Cock. 

DIMENSIONvS 
Width  over  Rim,  2^%  inches.  Depth  inside,  17  inches. 

Height  on  I^egs,  23  inches. 

PRICKS 

I^ength  of  Tub  over  Rim  (Nominal)        4  ft.         4  ft.  6  in.  5  ft.  5  ft.  6  in.         6  ft. 

A-156  as  described   $32.25       $32.25       $34.50      $38.25  $48.75 

If  with  Nickel  Plated  Offset  Supplies,  add  $3.00. 

If  with  China  Tipped  Handles  on  Bath  Cock,  add  50c. 


THE  "HUMBO  LDT' 


A  -  1  5  7  . 

A-1  5  7  illustrates  Weil's  **Himiboldt"  Superior  Grade  Enameled  Iron  3  inch  Roll  Rim 
Bath  Tub;  fitted  with  Nickel  Plated  Connected  Waste  and  Overflow,  and  No. 
Fidler  Bath  Cock  and  Offset  Supplies  to  floor. 

DIMENSIONS 
width  over  Rim,  29^^  inches.  Depth  inside,  17  inches. 

Height  on  I^egs,  23  inches. 

PRICKS 

I.ength  of  Tub  over  Rim  (Nominal)        4  ft.  4  ft.  (i  in.  5  ft.  5  ft.  6  in.         6  ft. 

A-157  "Himiboldt"  asdescribed            $30.00  $30.00  $32.25  $36.00  $40.50 

A  - 1  5  8  "Humboldt"  Tul)  with  Legs  only  21.75  21.75  24.00  27.75  32.25 
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WEIL  BROvS.,  CHICAGO 


WEIUS  ENAMELED   IRON   BATH  TUBS 


THE  "CROWN" 


A-T  59 

A-159  illustrates  Weil's  "Crown"  Superior  Grade  Hnameled  Iron  234  inch  Roll  Rim 
Bath  Tub;  fitted  with  Nickel  Plated  Connected  Waste  and  Overflow  and  No.  4^ 
Fuller  Bath  Cock  with  Offset  Supplies  to  floor. 

i>  I  M  E  N  S I  O  N  S 

Width  over  Rim,  29 K  inches.  Depth  in.side,  17  inches. 

Height  on  L,egs,  23  inches.- 

PRICKS 

I^engLh  of  Tub  over  Rim  (Nominal)       4  ft.  4  ft.  6  in.  5  ft.  5  ft.  6  in.         6  ft. 

A-159  Complete  as  described   $30.00       $30.00      «32.25       $36.00  $40.50 


THE  "CROWN" 


A-1  60 

A-160  illustrates  Weil's  "Crown"  Superior  Grade  Enameled  Iron  23^' inch  Roll  Rim 
Bath  Tub  on  I^egs  without  Trimmings. 

DIMENSIONS 

Width  over  Rim,  29^  inches.  Depth  inside,  17  inches. 

Height  on  legs,  23  inches. 

PRICKS 

I.ength  of  Tub  over  Rim  (Nominal)        4  ft.  4  ft.  6  in.         5  ft.  5  ft.  6  in.         6  ft. 

A-160  "Crown' '  Tub  with  Legs  only     $21.75      $21.75      $24.00      $27.75  $32.25 


WEIL  BROS.,  CHICAGO 
WEIL'S  ENAMELED  IRON  BATH  TUBS 
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THE  "NARRIM" 


A  -  1  6  1 


A-161  illustrates  Weil's  *'Narriin"  Superior  Grade  Kuatueled  Iron  1^^  inch  Roll  Rim 
Bath  Tub;  fitted  complete  with  Nickel  Plated  Counected  Waste  and  Overflow 
and  No.  4^-^  Fuller  Bath  Cock  with  Supplies  to  floor. 

I)  I  M  K  N  s  I  o  N  vS 
width  over  Riin,  25  inches.  Depth  inside.  16  inches. 

Height  on  I^egs,  22  inches. 

PRICKS 

I.ength  of  Tnb  over  Rini  (Nominal)        4  ft.  4  ft.  6  in.  5  ft.         5  ft.  6  in.         6  ft. 

A-1 61  Complete  as  described   $32.25       $32.25       S35.25       $39.00  $43.50 

If  without  Supplies,  deduct  S3  00. 


THE  "NARRIM" 


A  -  1  6  2 


A-1  62  illustrates  Weil's  *'Narrim"  Superior  Grade  Enameled  Iron  1)4  inch  Roll  Rim 
Bath  Tub;  fitted  with  Nickel  Plated  No.  4j4  Fuller  Bath  Cock  and  Overflow 
Horn,  Plug  and  Coupling. 

DIMENSIONS  ^ 
width  over  Rim,  25  inches.  Depth  inside,  16  inches. 

Height  on  I^egs,  22  inches. 

PRICKS 

I^ength  of  Tnb  over  Rim  (Nominal)      4  ft.  4  ft.  6  in.         5  ft.  5  ft.  6  in.  6  ft. 

A-162  ''Narrim"  as  described               $27.75  $27.75  $30.75  $34  50  139.00 

A-1  63  "Narrim"  Tub  with  Legs  only     24.0(»  24.00        27.00  30.75  35.25 

F'or  15ath  Tub  Trimmings  see  pages  35  to  39. 
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WEIL  BROS.,  CHICAGO 


WEIUS  ENAMELED   IRON   BATH  TUBS 


THE  "LINCOLN" 


A-  1  64 

A- 164  illustrates  Weil's  "Lincoln"  Superior  Grade  Enameled  Iron  2)4  inch  Roll  Rim 
Bath  Tub  for  narrow  space;  fitted  complete  with  Nickel  Plated  Connected  Waste 
and  Overflow  and  No.  4-%  Fuller  Bath  Cock  with  Offset  Supplies  to  floor. 

DIMENSIONS 

width  over  Rim,  26^  inches.  Depth  inside,  16  inches. 

Height  on  I^egs,  22  inches. 

PRICKS 

I^ength  of  Tub  over  Rim  (Nominal)       4  ft.  4  ft.  6  in.  5  ft.  5  ft.  6  in.        6  ft. 

A  - 1  6  4  Complete  as  described   ^30.00      $30.00      $32.25       $36.00  $40.50 


TH  E  "LINCOLN" 


A-1  65 

A-165  illustrates  Weil's  "Lincoln"  Superior  Grade  Enameled  Iron  2)4  inch  Roll  Rim 
Bath  Tub  for  narrow  space;  with  Legs  only. 

DIMENSIONS 

width  over  Rim,  26%  inches.  Depth  inside,  16  inches. 

Height  on  I^egs,  22  inches. 

PRICES 

I^ength  over  Rim  (Nominal)      -      -      4  ft.  4  ft.  6  in.  5  ft.         5  ft.  6  in,        6  ft. 

A  - 1 6  5  As  described   $21.75       $21.75       $24.00      $27.75  $32.25 

For  Bath  Tub  Trimmings,  see  pages  35  to  39. 


WEIIv    BROS.,  CHICAGO 
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WEIL'S    ENAMELED    IRON    BATH  TUBS 

THE  "SOLON" 


A  -1  6  6 

A-16  6  illustrates  Weirs  ''Solon"  Superior  Grade  Bnatneled  Iron  1^  inch  Roll  Rim 
Bath  Tub  for  narrow  space;  with  Nickel  Plated  Connected  Waste  and  Overflow 
and  No.  4^^  Fuller  Bath  Cock. 

DIMENSIONS 

Width  over  Rim  25  inches.  Depth  inside  16  inches. 

Height  on  I^egs,  22  inches. 

PRICES 

I^ength  over  Rim  (Nominal)    -       -       -        4  ft.         4  ft.  6  in.         5  ft. 

  §>27.00      5^27.00  $29.25 


A-166  as  described. 


5  ft.  6  in.  6  ft. 
$33.00  37.50 


THE  "SOLON" 


A  -  1  6  7 

A-167  illustrates  Weil's  ''Solon"  Superior  Grade  Enameled  Iron  1%  inch  Roll  Rim 
Bath  Tub  for  narrow  space;  with  Legs  only. 

DIMENSIONS 

Width  over  Rim  25  inches.  Depth  inside  16  inches. 

Height  on  I,egs  22  inches. 

PRICES 


I^ength  over  Rim  (Nominal)     .      -      -        4  ft. 

A-16  7  as  described   $21.75 


4  ft.  6  in. 

$21.75 


5  ft. 

$24.00 


5  ft.  6  in. 

$27.75 


6  ft. 
$32.25 


For  Overflow  Horn  and  Plug  Add  $1.00 
For  Bath  Tub  Trimmings  pages  35  to  39. 
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WEIL  BROS-,  CHICAGO 


WEIL'S  ENAMELED   IRON   BATH  TUBS 


THE   "  K  R  A  H  L" 


A  -1  6  8 

A -16  8  illustrates  Weil's   ^'Krahl"  Hnaiiieled  Iron  3  inch  Roll  Rim  Bath  Tub  with 
Nickel  Plated  Connected  Waste  and  Overflow  and  No.  i}^  Fuller  Bath  Cock. 

DIMENSIONS 

Width  over  Rim,        inches.  Depth  inside.  17  inches. 

Height  on  I.egs,  23  inches. 

PRICES 

I^ength  of  Tub  over  Rim  (Nominal)       4  ft.  4  ft.  6  in.  5  ft.        5  ft.  6  in.         6  ft. 

A- 168  As  described   $27.00      ^.00       $29.25       133.00  $37.50 


THE  "K  R  A  H  L" 


A  -  1  6  9 

A -169  illustrates  Weil's  "Krahl"  Enameled  Iron  3  inch  Roll  Rim  Bath  Tub  with 
Legs  only. 

DiMENSIONvS 

Width  over  Rim,  29^  inches.  Depth  inside,  17  inches. 

Height  on  I.egs,  23  inches. 


PRICES 

I^ength  of  Tub  over  Rim      -      -  4  ft.         4ft.(>in.  5  ft.         5  ft.  6  in.         6  ft. 

A-169  As  described   $21.75      $21.75       $24.00      $27.75  $32.25 


For  Bath  Tub  Trimmings,  see  pages  35  to  39. 


WKIIv  BROS.,  CHICAGO 
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WEIL'S   PORCELAIN   BATH  TUBS 

THE  "BOrJNIE" 


A  -  1  7  0 


A- 17  0  illustrates  Weil's  "lionnie"  Solid  Porcelain  Infant  Bath  Tub  on  Porcelain  Ped- 
estal; fitted  complete  with  Nickel  Plated  Compression  Bell  Supply  Fixtures  with 
China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Indexed  Valves  with 
Supplies  to  Wall. 

DIMENSIONS 
Width  over  Rim,  24  inches.  I^ength  over  Rim,  36  inches. 

Height  from  Floor  to  Top  of  Rim,  31  inches. 
Depth  inside,  13  inches. 


A- 
A- 


P  R  I  C  E  vS 

170  Class  "A"  complete  as  described  , 

170  Class  "B"  complete  as  described  


$78.50 
62.50 
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WEIL  BROS.,  CHICAGO 


WEIL^S  ENAMELED  IRON   BATH  TUBS 


THE  "NURSERY" 

\ 


A-1  7  1  illustrates  Weil's  ''Nursery"  Superior  Grade  Rnaiueled  Iron  Infant  Bath  Tub  on 
Painted  Iron  Pedestal;  fitted  complete  with  Nickel  Plated  Compression  Supply 
Fixtures  with  China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Indexed 
Valves  with  Supplies  to  fioor, 

DIMENSIONS 
width  over  Rim,  20  inches.  I^ength  over  Rim,  32  inches. 

Width  of  Roll  Rim,  2^/2  inches. 
Height  from  floor  to  top  of  Rim,  30  inches.  Depth  inside,  12  inches. 


'    .  -  PRICKS 
A  - 1  7  0  "Nurvsery"  Bath  Tub  enameled  inside  complete  as  described. . . 
A  -1  7  1  "Nursery"  Bath  Tub  enameled  all  over  otherwise  as  described 


$54.50 
66.00 


WEIL  BROvS.,  CHICAGO 
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WEIL'S   PORCELAIN   BATH  TUBS 


A  1  7  2 


172  illustrates  Weil's  *"Ahneria"  Porcelain  Sitz  Bath  Tub,  i^lazed  pure  white  inside 
and  outside,  set  on  two  glazed  Porcelain  Block  Feet;  fitted  complete  with  Nickel 
Plated  Compression  Bell  Supply  Fixtures  with  China  Indexed  Ideal  Waste  and 
China  Indexed  Valves  with  Supplies  to  floor. 

DIMENSIONS 
width  over  Rim,  27  inches.  I^eiigth  over  Rim,  30  inches. 

Height  from  floor  to  top  of  Rim  at  back,  21  inches;  at  front  15  inches. 

p  R I  c  p:  S 

-17  2  "Almeria,"  Class  "A"  complete  as  described  ,   $71.00 

.-17  2  "Almeria,"  Class  "B"  complete  as  described  ,  57.00 

THE  '*LUELLA" 


A-1  73 


L-173  illustrates  Weil's  "Ivuella"  Porcelain  Foot  Bath  glazed  pure  white  inside  and 
outside,  set  on  glazed  Porcelain  Feet;  fitted  complete  with  Nickel  Plated  Com- 
pression Bell  Suppl}' Fixture  with  China  Indexed  Ideal  Waste  and  China  Indexed 
Valves  with  Supplies  to  floor. 

DIMENSIONS  I    :  ■ 

width  over  Rim,  21^  inches.  I^ength  over  Rim,  26  inches. 

Height  from  floor  to  top  of  Rim,  13  inches. 


price:s 

L-17  3  "Lnella/'  Class  "A"  complete  as  described  $43.00 

L-1  7  3  "Utella,"  Class  *'B"  complete  as  described   ...  37.00 

1-17  4  "Luella, "  Class  "A"  on  Base,  otherwise  as  described   . .  45.00 

L-1  7  4  "Luella,"  Class  "B"  on  Base,  otherwise  as  described  39.00 
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WEIL'S    ENAMELED    IRON    BATH  TUBS 

THE    "ANITA"  THE  "PUTNAM" 


A  -  1  7  6 


A  -  1  7 


THE  "ANITA- 

'Anita"  Superior  Grade  Enameled  Iron  3  inch  Under  Roll  Rim 


SITZ  TUB 

A-176  illustrates  Weil's  ' 

Sitz  Tub  on  Base;  fitted  complete  with  Nickel  Plated  Fuller  Bell  Supply  Fixture 
Through  Rim  Extension  with  China  Knob  Ideal  Waste  and  China  Tipped  Fuller 
Valve  Handles  and  Supplies  to  floor. 

A  -1  7  6  * 'Anita"  on  Base,  complete  as  described    $62.00 

A-17  7  "Anita"  on  Legs,  otherwise  as  described     53.00 

THE  "PUTNAM"  SIT2  BATH 

A-17  8  illustrates  Weil's  "Putnam"  Superior  Grade  Enameled  Iron  3  inch  Under  Roll 
Rim  Sitz  Tub;  fitted  complete  with  Nickel  Plated  Compression  Supply  Fixture  for 
Supply,  Douche  and  Wave  Spray,  with  China  Knob  Ideal  Waste  and  China 
Tipped  Cross  Handle  Indexed  Valves  with  Supplies  to  floor. 

A-17  8  "Putnam"  complete  as  described  ,  $88.50 


THE  "ELLIS"  THE  "TROY" 


A  -  1  7  9  A  -  1  8  O 

THE  "ELLIS"  SITZ  TUB 


A  - 1  7  9  illustrates  Weil's  *  'Ellis"  Superior  Grade  Enameled  Iron  2  inch  Roll  Rim  vSitz  Bath 
Tub;  fitted  complete  with  Nickel  Plated  Compression  Bell  Supply  Fixture  with 
China  Knob  Waste  and  China  Tipped  Cross  Handle  Indexed  Valves  with  Sup- 
plies to  floor. 

A  - 1 7  9  "Ellis"  Sitz  Tub,  complete  as  described    $42.00 

THE  "TROY"  FOOT  TUB 

A-18  0  illustrates  Weil's  '*Troy"  Superior  Grade  Enameled  Iron  2  inch  Roll  Rim  Foot 
Tub;  fitted  complete  with  Nickel  Plated  ComprevSsion  Bell  Supply  Fixture  with 
China  Knob  Ideal  Waste  and  China  Tipped  Cross  Handle  Indexed  Valves  wnth 
Supplies  to  floor. 

A  - 1 8  0  '  'Troy"  Foot  Tub,  complete  as  described   $29.00 


WEIL   BROS.,  CHICAGO 
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WEIL'S  BATH   TUB  TRIMMINGS 


NICKEL  PLATED  CON- 
NECTED OVERFLOW 
AND  WASTE 


NICKEL  PLATED  SEE 
LEY  OVERFLOW 
WASTE  AND  TRAP 
COMBINED 


NICKEL  PLATED  OHIO  OVERFLOW 
WASTE   AND   TRAP  COMBINED 


A-185  A-186  A-188 

A-1  8  5  Nickel  Plated  Connected  Overflow  and  Waste  1^  inches  Each  $2.50 

A-18  6  Seeley  Overflow  and  Trap  for  1%  inch      P.;  no  vent  Each  4.25 

A-18  6  Seeley  Overflow  and  Trap  for  1)4  inch  I.  P.;  no  vent.   .Each  1.40 

A  - 1  8  7  Seeley  Overflow  and  Trap  for  1)4  inch  L.  P.;  with  vent  Each  4.50 

A  - 1  8  7  Seeley  Overflow  and  Trap  for  1)^  inch  I.  P.;  with  vent  Each  4.75 

A-188  Ohio  Overflow  and  Trap  for  IJ^  inch  L.  P.;  with  vent  Each  7.95 

A-1  8  9  Ohio  Overflow  and  Trap  for  1)4  inch  L.  P.;  no  vent  Each  7.50 


IDEAL  BATH  WASTE 

WITH  YOKE 


FULLER  BELL  SUPPLY  FIXTURE 

WITH  ACCESSIBLE  VALVES 


A-1  9  0 


A-1  9  2 


A-190  Nickel  Plated,  China  Knob  Ideal  Waste  with  Yoke  Each  $  8.75 

A-1  91  Nickel  Plated,  China  Index  Ideal  Waste  with  Yoke  Each  7.75 

A-1 9 2  Nickel  Plated,  China  Knob  Waste  and  China  Tipped  Handles  Each    24  00 
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WEIL'S  BATH   TUB  TRIMMINGS 


1 


COMPRESSION    LOW  BELL  SUPPLY 
FIXTURE  WITH  SHAMPOO 
NOZZLE 


FULLER    LOW    BELL    SUPPLY  FIX- 
TURE WITH  SHAMPOO  NOZZLE 
AND  ACCESSIBLE  VALVES 


1  9  7 


A-1  9  5 

A-19  5  Nickel  Plattd  China  Indexed  Waste  and  China  Indexed  Handles  $22.00 

A-1  95  Nickel  Plated  China  Knob  Waste  and  China  Tipped  Cross  Handles   24.00 

A  - 1  9  7  Nickel  Plated  China  Indexed  Waste  and  China  Tipped  Handles   27.50 

A-19  7  Nickel  Plated  China  Knob  Waste  and  China  Tipped  Handles  28.50 

COMPRESSION  LOW  BELL  SUP-  FULLER    LOW   BELL  SUPPLY  FIX- 

^"■^^^      PLY  FIXTURE  TURE  WITH  BULB  AIR  CHAMBERS 


A-1  9  9 


A-200 


A  -1  9  9  Nickel  Plated,  China  Knob  Waste  and  China  Tipped  Cross  Handles. 

A-2  00  Nickel  Plated,  China  Knob  Waste  and  China  Tipped  Handles   

If  A-200  is  without  Air  Chambers  deduct  $2.50. 


.819.50 
22.00 


WEIL     BROS.,  CHICAGO 
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WEIUS    BATH    TUB  TRIMMINGS 

COMPRESSION  OVER    RIM  SUPPLY  FULLER  OVER  RIM  SUPPLY  FIXTURE  WITH 

FIXTURE  ACCESSIBLE  VALVES 


A  -  2  O  1  A  -  2  0  3 

A-2  0  1  Nickel  Plated.  Cliina  Indexed  Waste  and  China  Indexed  Handles.  .  .$22.00 
A -2  0  1  Nickel  Plated,  China  Knob  Waste  and  China  Tipped  Cross  Handles.  24.00 

A-2  0  3  Nickel  Plated  China  Indexed  Waste  and  China  Tipped  Handles   27.50 

A  -  2  0  ?y  Nickel  Plated  China  Knob  Waste  and  China  Tipped  Handles   28.50 


COMPRESSION  TOP  NOZZLE 
SUPPLY  FIXTURE 


FULLER  TOP  NOZZLE  SUPPLY  FIXTURE 
WITH  ACCESSIBLE  VALVES 


ili  4k> 


A-205  A -207 

2  0  5  Nickel  Plated  China  Indexed  Waste  and  China  Indexed  Handles ...  $17.50 

■  2  0  5  Nickel  Plated  China  Knob  Waste  and  China  Tipped  Cross  Handles.  .  19.50 

■  2  0  7  Nickel  Plated  China  Indexed  Waste  and  China  Tipped  Handles  22.00 

-2  0  7  Nickel  Plated  China  Knob  Waste  and  China  Tipped  Handles   23.00 
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WEIUS   BATH  TUB  TRIMMINGS 

COMPRESSION  BATH  FAUCET  FULLER  BATH  FAUCET  WITH  IDEAL 
WITH  IDEAL  WASTE  AND  SUPPLIES  WASTE  AND  SUPPLIES 


A-209  A-211 

A-2  0  9  Nickel  Plated,  China  Indexed  Waste  and  China  Indexed  Faucet. 
A-209  Nickel  Plated,  China  Knob  Waste  and  China  Indexed  Faucest. . . 
A-211  Nickel  Plated,  China  Indexed  Waste  and  China  Tipped  Hanles, . 
A-211  Nickel  Plated,  China  Knob  Waste  and  China  Tipped  Handles  .  . 


.113.50 
..14.50 
.  13.50 
.  14.50 


BATH  TUB  SUPPLY  PIPES 


1 


A-21 

A-213 
A-214 
A-215 
A-216 
A-217 
A-218 


A  21  4 


A-215  A-216       A-2  1  6  A-218 

nch,  45  Degree  Offset  Per  pair  $3.00 


Nickel  Plated      \  , 

Nickel  Plated      inch,  45  Degree  Offset  with  Stop  Per  pair  6.00 

Nickel  Plated  %  inch,  Ball  Offset    Per  pair  3.30 

Nickel  Plated  Yz  inch,  Ball  Offset  with  Stop  Per  pair  6.30 

Nickel  Plated  Yz  inch,  Ball  Offset  with  Air  Chamber  Per  pair  5.70 

Nickel  Plated  Yz  i^^ch,  Ball  Offset  with  Air  Chamber  and  Stop  Per  pair  8.70 


WEIL    BROS.,  CHICAGO 
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WEIL'S     BATH    TUB  TRIMMINGS 


COMPRESSION  BATH  FAUCET 
RING  CUP 


COMPRESSION  BATH  FAUCET 
RING  CUP  AND  CHINA  INDEX 


A  -  2  1  9  A  -  2  2  O 

A-219  Nickel  Plated  with  Rin^  Cup  Each  $2.60 

A -2  20  Nickel  Plated  with  Ring  Cup  and  China  Indexes,  Each  3.75 


NO.  4^2  FULLER  BATH  FAUCET 


NO.  45^  FULLER   BATH   FAUCET  WITH 
CHINA  HANDLES 
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WEIL'S  PORCELAIN  LAVATORIES 


/  THE  "BALATON" 


A-2  2  9 


A -2  2  9  illiistrates  Weil's  * 'Balaton"  Square  Porcelain  Lavatory  on  Square  Porcelain 
Pedestal;  fitted  complete  with  Nickel  Plated  Compression  Combination  Basin 
Supply  and  Waste  Fixture  with  China  Knob  Waste  and  China  Handle  Valves, 
Nickel  Plated  Short  Supplies  to  Wall  and  Cast  Brass  Offset  Trap  to  Wall  with- 
out Vent. 

Size  of  I^avatory  Top         -         -         -        -        -     inches        24x30  24x33 

A -2 2 9  Class  "A"  complete  as  described   $88.00  $96.00 

A-229  Class  ''B"  complete  as  described   70.00  75.00 

The  "Balaton"  can  be  furnished  with  A-401  Fuller  Fixtures  at  same  prices  as  above. 


WEIL  BROS.,  CHICAGO 
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WEIUS  PORCELAIN  LAVATORIES 

THE  "ORKNEY" 


X 


A-  2  3  O 

A-2  30  illustrates  Weil's  ''Orkney"  Oval  Porcelain  Lavatory  on  Round  Pedestal;  fitted 
complete  with  Nickel  Plated  Fuller  Combination  Basin  Supply  and  Waste  Fix- 
ture w^ith  China  Knob  Waste  and  China  Handle  Valves,  Nickel  Plated  Short 
Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

Size  of  I^avatory  Top      ------    inches      22x27  24x33  27x37 

A-230  Class  "A"  complete  as  described   $70.00         $72.00  $82.00 

A-230  Class  "B"  complete  as  described   55.00  57.00  64.50 

The  "Orkney"  can  be  furnished  with  A-400  Compression  Fixture  at  same  prices  as  above. 

If  Lavatory  and  Pedestal  are  wanted  without  Trimmings,  deduct  $20.50 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  109, 
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WEIUS    PORCELAIN  LAVATORIES 

T  H  E   "  M  A  N  T  E  N  E  " 


A  -  2  3  1 

A-231  illustrates  Weil's  '*Mantene"  Oval  Porcelain  Lavatory  on  Round  Pedestal;  fitted 
complete  with  Nickel  Plated  Fidler  Combination  Bavsin  Supply  and  Waste  Fix- 
ture with  China  Knob  Waste  and  China  Handle  Valves,  Nickel  Plated  Short 
Supplies  to  Wall,  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

Size  of  I^avatory  Top,       ------   iticlies  22x27  24x33  27x37 

A-231  Class  "A"  complete  as  described   $  72.00      $  74.00      $  84.(M» 

A-23  1  Class  ''B"  complete  as  described.. .   57.00         59.00  66.5fi 

The"Mantene"  can  be  furnished  with  A-400  Compression  Fixture  at  same  prices  as  above. 
If  Lavatory  and  Pedestal  are  wanted  without  Trimmings  deduct  $20.50. 


For  other  Styles  of  Basin  Supply  and  Waste  Fittings  see  pages  95  to  109. 


WElIy  BROS.,  CHICAGO 
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WEIL'S  PORCELAIN  LAVATORIES 

THE  "HARMON" 


A-  2  3  3 


A -2 3 3  illustrates  Weil's  "Harmon"  Oval  Porcelain  Lavatory  on  Fluted  Pedestal;  fitted 
complete  with  Nickel  Plated  Compression  Combination  Basin  Supply  and  Waste 
Fixture  with  China  Knob  Waste  and  China  Handle  Valves  with  Nickel  Plated 
Short  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  with- 
out Vent. 

Size  of  I^avatory  Top      ------    inches      22x27  24x33  27x37 

A  -  2  3  3  Class  '  'A' '  complete  as  described   $72.00         $74.00  $84.00 

A-23  3  Class  *'B"  complete  as  described   57.00  59.00  66.50 

If  Lavatory  and  Pedestal  are  wanted  without  Trimmings,  deduct  $20.50. 

The  ''Harmon"  can  be  furnished  with  A-401  Fuller  Fixtures  at  same  prices  as  above. 

For  other  styles  of  Basin  Supply  and  Waste  Fittings  see  pages  95  to  109. 
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WEIL  BROS.,  CHICAGO 


WEIUS  PORCELAIN  LAVATORIES 


THE  "BELDEN" 

\ 


A -2  3  4  illustrates  Weil's  *'Belden"  Porcelain  Lavatory  and  7  inch  High  Back  Integral 
set  on  two  Porcelain  Legs  with  Wall  Supports;  fitted  with  Nickel  Plated  No.  7 
China  Indexed  Compression  Faucets,  China  Knob  Ideal  Waste  and  Nickel  Plated 
"Sanita"  Non -Syphoning  Trap  to  floor. 

Size  of  I^avatory  Top         -        _        .         _         ,       inches       21x26  24x31 

A  -  2  3  4  Class  "A"  complete  as  described   $46.50  $65.5C 

A -2 3 4  Class  *'B"  complete  as  described.   36.50  50.00 

If  Lavatory  and  Legs  are  wanted  without  Trimmings,  deduct  $13.50. 
For  other  styles  of  Lavatory  Trinnnings,  see  pages  95  to  109. 


WEIL  BROS.,  CHICAGO 
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WEIUS  PORCELAIN  LAVATORIES 


THE  "OFFICE" 


A  -  2  3  5 


A-23  5  illustrates  Weil's  * 'Office"  Porcelain  Lavatory.  6  inch  High  Back  and  Ends  In- 
tegral, for  Recess;  fitted  complete  with  Nickel  Plated  No.  15  China  Handle 
Fuller  Faucets,  China  Knob  Ideal  Waste  Nickel  Plated  Cast  Brass  Trap  to  Wall 
without  Vent  and  Nickel  Plated  Supplies  to  Wall. 

Size  of  lyavatory      ----------      inches      21x26  21x31 

A-235  Class  "A"  complete  as  described    $43.00  $47.25 

A-235  Class  '*B"  complete  as  described    36.25  39.25 

If  Lavatory  is  wanted  without  Trimmings,  deduct  $14.50.  . 

For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  109.     •  > 
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WEIL'S    PORCELAIN  LAVATORIES 


THE  "LOMBARD' 


THE  "MANITOU' 


t 


1' 


t 


A    2  3  7 


A  -  2  3  8 


A-237    THE  "LOMBARD" 

A-23  7  illustrates  Weil's  "Lombard"  Porcelain  Lavatory  and  7  inch  High  Back  Integral, 
set  on  Porcelain  Leg;  fitted  with  Nickel  Plated  No.  7  China  Indexed  Compres- 
sion Faucets,  Nickel  Plated  China  Knob  Ideal  Waste  and  Nickel  Plated  Offset 
Trap  to  Wall  without  Vent. 


I^avatory  Top  23x24  inches 
A-23  7  Class  "A"  as  described. ....... 

A-23  7  Class  ''B"  as  described  


DIMENSIONS    AND  PRICES 

Height  of  Back  7  inches 


I  39.2,') 

31.75 


If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  88.75 


A-238    THE  "MANITOU" 

A -238  illustrates  Weil's  "Manitou"  Porcelain  Lavatory  and  7  inch  High  Back  Integral, 
set  on  Porcelain  Leg;  fitted  with  Nickel  Plated  No.  19  Fuller  Faucets,  and 
Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMENSIONS    AND  PRICKS 
lyavatory  Top  21x26  inches.  Height  of  back  7  inches 

A-238  Class  "A"  as  described   ^  35.50 

A-2  38  Class  "B"  as  described   ..  .  .       26  50 


If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  $5.50. 
For  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  109 


WEIL  BROS.,  CHICAGO 
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WEIL'S  PORCELAIN  LAVATORIES 


THE  "WENDELL" 


THE  *'SAN  FO  R  D' 


A-240 


A-  2  41 


A-240    THE  "MENDELL" 

A-240  illustrates  Weil's  ''Mendell"  Porcelain  Lavatory  Roll  Rim  all  Sides,  set  on  Por- 
celain Leg;  fitted  with  Nickel  Plated  China  Knob  Ideal  Waste,  Nickel  Plated 
No.  7  China  Indexed  Compression  Faucets  and  Nickel  Plated  Cast  Brass  Offset 
Trap  to  Wall  without  Vent. 


Sizes 
Grades 


DIM  RNvS  IONS  AND  PRICES 

inches  22x24 
Class  A 


21x26  22x24 
Class  A      Class  B 


A-2  40  As  described   $33.75     $35.25  $26.75 

If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  $8.75. 


21x26 
Class  B 

$28.50 


A-241    THE  *'SANFORD" 

A -2  4  1  illustrates  Weil's  "Sanford"  Porcelain  Lavatory  and  7  inch  Back  Integral  set  on 
Porcelain  Legs  with  Wall  Supports;  fitted  with  Nickel  Plated  China  Knob  Ideal 
Waste  Nickel  Plated  No.  19  Fuller  Faucets  and  Nickel  Plated  Cast  Brass  Offset 
Traps  to  Wall  without  Vent. 


D  I  M  K  N  S  I  O  N  S  A  N  D  P  R  I  C  E  S 
I^avatory  Top,  21x2.5  inches.  Height  of  Back,  7  inches. 

Grades         ----------         Class  A       Class  B 

A-241  As  described    $44.00  $33.50 

If  Lavator}'  and  Legs  are  wanted  without  Trimmings,  deduct  $9.00. 


For  other  styles  of  Lavatory  Trimmings,  see  pages  95  to  109. 
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WEIL  BROS.,  CHICAGO 


WEIUS  PORCELAI 

THE  "JULIEN" 


LAVATORIES 

THE  "LUZERNE" 


A-242  A-243 

A-242    THE  "JULIEN" 

A-24  2  illustrates  Weil's  "Julieii"  Porcelain  Round  Front  Lavatory  and  7  inch  Back 
Integral,  set  on  Enameled  I^eg  with  Wall  Supports;  fitted  complete  with  Nickel 
Plated  Etna  Waste,  Nickel  Plated  Gielow  Self  Closing  Basin  Faucets,  Nickel 
Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent  and  Nickel  Plated  Pipe  Air 
Chamber  Supplies  to  Wall  with  Stop  Valves. 

DIMENSIONS   AND  PRICES 
lyavatory  Top  21>^x22K  inches.  Height  of  Back.  7  inches. 

Bowl,  13>2X  153^2  inches. 

A-2  4  2  Class  ''A"  as  described   $47.25 

A-24  2  Class  *'B"  as  described   40.75 

If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  $14.00. 


A-243    THE  "LUZERNE" 

2^-2  4  3  illustrates  Weil's  *' Luzerne"  Porcelain  Lavatory  with  7  inch  high  Back  and 
Shelf  Integral  set  on  Porcelain  Leg  with  Wall  Supports;  fitted  complete  with 
Nickel  Plated  No.  15  China  Handle  and  Index  Fuller  Faucets,  Nickel  Plated 
Offset  Trap  to  Wall  with  Vent  and  Nickel  Plated  Bulb  Air  Chamber  Supplies  to 
Wall  with  Stop  Valves. 

DIMENSIONSANDPRICES 
I^avatory  Top  25x25  inches.  Height  of  Back,  7  inches. 

A-2  4  3  Class  ''A"  as  described   $68.75 

A-243  Class  '*B"  as  described   53.50 

If  Lavatory  and  Leg  are  wanted  without  Trimmings,  deduct  $15.25. 

For  other  styles  of  Lavatory  Trimmings,  see  pages  95  to  109. 


WEIL  BROS.,  CHICAGO 
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WEIL'S   PORCELAIN  LAVATORIES 

THE  **ROMNY"  THE  "WICKLOW 


A-244  A-245 

A-244    THE  "ROMNY" 

A-2  44  illustrates  Weil's  "Romny"  Porcelain  Lavatory,  Roll  Rim  on  all  sides,  set  on 
Porcelain  Legs  with  Wall  vSupports;  fitted  with  Nickel  Plated  No.  7  China  In- 
dexed Compression  Faucets  and  Nickel  Plated  Sanita  Non-Syphoning  Trap  to 
Wall.  ^  - 

DIMENvSIONS  AND  PRICKS 

Sizes     ------      inches      21x25  22x27  2?x30 

A-244  Class  "A"  as  described                                $40.00  $43.00  $44.50 

A-244  Class  *'B"  as  described                                 30.50  33.00  34.00 

If  Lavatory  and  Legs  are  wanted  without  Trimmings,  deduct  $9.50. 

A-245    THE  "WICKLOW" 

A-245  illustrates  Weil's  '*Wicklow"  Porcelain  Lavatory,  7  inch  high  Back  and  Shelf 
Integral,  set  on  Porcelain  Leg  with  Wall  Supports;  fitted  with  Nickel  Plated  No. 
19  Fuller  Faucets  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without 
Vent. 

DIMENSIONS  AND  P  R  I  C  E  vS 
I^avatory  Top.  24x25  inches.  Height  of  Back,  7  inches. 

A-2  4  5  Class  "A,"  as  described  $42.00 

A-2  4  5  Class  "B,"  as  described   31.25 

If  Lavatory  and  Leg  are  wanted  without  Trimmings,  deduct  $5.00. 
For  other  styles  of  Lavatory  Trimmings,  see  pages  95  to  109. 
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WEII.    BROS.,  CHICAGO 


WEIL'S    PORCELAIN  LAVATORIES 


THE  "B  E  LM  O  NT" 


THE  "NORDEN' 


31 


A  -  2  4  6 


A  -  2  4  7 


A-246    THE  "BELMONT" 

A -2 4 6  illustrates  Weil's** Belmont"  Porcelain  Lavatory  and  5  inch  high  Back  Integral, 
set  on  Enameled  Iron  I^eg  and  Wall  Supports;  fitted  complete  with  one  Nickel 
Plated  Self  Closing  Basin  Faucet,  Chain  Stay  and  Chain,  Nickel  Plated  Sup- 
ply to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  without  Vent. 

DIMENSIONSANUPRICES 
!• I^avatory  Top  20x20  inches.  Height  of  back  5  inches. 

A  -  2  4  6  Class  '  'A' '  as  described   $  33.00 

A  -  2  4  6  Class  "  B"  as  described   27.00 

If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  $7.00 

A-247    THE  "NORDEN" 

A-24  7  illustrates  Weil's  '*Norden"  Porcelain  Lavatory  and  Backs  Integral,  for  Corner, 
set  on  Porcelain  Leg  with  Wall  Supports;  fitted  with  Nickel  Plated  No.  7  China 
.    Indexed  Compression  Basin  Faucets,  and  China  Knob  Ideal  Waste  and  Nickel 
Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMENSION  vS    AND    PRICK  vS 
I,ength  on  side  1Q%  inches.  Width  across  top  28  inches. 

I^ength  on  side  23  inches.  Width  across  top  32  inches. 

Sizes   -----  inches       19^x28  23x32 

A-247  Class  "A"  as  described                                                        $  41.25  $  45.25 

A-2  47  Class  ''B"  as  described. .                                                         33.25  ,35.75 

If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  $8.75 

For  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  109 


WEIL    BROS.,  CHICAGO 
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WEIL'S    PORCELAIN  LAVATORIES 


THE   "C  R  I  SSA' 


THE  "VERNON 


A  -  2  4  8 


A  -  2  4  9 


A-248    THE  "CRISSA" 

A-2  4  8  illustrates  Weil's  "Crisssa"  Porcelain  Lavatory,  Back  and  Short  Sides  In- 
tegral, set  on  Porcelain  Leg;  fitted  with  Nickel  Plated  No.  0  P^uller  Faucets, 
Nickel  Plated  China  Knob  Ideal  Waste  and  Nickel  Plated  Cast  Brass  Offset  Trap 
to  Wall  without  Vent. 

DIMKNSIONvSANDPRlCES 
I^avatory  Top  19x25  inches.  Height  of  back  7  inches. 

A-248  Class  "A"  as  described   $  40.25 

A-248  Class  "B"  as  described   30.50 

If  Tvavatory  and  Leg  are  wanted  without  Trimmings  deduct  $8.25. 


A-249    THE  "VERNON" 

A-249  illustrates  Weil's  "Vernon"  Porcelain  Lavatory,  Back  and  Short  Sides  In- 
tegral, set  on  Nickel  Plated  Cast  Brass  Brackets  and  Wall  Supports;  fitted  with 
Nickel  Plated  No.  19  China  Handle  and  Index  Fviller  Faucets,  and  Nickel 
Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent.  ^ 

DIMENvSIONS  ANDPRICES 
lyavatory  Top  22x25  inches.  Height  of  back  10  inches. 

A-249  Class  *'A"  as  described   $  35.25 

A-249  Class  "  B"  as  described   28.50 

If  Lavatory  and  Brackets  are  wanted  without  Trinmiings  deduct  16.75. 

For  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  109. 
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WEIL   BROS.,  CHICAGO 


WEIL'S  PORCELAIN  LAVATORIES 

THE  "BAR  RACKS" 


A-252 

A -2  5  2  illustrates  Weil's  * 'Barracks"  Four  Basin  Porcelain  Lavatories  Glazed  White, 
'  Porcelain  Soap  Holders  Integral;  fitted  with  Nickel  Plated  Heavy  CavSt  Brass 

Plugs  with  Rubber  Stoppers  and  Bronzed  Iron  Supporting  Legs  and  Frames. 

DIMENSIO  N  S  AND  PRICKS 
Size  of  Basin  outside  measurement,  19x21  inches.  Inside  depth,  7  inches. 

A-252  Glazed  White,  price  as  described  (Piping  and  Faucets  not  included)  $80.00 

For  each  additional  Basin  and  Frame,  add  $20.00. 

Above  fixture  can  be  furnished  in  Buff  Colored  Ware  at  following  prices  : 

A -2 5 3  Buff  colored,  price  as  described  (Piping  and  Faucets  not  included)  $64.00 

For  each  additional  Basin  and  Frame,  add  $16.00. 

If  with  galvanized  Leg  and  Frame,  add  for  each  Basin  $1.00. 


WKIL    BROS.,  CHICAGO 
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WEIL'S    PORCELAIN  LAVATORIES 

THE  "BARRACKS"  DOUBLE 


A  -  2  5  4 

A-2  5  4  illustrates  The  ^'Barracks"  6  Basin  (3  Pair)  Porcelain  Lavatories  Glazed  White, 
with  Porcelain  Soap  Holders  Integral;  fitted  with  Nickel  Plated  Heavy  Cast  Brass 
Plugs  with  Rubber  Stoppers  and  Bronzed  Iron  Double  Frames  with  vertical 
Supports  for  Supplies. 

size  of  Basin  outside  measurement  19x21  inches.  Inside  depth  7  inches. 

A-2  5  4  Glazed  White,  Price  as  described,  (Faucets  and  Piping  npt  included) . .  $117.00 
For  each  additional  pair  of  Basins  and  Frame  add  $39.50. 
Above  Fixture  can  be  furnished  in  Buff  Colored  Ware  at  following  prices: 

A-2  55  Buff  Colored  Price  as  described  (Piping  and  Faucets  not  included)   $109.50 

For  each  additional  pair  of  Basins  and  Frame  add  $37.00. 


WEIL  BROS.,  CHICAGO 


WEIUS  PORCELAIN  LAVATORIES 

FOR  HOSPITAL  USE 
THE  "J  EN  N  ER" 


A-2  5  6 


A-2  5  6  illustrates  Weil's  "J^""^r"  Porcelain  Lavatory  Roll  Rim  on  all  sides,  Glazed 
White,  arranged  for  hospital  use,  set  on  Nickel  Plated  Cast  Brass  Legs  and  Wall 
Braces;  fitted  complete  with  Nickel  Plated  Brass  Hot  and  Cold  Water  Pedal 
Valves,  Nickel  Plated  Supply  Pipe  and  Spout  and  1^4  inch  Nickel  Plated  Cast 
Brass  Trap  to  Wall. 

dimensionsandpricp:s 

lycngth  over  all.  37  inches.  Width,  24  inches. 

Bowl,  17x13x61^  inches. 

A-256  Class  *'A"  complete  as  described  $74.00 

A-2  5  6  Class  *'B"  complete  as  described   64.00 

If  Lavatory  and  Legs  are  wanted  without  other  Trimmings,  deduct  $27.00. 

Note. — The  "Jenner"  Porcelain  Lavatory  above  illustrated  is  a  fixture  for  which 
there  is  a  growing  demand  not  only  for  hospital,  but  for  laboratory  use  as  well.  The  com- 
partments on  both  sides  of  bowl  which  drain  into  bowl  make  it  a  most  convenient  fixture 
for  these  purposes. 


WEII.    BROS.,  CHICAGO 

WEIL'S    PORCELAIN  LAVATORIES 

FOR    HOSPITAL  USE 
THE  "REESE" 


A  -  2  5  7 


A-2  5  7  illustrates  Weil's  "Reese"  Porcelain  I^avatory  Roll  Rim  on  all  Sides  set  on 
Nickel  Plated  Cast  Brass  I^egs  with  Wall  Braces  arranged  for  Hospital  use:  fitted 
complete  with  Nickel  Plated  Hot  and  Cold  Water  Pedal  Valves,  Pedal  Attach- 
ment for  operating  Waste,  Nickel  Plated  Supplies  and  Spouts  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent, 

Sizes  inches         21x25  22x27  22x30 

A-257  Class  "A"  complete  as  described   $  77.00      $  81.00      $  83.00 

A-25  7  Class  "B"  complete  as  described   70.50         73.50  75.00 
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WEI  I.  BROS.,  CHICAGO 


WEIUS  PORCELAIN  LAVATORIES 

THE  "CREIGHTON" 
LAVATORY  AND  SINK  COMBINED 


A-2  59 


A-259  illustrates  Weil's  ''Creighton"  Porcelain  Ivavatory  and  Sink  Combined,  glazed 
pure  white,  for  Hospital  use,  set  on  three  Porcelain  Legs;  fitted  complete  with 
Nickel  Plated  Hot  and  Cold  Water  Pedal  Valves  for  Lavatory  and  Sink  with 
Nickel  Plated  Supplies  and  Spouts,  and  with  Nickel  Plated  Cast  Brass  Non  Sy- 
phoning Traps  to  floor. 


DIMENSIONS   AND  PRICES 

I^ength  over  all,  59  inches.  Width,  26  inches. 

I,avatory  Bowl,  12x20x6  inches  deep.  Sink,  12x25x6  inches  deep;  Apron,  7  inches. 

A-2  5  9  Class  "A"  complete  as  described  $160,00 

A-2  5  9  Class  **B"  complete  as  described  137.00 

If  Lavatory  and  Sink  with  Legs  only  is  wanted  without  other  Trimmings, 

deduct  $76.00. 


A  most  convenient  and  sanitary  fixture  for  Hospital  or  Laboratory. 


WEIL  BROS.,  CHICAGO 
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WEIL'S  PORCELAIN  LAVATORIES 


THE  "GLENWOOD" 


A-260 

A -2  60  illustrates  Weil's  *'Glenwood"  Two  Basin  Porcelain  Lavatory  Roll  Rim,  all  sides 
Glazed  Pure  White,  set  on  Three  Porcelain  Legs;  fitted  complete  with  Nickel 
Plated  China  Knob  Ideal  Wastes,  Nickel  Plated  No.  7  China  Indexed  Compres- 
sion Faucets,  Nickel  Plated  Supplies  to  wall,  and  Nickel  Plated  Cast  Brass  Off- 
set Traps  to  wall  no  vents. 

DIMENSIONS  AND  PRICES 
I^ength  over  all  48  inches.  Width  22  inches. 

Bowls  17xl3x6J^  inches. 

A-260  Class  "A"  complete  as  described  $88.00 

A-260  Class  "B"  complete  as  described  69.50 


If  Fixture  with  Legs  only  is  wanted  without  other  Trimmings,  deduct  $21.50. 


For  other  styles  of  Lavatory  Trimmings,  see  pages  95  to  109. 
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WEIL   BROS.,  CHICAGO 


A  -  2  6  8 

A-2  68  illustrates  Weil's  "Metropole''  Pure  White  Vitreous  China  Lavatory  set  on  Vit- 
reous China  Pedestal;  fitted  complete  with  Nickel  Plated  Fuller  Combination 
Basin  Supply  and  Waste  Fixture  with  China  Knob  Waste  and  China  Handle 
Valves,  Nickel  Plated  Short  Supplies  to  Wall,  and  with  Nickel  Plated  Cast  Brass 
Trap  to  Wall  without  Vent, 

DIMENvSIONS    AND  PRICES 
lyength  over  all  32  inches.  Width  front  to  back  20%  inches. 

Back  at  center  4M  inches  high.       Bowl  17x13x6  inches  deep. 

A  -  2  6  8  complete  as  described     $63.50 

If  Lavatory  and  Pedestal  are  wanted  without  Trimmings  deduct  $20.50. 

The  "Metropole"  is  one  of  the  latest  of  Pottery  productions,  especially  designed  for  high 

class  residences. 

F'or  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  109. 
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WEIUS    VITREOUS    CHINA  LAVATORIES 

THE  "TROMSO" 


A  -  2  6  9 

A -2  69  illustrates  Weil's  "Trotnso"  Pure  White  Vitreous  China  Square  Lavatory  set  on 
Vitreous  China  Square  Fluted  Pedestal;  fitted  complete  with  Nickel  Plated 
China  Knob  Ideal  Waste,  Nickel  Plated  No.  7  China  Indexed  Compression 
Faucets,  Nickel  Plated  Short  Supplies  to  Wall  and  Nickel  Plated  Offset  Trap  to 
Wall  without  Vent. 

DIMENSIONS  ANDPRICES 
I^avatory  Top  24x30  inches.  Bowl  14x19x6  inches  deep. 

A  -  2  G  9  complete  as  described     $47.75 

If  Lavatory  and  Pedestal  are  wanted  without  Trimmings  deduct  $11.75. 

The  "Tromso"  is  one  of  the  latest  of  Pottery  productions  especially  designed 
for  high  class  residences. 


For  other  Styles  of  Lavatory  Trimmings  see  pages  109  to  95. 
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WEIL     BROS.,  CHICAGO 


WEIUS    VITREOUS    CHINA  LAVATORIES 


THE  "CARMEN* 


\        THE  -'ELSTON' 


A  -  2  7  O 


A-  2  7  1 


A-270    THE  "CARMEN" 

A  -  2  7  0  illustrates  Weil's  "Carmen"  Pure  White  Vitreous  China  Square  Lavatory  on 
Vitreous  China  Pedestal;  fitted  complete  with  Nickel  Plated  Fuller  Combi- 
nation Basin  Supply  and  Waste  Fixture  with  China  Knob  Waste  and  China 
Handle  Valves,  Nickel  Plated  Short  Supplies  to  Wall  and  Nickel  Plated  Cast 
Brass  Offset  Trap  to  Wall  without  Vent, 

DIMENSIONS   AND  PRICES 
Sizes       ----------       inches      22x27  23x30 

A-  2  7  0  Complete  as  described   $53.50  $56.50 


If  Lavatory  and  Pedestal  are  wanted  without  Trimmings,  deduct  $20.50. 


A-2  7  1    THE  "ELSTO  N" 

A  -  2  7  1  illustrates  Weil's  "Elston"  Pure  White  Vitreous  China  Oval  Lavatory  on 
Vitreous  China  Fluted  Pedestal;  fitted  complete  with  Nickel  Plated  Fuller 
Combination  Basin  Supply  and  Waste  Fixture  with  China  Knob  Waste  and 
China  Handle  Valves,  Nickel  Plated  Short  Supplies  to  Wall  and  with  Nickel 
Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMENSIONS   AND  PRICES 
gixes  inches      23x30  24x33 

A-2  7  1  Complete  as  described   $56.50  $64.50 

If  Lavatory  and  Pedestal  are  wanted  without  Trimmings,  deduct  $20.50. 
For  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  109. 


WEIL  BROS.,  CHICAGO 
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WEIL'S  VITREOUS  CHINA  LAVATORIES 


THE  "DEXTER" 


THE  "OGDEN' 


A    2  7  2 


A  -  2  7  3 


K-2.1Z   THE  "DEXTER" 

A -2  7  2  illustrates  Weil's  '*Dexter"  Pure  White  Vitreous  China  Oval  Lavatory  on  Vit- 
reous China  Pedestal;  fitted  complete  with  Nickel  Plated  Fuller  Combination 
Basin  Supolv  and  Waste  Fixture  with  China  Knob  Waste  and  China  Handle 
Valves,  Nickel  Plated  Short  Supplies  to  Wall  and  with  Nickel  Plated  Cast  Brass 
Offset  Trap  to  Wall  without  Vent, 

DIMENSIONS   AND  PRICKS 

Sizes  inches      22x27  23x33 

A  -  2  7  2  Complete  as  described   $53  50  $64.50 

If  I^avatory  and  Pedestal  are  wanted  without  Trimmings,  deduct  $20.50. 

A-273  THE  "OGDEN"  ' 

A  -  2  7  3  illustrates  Weil's  "Ogden"  Pure  White  Vitreous  China  Oval  Roll  Edge  Lavatory 
on  Vitreous  China  Pedestal ;  fitted  complete  with  Nickel  Plated  Fuller  Combi- 
nation Basin  Supply  and  Waste  Fixture  with  China  Knob  Waste  and  China 
Handle  Valves,  Nickel  Plated  Short  Supplies  to  Wall  with  Nickel  Plated  Cast 
Brass  Offset  Trap  to  Wall  without  Vent. 


DIMENSIONS   AND  PRICES 
23x30  inches 

A-273  Complete  as  described  


$56.50 


If  Lavatory  and  Pedestal  are  wanted  without  Trimmings,  deduct  $20.50. 
For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  109. 
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WEIL'S    VITREOUS    CHINA  LAVATORIES 


THE  "PH  I  LO' 


THE  "LUCIA' 


A-274  A-276 
A-274  THE  "PHILO" 

A-274  illustrates  Weil's  "Philo"  Pure  White  Vitreous  China  Lavatory  and  Back  Integral 
set  on  Porcelain  Legs  with  Rod  and  Wall  Supports;  fitted  complete  with  Nickel 
Plated  P'uller  Basin  Supply  and  Waste  Fixture,  and  China  Knob  Waste  and 
China  Handle  Valves,  Nickel  Plated  Supplies  and  Nickel  Plated  Non-Svphoning 
Trap  to  Floor  with  Vent. 

DIMENSIONSANDPRICEvS 
I^avatory  Top  23x30  inches.  Back  8  inches  hit^h. 

Bowl  13xl8M  inches. 
I,avatory  Top  23x30  inches.  Back  10  inches  high. 

Bowl  13x18^  inches. 

A-274  The  *'Philo"  complete  as  described  with  8  inch  back   78.00 

A-274  The  *'Philo"  complete  as  described  with  10  inch  back   . . .  .  86.00 

If  Lavatory  and  Legs  are  wanted  without  Trimmings  deduct  $21.50. 

A-276  THE  "LUCIA" 

A-276  ilkistrates  Weil's  '*Lucia"  Pure  White  Vitreous  China  Lavatory  and  Back  In- 
tegral set  on  Porcelain  Legs  with  Rod  and  Wall  Supports;  fitted  complete  with 
Nickel  Plated  No.  19  China  Handle  Fuller  Faucets,  Nickel  Plated  Supplies  to 
Floor  and  Nickel  Plated  Non-Syphoning  Trap  to  Floor  wntli  Vent. 

DIMENSIONS    AND  PRICKS 
I^avatory  Top  22x26  inches.  Back  6  inches  high. 

Bowl  12x165^  inches. 
I^avatory  Top  22x26  inches.  Back  9  inches  high. 

Bowl  12x16^  inches. 

A-2  7  6  The  "Lucia"  complete  as  described  with  6  inch  back.   $  38.50 

A-276  The  "Lucia"  complete  as  described  with  9  inch  back   46.50 

If  Lavatory  and  Legs  are  wanted  without  Trinnnings  deduct  $9.50. 
The  "Philo"  and  "Lucia"  Lavatories  can  be  made  Extra  Heavy  to  conform  to  Gov- 
ernment specifications.    Prices  on  application. 
For  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  109 
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WEIL'S  VITREOUS  CHINA  LAVATORIES 


THE    " RECESS ' 


THE    "  W  1  NT  O  N' 


A-277 


A-278 


A-277    THE  "RECESS' 


A-277  illustrates  Weil's  "Recess"  Vitreous  China  Lavatory,  Back,  Sides  and  Apron 
Integral ;  fitted  complet  with  Nickel  Plated  No.  15  China  Handle  and  Index 
Fuller  Faucets,  Nickel  Plated  China  Handle  Triumph  Waste,  Supplies  to  Wall 
and  Nickel  Plated  Trap  to  Wall  without  Vent. 


DIMENSIONS     AND  PRICES 
X,avatory  Top,  20x24  inches.                 Height  of  Back  and  Sides,  4  inches. 
A-277  Complete  as  described   

If  Lavatory  is  wanted  without  Trimmings  deduct  $18.00 


$  49,00 


A-278THE"WINT0N" 

A-278  illustrates  Weil's  '*Winton"  Vitreous  China  Lavatory  Roll  Rim  all  sides  set  on 
Nickel  Plated  Brass  Brackets;  fitted  complete  with  Nickel  Plated  No.  19  Fuller 
Faucets,  Nickel  Plated  China  Knob  Waste,  Supplies  to  Wall  with  Pipe  Air 
Chambers  and  Nickel  Plated  Non-Syphoning  Trap  to  Wall. 

DIMENSIONS      AND  PRICKS 
I^avatory  Top  20x25  inches  Bowl  12>^xl6  inches 


A-  278  Complete  as  described. .   $  36.50 

If  Lavatory  and  Brackets  are  wanted  without  other  Trimmings  deduct  $17.00 
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WEIL'S  VITREOUS  CHINA  LAVATORIES 


THE  "M  ER  CI  A' 


THE  "RAINIER' 


A    2  7  9 

A-279  THE  "MERC 

A-2  7  9  illustrates  Weil's  "Mercia"  Pure  White  Vitreous  China  Square  Front  Lavatory 
and  Back  Integral,  Set  on  Vitreous  China  Leg;  fitted  complete  with  Nickel 
Plated  China  Knob  Ideal  Waste,  Nickel  Plated  No.  7  China  Indexed  Compress- 
ion Faucets,  Nickel  Plated  Short  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  k 
Offset  Trap  to  Wall  without  Vent. 

D  I  M  K  N  S  I  O  N  .S   AND  PRICES 
lyavatory  Top,  20x24  inches.  Height  of  Hack,  8  inches. 

Bowl,  12x155^  inches. 

A-279  Complete  as  described   $38.75 


If  Lavatory  and  Leg  are  wanted  without  Trimmings,  deduct  $10.25. 


A-2  8  0  THE   "RAINIER"  I 

A -2  80  illustrates  Weil's  ''Rainier"  Pure  White  Vitreous  China  Round  Front  Lavatory 
and  Back  Integral,  set  on  Vitreous  China  Leg;  fitted  complete  with  Nickel  Plated 
No.  7  China  Indexed  Compression  Basin  Faucets,  Nickel  Plated  Short  Supplies 
and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMENSIONS   AND  PRICES 
I^avatory  Top,  20x24  inches  Height  of  Back,  8  inches. 

Bowl,  12x15  inches. 

A-280  Complete  as  described   $35.25 

If  Lavator}'  and  Leg  are  wanted  without  Trimmings ,  deduct  $6.75. 
'     ■         For  other  styles  of  Lavatory  Trimnungs  see  pages  95  to  109. 
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WEIL'S   VITREOUS  CHINA  LAVATORIES 


THE  "RUHLA' 


THE  "MORO' 


A  -  2  8  1 


A  -  2  8  2 


A-281   THE  "RUHLA' 


A  -28  1  illustrates  Weil's  "Ruhla"  Pure  White  Vitreous  China  I^avatory,  Back  and  Short 
Sides  Intregal,  set  on  Vitreous  China  Leg;  fitted  complete  with  Nickel  Plated 
China  Knob  Ideal  W^aste,  Nickel  Plated  No.  7  China  Index  Compression  Faucets 
Nickel  Plated  Short  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Offset  Trap 
to  Wall  without  Vent. 


DIMENSIONS   AND  PRICKS 
I^avator>'  Top,  20x24  inches.  Height  of  Back,  { 

Bowl,  12x15  inches. 

A-281  Complete  as  described . . .  ,   


inches. 


If  T^avatory  and  Leg  are  wanted  without  Trimmings,  deduct  $10.25. 


$38.50 


A-282    THE  **M  O  R  O" 

A -2  8  2  illustrates  Weil's  "Moro"  Pure  White  Vitreous  China  Lavatory  and  Back  Inte- 
gral, for  Corner,  Set  on  Vitreous  China  Leg;  fitted  complete  with  Nickel  Plated 
China  Knob  Ideal  Waste,  Nickel  Plated  No.  7  China  Indexed  Compression 
Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  BravSs  Offset 
Trap  to  Wall  without  Vent. 

DIMENSIONS   AND  PRICES 

T.ength  on  Sides,                                                                       inches,  193^  24 

Height  of  Back,  -      -       inches,  6  6 

Size  of  Bowl,     -      -      -      -      -      -      -      -      -      -      -     inches,  ll^xWA  12x16 

A -2  8  2  Complete  as  described   $37.00  $50.00 

If  Lavatory  and  Leg  are  wanted  without  Trimmings,  deduct  $10.25. 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  VITREOUS  CHINA  LAVATORIES 

THE    "BYRON"  THE  "ESCAUT' 


A-283    THE  "BYRON" 

A -  283  illustrates  Weil's  "Byron"  Pure  White  Vitreous  China  Square  Lavatory  Roll 
Rim  all  sides,  set  on  Vitreous  China  Legs;  fitted  complete  with  Nickel  Plated 
••  '  Fuller  Combination  Basin  Supply  and  Waste  Fixture  with  China  Knob  Waste 
'  ■      and  China  Handle  Valves, 'Nickel  Plated  Short  Supplies  to  Wall  and  Nickul 

'  ,  ;  ;>      Plated  Cast  Brass  Trap  to  Wall  without  Vent. 

DIMENSIONS      AND  PRICKS 

Lavatory  Top  i^^^es,      22x27  24x30 

Size  of  Bowl  i,,,,,^,      12^1.^  ^3^^^^ 

A-283  Complete  as  described   ^  48  50      S  51  ')() 

If  Lavatory  and  Legs  are  wanted  without  Trimmings  deduct  $19.00 

A-284    THE  "ESCAUT" 

A  -284  illustrates  Weil's  "Escaut"  Pure  W^hite  Vitreous  China  vSquare  Lavatory  set  on 
Vitreous  China  Leg;  fitted  complete  with  Nickel  Plated  Weil's  "Special"  China 
Index  Self  Closing  Faucets,  Nickel  Plated  Supplies  to  Wall  with  Pipe  Air 
Chambers  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent, 

DIMENSIONS      AND  PRICES 

I^avatory  Top  inches,        20x25  22x27  -l^m 

Size  of  Bowl  j2^jg  ^^^^^  ^.^^^^ 

A-28  4  Complete  as  described   $  30.50      $  38.00      $  40.75 

If  Lavatory  and  Leg  are  wanted  without  Trimmings  deduct  $11.50 


For  other  styles  of  Lavatory  Tritnmings  see  pages  95  to  107. 


W  K  I  h    BROvS.,  CHICAGO 


67 


WEIL'S    VITREOUS    CHINA  LAVATORIES 


THE  "FERMOV 


THE  "KOVNO' 


A  -  2  8  5  '  A  -  2  8  6 

A-285  THE  '*FERMOY" 

A -285  illustrates  Weil's  "Fermoy"  Pure  White  Vitreous  China  I^avatory,  Back  and 
Short  Sides  Integral;  fitted  complete  with  Nickel  Plated  China  Indexed  Ideal 
Waste,  Nickel  Plated  No.  7  China  Indexed  Compression  Faucets,  Nickel  Plated 
Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  without  Vent. 

DIMENSIONS    AND    PRICKS  "  .. 

L,avatory  Top  20x21  inches.  Height  of  back  6  inches. 

Bowl  12x15  inches. 

A-285  Complete  as  described   $29.50 

If  Ivavatory  is  wanted  without  Trimmings,  deduct  $10.00. 


A-286  THE  "KO  VN  O" 

A-286  ill jstrates  Weil's  '*Kovno"  Pure  White  Vitreous  China  Lavatory  and  Back  In- 
tegral, with  Loose  Soap  Dish;  fitted  complete  with  Nickel  Plated  No.  7  China  In- 
dexed Compression  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated 
Cast  Brass  Trap  to  Wall  without  Vent. 

D  I  M  E;  N  S  I  O  N  S    AND  PRICKS 

l  avatory  Top  inches      18x20  18x20 

Height  of  Back  inches         6  8 

size  of  Bowl   inches     llJ^xlS  11^x15 

A-2  86  Complete  as  described   $  18.50  $  20.25 

If  Lavatory  is  wanted  without  Trimmings,  deduct  $6.25 

Note;  The  "Kovno"  can  be  furnished  with  depressed  Soap  Cup  as  shown  in  A-288  if 
desired. 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107, 
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WEIUS  VITREOUS  CHINA  LAVATORIES 


THE  "FARGO"  THE  "VALOIS" 


A-287  A-288 
Pi'287   TH  E  "FAR  GO" 

A-287  illustrates  Weil's  "Fargo"  Pure  White  Vitreous  China  Lavatory  and  Back  Inte- 
gral, with  Loose  China  Soap  Dish;  fitted  complete  with  Nickel  Plated  No,  6 
China  Indexed  Compression  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

D  I  M  E  N  vS  I  O  N  S   AND  PRICES 
I^avatory  Top,  18x20  inches.  Height  of  Back,  8  inches. 

Bowl,  10J/2X15  inches. 

A-287  Complete  as  described   •  '''^ 

If  Lavatory  is  wanted  without  Trimmings,  deduct  $6.25. 
The    Fargo"  can  be  furnished  with  depressed  Soap  Cup  as  shown  in  A-285  if  desired. 


A-288  THE  "VALOIS" 

A-288  illustrates  Weil's  "Valois"  Pure  White  Vitreous  China  Lavatory  and  Back  Inte- 
gral, vSoap  Cup  depressed;  fitted  with  Nickel  Plated  No.  O  Fuller  Ivaucets  and 
Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMP:X  SIGNS   AND  PRICKS 
I^avatory  Top,  18x20  inches.  Height  of  Back,  6  inches. 

Bowl,  10J/2X15  inches. 

A-288  As  described   817.50 

If  Lavatory  is  wanted  without  Trimmings,  deduct  ^4.75. 
For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  VITREOUS  CHINA  LAVATORIES 


THE  "OLBIA" 


THE  "K  AWAR' 


4. 


A-289  A-290 

A-2  89   TH  E  "O  LBl  A" 


A-2  8  9  illustrates  Weil's  '*01bia"  Pure.  White  Vitreous  China  Lavatory,  Back  and  Short 
Sides  Integral;  fitted  complete  with  Nickel  Plated  China  Knob  Ideal  Waste, 
Nickel  Plated  No.  7  China  Indexed  Compression  Faucets,  Nickel  Plated  Sup- 
plies to  Wall  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

D  I  M  E  N  S  I  O  N  S   A  N  D   P  R  I  C  E  S 
I,avatory  Top,  20x24  inches.  Height  of  Back,  8  inches. 

Bowl,  12x15  inches, 

A-289  Complete  as  described   $34.50 

If  Lavatory  is  wanted  without  Trimmings,  deduct  $10.50. 


A-2  9  0  illustrates  Weil's  '*Kawar"  Pure  White  Vitreous  China  Lavatory  and  Back  Inte- 
eral-  fitted  complete  with  Nickel  Plated  No.  1  Cross  Handle  Compression 
Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to 
Wall  without  Vent. 

DIMENSIONS   AND   PR  ICE3 
I^avatory  Top,  16x19  inches.  Height  of  Back,  6  inches. 

Bowl,  11x14  inches. 

A  -  2  9  0  Complete  as  described   $18.50 

If  Lavatory  is  wanted  without  TrimmiiiKf^,  deduct  $5.25. 


For  other  styles  of  Lavatory  Trinnuings  see  pages  95  to  107. 
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WEIL'S  VITREOUS  CHINA  LAVATORIES 


THE  "PARNON' 


THE  '*LOBOS' 


A-29T  A-292 

A-2  91    THE  "PARNON" 

A-2  91  illustrates  Weil's  "Panion''  Pure  White  Vitreous  Chiua  Lavatory  and  Back 
Integral,  for  Corner;  fitted  complete  with  Nickel  Plated  No.  15  China  Handle 
and  Index  Fuller  Faucets,  Nickel  Plated  Short  Supplies  to  Wall  and  Nickel 
Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMENSIONS   AND  PRICES 

Ivcngth  on  Sides  inches      10^2  11)^  24 

Height  of  Back      -  inches       6  6  6 

Size  of  Bowl  inches      11x14  11x14  12x16 

A>2  91  Complete  as  described   $27.00  $35  75  $49.(X) 

If  lyavatory  is  wanted  without  Trimmings,  deduct  $11.25. 


A-292   THE  "LOBOS" 

A-292  illustrates  Weil's  *%obos"  Pure  White  Vitreous  China  Lavatory  and  Back  Inte- 
gral, for  corner;  fitted  with  Nickel  Plated  No.  0  Fuller  Faucets  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS  AND  PRICl^S 
I^ength  on  Sides,  17  inches.  Height  of  Back,  6  inches. 

Bowl,  lO^^oxlS  inches. 

A-292  As  described   $19.50 

If  Lavatory  is  wanted  without  Tnnnnini>s,  deduct  $4.50. 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIUS    ENAMELED    IRON  LAVATORIES 


THE  "LAN  G  LEY" 


A    2  9  3 

A -2  9  3  illustrates  Weil's  ' 'La ngley" Superior  Grade  Enameled  Iron  Square  "One  Piece" 
Apron  Lavatory,  on  Enameled  Iron  Octagon  Pedestal;  fitted  complete  with 
Nickel  Plated  Fuller  Combination  Basin  Supply  and  Waste  Fixture  with  China 
Knob  Waste  and  China  Handle  Valves,  Nickel  Plated  Short  Supplies  to  Wall 
and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

D  1  M  K  N  S  lO  N  S    AND  PRICKS 
Ivavatory  Top  20x24  inches.  Bowl  12x15  inches. 

A-2  93  Complete  as  described,  Enameled  all  over,  .  

If  Lavatory  and  Pedestal  are  wanted  without  Trimmings  deduct  $19.50 
The  "Langley"  can  be  furnished  with  Compression  Fixture  A-4(X)  at  same  price  as  above 

l-'or  other  styles  of  Lavatory  Trinnnings  see  pages  95  to  107.  - 
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WEIUS    ENAMELED    IRON  LAVATORIES 


THE  "ONEGA' 


A    2  9  4 

A-294  illustrates  Weil's  -Onega"  Superior  Grade  Enameled  Iron  Oval  "One  Piece" 
Apron  Lavatory  on  Enameled  Iron  Fluted  Pedestal;  fitted  complete  with  Nickel 
Plated  Fuller  Combination  Basin  Supply  and  Waste  Fixture  with  China  Knob 
Waste  and  China  Handle  Valves,  Nickel  Plated  Short  Supplies  to  Wall  and 
Nickel  Plated  Cast  Brass  Trap  to  Wall  without  Vent. 

D  I  M  K  N  vS  I  O  N  S    A  N  D    P  R  I  C  IC  S 
lyavatory  Top      -      .      _      .  .  , 

8izeofBowl         ...  18^27  22x33 

 inches  11x15  13x18 

A-iy  4  Complete  as  described,  Enameled  all  over   $41.00     845  75 

If  Lavatory  and  Pedestal  are  wanted  without  TrininiiuKs  deduct  819.00. 

For  other  styles  of  J^avatory  Trimmings  see  pages  95  to  107. 
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WEIUS  ENAMELED  IRON  LAVATORIES 


THE  "MODOC 


THE  "LACCO' 


r 


A  -  2  9  5 


A  -  2  9  6 


A-295  THE  *'MODOC" 

\-29o  illustrates  Weil's  "Modoc"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 

Lavatory,  on  Enameled  Iron  Leg;  fitted  complete  with  Nickel  Plated  China 

Knob  Ideal  Waste,  Nickel  Plated  No.  15  Fuller  China  Handle  and  Index 
r^aucets  and  Nickel  Plated  Cast  Brass  Offset  Trap  to  Wall  without  Vent. 

DIMENSIONS   AND  PRICES 

Lavatory  Top                                                                          inches      20x25  22x30 

Height  of  Back       ----------       inches         li  12 

Size  of  Bowl                                                                           niches      IIxId  12x16 

A-295  Enameled  Exterior  as  described                                               ^'^"o2  ^tom 

A -295  Enameled  Exterior  less  all  Trimmings    22.25 

If  Lavatory  Top  is  Enameled  All  Over,  add                               2.2o  .5.00 


A-2  9  6   T  H  E    "LA  CCO" 

A -2  9  6  illustrates  Weil's  "Lacco"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  on  Enameled  Iron  Leg;  fitted  complete  with  Nickel  Plated  China 
Indexed  Ideal  Waste,  Nickel  Plated  No.  0  Fuller  China  Handle  and  Index 
Faucets,  Nickel  Plated  Supplies  to  Wall  with  Bulb  Air  Chambers  and  Stops 
and  Nickel  Plated  Flask  Pattern  Trap  to  Wall  without  Vent. 


DIMENSIONS  AND 
-  inches 
inches 
inches 


PRICKS 
18x24 

10 
12x15 


I^avatory  Top      -      -       -  - 
Height  of  Back       .      -  . 
Size  of  Basin      -      -       -  - 

A-2 96  Enameled  All  Over  complete  as  described  $34.00 
A  -  2  9  6  Enameled  All  Over  less  all  Trinmiings   17.50 


20x24 

12 
12x15 

$37.50 
21.00 


22x27 
12 

14x18 

$40.50 
24.00 


22x30 

12 
14x18 

$43.00 

26.50 


For  other  styles  of  Lavatory  Trimmimgs  see  pages  95  to  107. 
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WEIL'S    ENAMELED    IRON  LAVATORIES 


THE  "TURIN' 


THE  "WALDO' 


A-297  A-299 

A-2  97   THE  "TURIN" 

A-2  9  7  illustrates  Weil's  "Turin"  vSuperior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavator3%  Roll  Rim  all  sides,  on  Enameled  Iron  Leg;  fitted  with  Nickel  Plated 
China  Knob  Ideal  Waste,  Nickel  Plated  No.  15  China  Handle  and  Index  Fuller 
Faucets  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  withont  Vent. 

DIMENSIONS    AND  PRICES 
Mvatory  Top  20x25  inches.  Bowl  11x15  inches. 

A-297  Enameled  Exterior  complete  as  described   8  34  75 

A-297  Enameled  Exterior  less  all  Trimmings  *  .  . .  20  (X) 

A  -  2 9  8  Enameled  All  Over  complete  as  described.  ......./,..[....  36  75 

A  -  2  9  8  Enameled  All  Over  less  all  Trimmings   '22.()() 


A-299   THE  "WALDO" 

A-299  illustrates  Weil's  ''Waldo"  Superior  Grade  Enameled  Iron  Lavatory  Roll  Rim 
all  sides,  on  Enameled  Iron  Leg;  fitted  with  Nickel  Plated  No.  8  China  Indexed 
Compression  Faucets  and  Nickel  Plated  Cast  Brass  Trap  to  wall  wdth  vent. 


I^avatory  Top 
Size  of  Bowl 


DIMENSIONS    AND  PRICES 


inches 
inches 


A-299  Enameled  Exterior  complete  as  described. . 

A-299  Enameled  Exterior  less  all  Trimnungs  

A-300  Enameled  All  Over  complete  as  described.. 
A -3  00  Enameled  All  Over  less  all  Trimmings  

Note:  Wall  Braces  are  made  to  allow  Lavatory  to  stand  away  from  Wall  about  l}^  inches. 

For  other  styles  of  Lavatory  Trinnnings  see  pages  95  to  107. 


18x24 
12x15 

$  19.50 
13.25 
21.25 
15.00 


20x24 
12x15 

$  20.50 
14.25 
22.50 
16,25 


22x27 
13x17 

$  24.00 
17.75 
26.25 
20.00 


22x30 
13x19 

B  26.00 
19.75 
28.75 
22.50 
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WEIL^S  ENAMELED  IRON  LAVATORIES 

THE  "PAVIA"  THE  "GRANJA" 


A-301 


A  -3  O  3 


A-30  1    THE  "PAVIA' 


A-301  illustrates  Weil's  "Pavia"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  on  Wall  Hanger;  fitted  with  Nickel  Plated  No.  8  China  Indexed  Com- 
pression Faucets  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent . 


DIMENSIONS   AND  PRICES 


IvEvatory  Top 
Height  of  Back 
Size  of  Bowl 


inches 

20x25 

22x30 

inches 

12 

12 

inches 

11x15 

12x16 

$25.00 

$30.50 

19.00 

24.50 

27.00 

33.25 

21.00 

27.25 

A -30 2  Enameled  All  Over  as  described  

A -30 2  Enameled  All  Over  less  all  Trimmings  

If  with  Enameled  Iron  Brackets  instead  of  Wall  Hanger,  add  $1.00. 

A-30  3   THE         R  A  N  J  A" 

A -3 03  illustrates  Weil's  "Granja"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  on  Wall  Hanger;  fitted  complete  with  Nickel  Plated  No.  0  China 
Handle  and  index  Fuller  Faucets,  Nickel  Plated  Supplies  to  Wall  with  Bulb 
Air  Chambers  and  Stops  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent. 


I^avatorv  Top 
Hei^rht  of  Back 
Size  of  Bowl 


[  M  K  N  S  I  O  N  S  AND  PRICKS 
inches 
-  inches 


A-3  0  3  Enameled  Exterior  less  all  Trimmings. . . 
A -3 04  Enameled  All  Over  complete  as  described 
A -304  Enameled  All  Over  less  all  Trimmings. . . . 

If  with  Enameled  Iron  Brackets  instead  of  Wall  Hanger,  add  SI. 00. 


18x24 

20x24 

22x27 

22x.30 

10 

12 

12 

12 

12x15 

12x15 

14x18 

14x18 

123.50 

$26.50 

$29.50 

$32.00 

12.00 

15.00 

18.00 

20.50 

25.25 

28.50 

31.75 

34.75 

13.75 

17,00 

20.25 

23.25 

For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIUS  ENAMELED  IRON  LAVATORIES 


THE  "FULTON" 


THE  "FULTON' 


A-3  0  5 


A-3  0  7 


A-305    THE    "FULTON"    (ON    BRACKETS)  \ 

A-30  5  illustrates  Weil's  "Fulton"  Superior  Grade  Knameled  Iron  "One  Piece"  Apron 
Lavatory  on  Enameled  Iron  Brackets;  fitted  complete  with  Nickel  Plated 
China  Indexed  Ideal  Waste,  Nickel  Plated  No.  0  Fuller  Faucets,  Nickel  Plated 
Pipe  Air  Chamber  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to  Wall 
with  Vent. 

DIMENSIONS     AND  PRICKS 

I,avatory  Top  inches 

Height  of  Back  inches 

Size  of  Bowl  inches 

A -3 05  Enameled  Exterior  Complete  as  described.  . .   

A-305  Enameled  Exterior  less  all  trimmings  

A- 30 6  Enameled  All  Over  complete  as  described  

A -3 0  6  Enameled  All  Over  less  all  trimmings  


20x24 

20x27 

22x27 

12 

12 

12 

11x15 

11x15 

12x16 

$26.50 

$28  25 

$29.50 

15.75 

17.50 

18.75 

28.50 

30.50 

32.25 

17.75 

19.75 

21. 5U 

A-307    THE    "FULTON"    (ON  HANGER) 

A- 3  07  illustrates  Weil's  * 'Fulton"  Superior  Grade  Enameled  Iron  ''One  Piece"  Apron 
Eavatory,  or  Wall  Hanger;  fitted  complete  with  Nickel  Plated  No.  8  China  In- 
dexed Compression  F'aucets,  Nickel  Plated  Supplies  to  Wall  with  Stops  and 
Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS     AND  PRICKS 

t,avatory  Top  inches 
Height  of  Back  .  _  .  ,  _  inches 
Size  of  Bowl  inches 

A-307  Enameled  Exterior  complete  as  described. . 
A-307  Enameled  Exterior  less  all  Trimmings.  .. 
A -30 8  Enameled  All  Over  complete  as  described. 
A -308  Enameled  All  Over  less  all  Trimmings  


18x24 

20x24 

20x27 

22x27 

10 

12 

12 

12 

11x15 

11x15 

11x15 

12x16 

$21.50 

824.75 

S26.25 

$27.50 

11.75 

15.00 

16.50 

17.75 

23.25 

26.75 

28.50 

30.25 

13.50 

17.00 

18.75 

20.50 

For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107 
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WEIUS  ENAMELED  IRON  LAVATORIES 


THE  "TRENT' 


THE    "  W  EX  FO  R  D' 


A-309  A-311 
A-309  THE  "TRENT" 

A-309  illustrates  Weil's  "Trent"  Superior  Grade  Enameled  Iron  ^1%^]^,''^'.^^^^^^^ 
Lavatorv  on  Enameled  Iron  Brackets;  fitted  complete  with  Nickel  Plated  No  2 
Fuller  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass 
Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICES 

Lavatory  Top,  19x24  inches.  Height  of  Back,  10  inches. 

Bowl,  12x15  inches - 

\-309  P:nameled  Exterior  complete  as  described   ^{H? 

A-309  Enameled  Exterior  less  all  Trimmings  

A -3  1  0  Enameled  All  Over  complete  as  described  

A-3  1  0  Enameled  All  Over  less  all  Trimmings   J-*-^^^ 

If  with  Hamper  instead  of  Brackets,  deduct  $1.00. 


A-311   THE  *'WEXFORD" 

A   qi  1  illimtrates  Weil's  "Wexford"  Superior  Grade  Enameled  Iron  "One  Piece" 
'  trfn  CZryon  Hanger;  fitted^complete  with  Nickel  Plat-TNo.  19  China 
Handle  and  Index  Fuller  Faucets.  Nickel  Plated  Supplies  to  Wall  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICES 

Lavatory  Top,  18x21  inches.  Height  of  Back,  8  inches. 

Bowl,  11x15  inches. 

\-31 1  Enameled  Exterior  complete  as  described   ^"^q  m 

\-31 1  Enameled  Exterior  less  all  Trimmings.  • 

\-3 1  2  Enameled  All  Over  complete  as  described.  

\  -  3  1  2  luiameled  All  Over  less  all  Trimmings   ^^-^^ 


For  other  styles  of  Eavatory  Trimmings  see  pages  95  to  107. 
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WEIUS    ENAMELED    IRON  LAVATORIES 


THE  "GLENCOE' 


THE  "CLYDE' 


A-315 

A-313   THE  "GLENCOE" 

A-313  ilustrates  WeiPs ''Glencoe"  Superior  Grade  Enameled  Iron  "One  Piece"  \nron 

^^^"^'-^^^^^  comprete'^th 
weiisjNicKel  Flated  Special  Self  Closing  Faucets,  Nickel  Plated  SunoHes  tn 
Wall  with  Pipe  Air  Chambers  and  Nickel  Plated  cW  Brass  Trfp  to  wr/l  wi^ 

DIMENSIONS    AND  PRICES 
I^avatory  Top  20x25  inches.  Bowl  11x15  inches. 

A-313  Enameled  Exterior  complete  as  described   «  9q  m 

A-313  Enameled  Exterior  with  Brackets  only  ^  f^r.^ 
t  Q if  ^nameled  All  Over  complete  as  described. 1}J^ 
A -d  14  Enameled  All  Oi^er  with  Brackets  only                " ^^'l- 


A-315  THE  "C  LYDE" 

"315  illustrates  Weil's  "Clyde"  Superior  Grade  Enameled  Iron  "One  Piece"  Anron 
Pla^fd  S^;^^^^^  ^"^"-^-^  fitted  conVpTetrTvith 

Trapio  ^Vall  w^^^^^^^  Compression  Faucets  and  Nickel  Plated  Cast  Brass 


DIMENSIONS    AND  PRICES 

a-^lr  -  ■  -  18x2* 

-      -      inches  12x15 
t"Qi  f  ^"^"^^1^^  Exterior  complete  as  described.  .    1  17  25  i 

g""""^^^"^'^  Exterior  with  Brackets  only  H  25 

A  Q  ?  f  "ameled  All  Over  complete  as  described  .  19  'OO 
A-d  1  b  Enameled  All  Over  with  Brackets  only. . . .  13.00 

Brackets  are  made  to  allow  Lavatory  to  stand  away  from  Wall  about  1}^  inches. 


20x21 

22x27 

22x30 

12x15 

13x17 

13x19 

18.00 

$  21.75 

$  24.00 

12.00 

15.75 

18.00 

20.00 

24.00 

26.75 

14.00 

18.00 

20.75 

styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIUS  ENAMELED  IRON  LAVATORIES 

THE    '-WINTHROP"  "THE  -MELROSE' 


A-317  A-319 

A-317    THE  •■WINTHROP" 

A-317  illustrates  Weil's  "Wiutlirop"  Superior  Grade  Enameled  Iron  *'One  Piece"  La. 

vatory,  on  Wall  Hanger;  fitted  complete  with  Nickel  Plated  Etna  Waste,  Nickel 
Plated  No.  15  China  Handle  and  Index  Fuller  Faucets,  Nickel  Plated  Supplies  to 
Wall  with  Pipe  Air  Chambers  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with 
Vent. 

DIMENSIONS     AND  PRICES 
Lavatory  Top      --------      "         l^-^^^       20x25  22x30 

SS^r^^:   ::::::::    SSS  J. 

A -8 17  Enameled  Exterior  complete  as  described                         ^28.75  ^^.ot 

A-317  Enameled  Exterior  with  Etna  Waste  only                            l^-O^  ^^'^^ 

A-318  Enameled  All  Over  complete  as  described                          ^U.iO  .w.^ 

A -31  8  Enameled  All  C>verwith  Etna  Waste  only                           l«-0^  ^^-^ 

If  with  Patent  Overflow  instead  of  Etna  Waste  deduct  $2.75. 

A-319    THE  "MELROSE" 

A-319  illustrates  Weil's  "Melrose"  Superior  Grade  Enameled  Iron  *'One  Piece"  Lava- 
tory or  Wall  Hanger;  fitted  complete  with  Nickel  Plated  No.  0  Fuller  Faucets, 
Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with 
Vent 

DIMENSIONS     AND  PRICKS 

...      -      -      inches     18x24  '  20x24 

I^avatory  Top        -----  inches       10  12 

SfBowl  -   Sctls  12x15  12x15 

A-319  Enameled  Exterior  complete  as  described   S16.00  $17.50 

A-319  Enameled  Exterior  less  all  Trimmings   y. 

A  -  3  2  0  Enameled  All  Over  complete  as  described                          i  j  ■  f^*^^ 

A -320  Enameled  All  Over  less  all  Trimmings                             J-J-.^^  -l^^-^^ 

For  other  styles  of  Lavatory  Trimnungs  see  pages  95  to  107 
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WEIL'S  ENAMELED  IRON  LAVATORIES 


THE  "HAMMOND' 


THE  "HAMMOND' 


A  -  3  2  1  A  -  3  2  3 

A-321    THE   "HAMMOND"   (ON  BRACKETS) 

A-3  21  illustrates  Weil's  -Hammond^  Superior  Orade  Enameled  Iron  -One  Piece" 
Lavatory  on  Nickel  Plated  Brass  Brackets;  fitted  complete  with  China  Knob 

Meal  Waste  Nicke  Pla^^  8  China  Indexed  Compassion  Faucets  N^^^^^ 
Plated  Supplies  and  Nickel  inated  -Sanita-  Non-SyphoninK  Trap  to  Wall. 

DIMENSIONS   AND  PRICES 
Ivavatory  Top      -      _      .      .      ,  -    i  ^ 

Height  of  Back        -      -      .      .                -      -      -      ,      .    inches     20x24  22x7 

Size  of  Bowl         -      .      -                       -----       inches        10  lo 

-    inches     11x15  11x15 

^ "  i  «  J  Hnameled  Exterior  complete  as  described                              $30  0()  ^^q.^  9^ 

A-321  Enameled  Exterior  with  Brackets  only ....                               ?^  75  Tt  m 

t'ooo  ^"^"lel^^d  All  Over  complete  as  described....::.*" 3200  3fim 

A  -3  2  2  Enameled  All  Over  with  Brackets  only                                    15  ^  19*^ 


A-323    THE   "HAMMOND"    (ON  HANGER) 

A-323  illustrates  WeiPs  "Hammond"  Superior  Grade  Enameled  Iron  -One  Piece- 
Lavatory  on  Wall  Hanger;  fitted  complete  with  Nickel  Plated  No  0  Fuller ' 
Faucets   Nickel  Plated  Supplies  to  Wall  with  Pipe  Air  Chambers  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent.  imckci 

DIMENSIONS   AND  PRICES 
JjellMTck  ■         i-^-r    '^f'  2.^.2.  22x27 

 "  ^  iZ,     ^Z.  i/i-,., 

'^"ooo  S"^'"^''^'' "^o^^P'^^te  as  described   $16  75  $18  00        «91  m 

A-3  23  Enameled  Exterior  less  all  Trimmings   1025  1^'^ 

^ii!  Enameled  All  Over  complete  as  described  18M  2S  7^ 

A-324  Enameled  All  Over  less  all  TrimmiuKs.  ...  10  7r  flj^ 


For  oUier  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  ENAMELED  IRON  LAVATORIES 

THE"WINONA"  THE:"EWING' 


A-325  A-327 

A-325    THE  "WINONA" 

A -325  illustrates  Weil's  ''Winona"  vSuperior  Grade  Enameled  Iron  "One  Piece"  Lava- 
tory on  Wall  Hanger;  fitted  Complete  with  Nickel  Plated  No.  0  Fuller  Faucets, 

Nickel  Plated  vSupplies  to  Wall  with  Pipe  Air  Chambers  and  Nickel  Plated 
Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS     AND  PRICES 

I,avatory  Top      -      -      -  -         inches      16x19  18x21 

Height  of  Back    ----------  inches          a  8 

Size  of  Bowl         ----------  inches      llxU  11x15 

A-32  5  Enameled  Exterior  complete  as  described                       S  13.50  $  14.25 

A-325  Enameled  Exterior  less  all  Trimmings                                5.75  6.50 

A-32  6  Enameled  All  Over  complete  as  described                          15.75  16.75 

A- 32  6  Enameled  All  Over  less  all  Trimmings                               8.00  .  9.00 


A-327    THE  "EWiNG" 

A-32  7  illustrates  Weil's  ^'Ewing"  Superior  Grade  Enameled  Iron  "One  Piece"  Lavatory 
on  Brackets;  fitted  with  Nickel  Plated  No.  8  China  Indexed  Compression  Faucets 
and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS     AND  PRICES 
I^avatory  Top    17' 2  x  21  in.  Height  of  Back  5  in.  Size  of  Bowl    H  x  14  in. 

A-32  7  Enameled  P'xterior  complete  as  described   ^  12.25 

A-327  Enameled  Fixterior  with  Brackets  only    6.25 

A -32  8  Enameled  All  Over  complete  as  described   14.50 

A  -  3  2  8  Enameled  All  Over  with  Brackets  only   8.50 


For  other  styles  of  I^avatory  Trimmings  see  pages  9t)  to  107 
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WKIL    BROS.,    CHIC  A  GO 


WEIUS    ENAMELED    IRON  LAVATORIES 

THE  "AVERS" 


THE  "ERIE' 


m  • 


A  -  3  3  1 

A-329  THE  "AVERS" 

A-3  2  9  mnstratesAVeirs  "Avers"  Superior  Grade  Enameled  Iron  "One  Piece"  Lavatory 
fitted  complete  with  Nickel  Plated  No,  0  Tee  Handle  Compression  Faucets' 
Nickel  Plated  Supplies  to  wall  and  Nickel  Plated  Cast  Brass  Trap  with  vent. 
dimp:nsionsandpricks 

I^avatory  Top  14  inches.  Height  of  back  5  inches. 

Bowl  12  inches. 

A-329  Enameled  Exterior  complete  as  described   $  10  50 

A-329  Enameled  Exterior  less  all  Trimmings  ,  .  .  .  ,  ..  [ ^    5  00 

A  -  3  3  0  Enameled  All  Over  complete  as  described   ' ' 21  50 

A  -  3  3  0  Enameled  All  Over  less  all  Trimmings  .'**"*........ 6  00 

A-3  3  1   THE  "ERIE" 

A-331  illustrates  WeiPs  "Erie"  Superior  Grade  Enameled  Iron  "One  Piece"  I  ^ivatorv 
fitted  complete  with  Nickel  Plated  Self  Closing  Faucet  and  Nickel  Plated  Waste 
Connection  and  Pipe  to  wall 

BIMKNSIONS    AND  PRICKS 
Lavatory  Top  12^U%  inches.  Height  of  back  4  inches. 

Bowl  11x13  inches. 

A-331  Enameled  E;xterior  complete  as  described   $  6  00 

A-331  Enameled  Exterior  less  all  Trimmings  .  . 3  50 

A  -  3  3  2  Enameled  All  Over  complete  as  described  .  .,  [.  7  00 

A-332  Enameled  All  Over  less  all  Trimmings  

If  with  Patent  Overflow  add  50c. 
.  For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIUS  ENAMELED  IRON  LAVATORIES 


THE  "ALCOVE" 


THE  "POLYGON* 


v^.:....:> 

f  'k 

W  1 


A-333  A-335 

A-333    THE  "ALCOVE" 

V-333  illustrates  Weirs  * 'Alcove"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  on  Wall  Hanger  for  Recess;  fitted  complete  with  Nickel  Plated  No.  8 
China  Indexed  Compression  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICES 

I^avatoryTop                                                                      inches     21x26  21x31 

Heiffht  of  Back  and  End  Pieces   inches       8  » 

Size  of  Bowl         -----  inches     12x15  12x15 

I^ength  of  End  Pieces          -      -  inches      17^  IVA 

A-333  Enameled  Exterior  complete  as  described                           $25.00  ^o?"ln 

A-3  33  Enameled  Exterior  less  all  Trimmings                                17.25  21.50 

A-3  3  4  Enameled  All  Over  complete  as  described   29.2d 

A-33  4  Enameled  All  Over  less  all  Trimmings                                 21.50  25.75 


A-335    THE  "POLYGON" 

\-335  illustrates  Weil's  "Polygon"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  on  W^all  Hangers  for  Corner;  fitted  complete  with  Nickel  Plated  Chma 
Indexed  Ideal  Waste,  Nickel  Plated  No.  0  China  Handle  and  Indexed  Fuller 
Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to 
Wall  with  Vent. 

DIMENSIONS   AND  PRICES 

Width.  25  inches.  I^ength  on  Sides,  18 inches. 

Height  of  Back,  12  inches.  Bowl,  12x15  inches 

A-335  Enameled  Exterior  complete  as  described  

A-335  Enameled  Exterior  less  all  Trimmings  

A-336  Enameled  All  Over  complete  as  described   

A -3 3 6  Enameled  All  Over  less  all  Trimmings  


$27.25 
16.50 
29.50 
18.75 
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WEIL'S    ENAMELED    IRON  LAVATORIES 


THE  "A  R  DM  O  R  E" 


THE  "A  R  D  M  O  R  E' 


-^^jt* 


A-3  3  7 


A  -  3  3  9 


A-337   THE  "ARDMORE" 

A-;53  7  illustrates  Weil's  ''Ardmore"  Superior  Grade  Enameled  Iron  ''One  Piece"  Apron 
Lavatory  on  Bracket  for  Left  Hand  Corner;  fitted  with  Nickel  Plated  "Etn-i" 
Waste,  Nickel  Plated  No.  0  Fuller  Faucets  and  Nickel  Plated  Cast  Brass  Trap  to 
wall  wdth  vent.  ^ 

DIMENSIONS    AND  PRICKS 

a«.anaend--                 /    /    /    /    /    /     \^  ^^f^ 

Size  of  bowl                                                                              inches  1 1x15  11x15 

A-337  Enameled  Exterior  as  described   $  22  75  S  26  00 

A-337  Enameled  Exterior  with  Waste  only  .     .  .  '.  *. .    '  18  75  '  2'^  00 

A-3  3  8  Enameled  All  Over  as  described.   *..'.'.'.'. 24  50  ^8  (X) 

A  -  3  3  8  Enameled  All  O ve r  with  Waste  only ..... .  *. . .  . .  *.  *.  *. *.  *. '.  *  *  20.  ;50  24  00 

If  with  Patent  Overflow  instead  of  "Etna"  Waste,  deduct  ^2.75 


A-339   THE  "ARDMORE" 

A-339  illustrates  Weil's  "Ardmore'*'  vSuperior  Grade  Enameled  Iron  "One  Piece"  \mon 
Lavatory  on   Bracket,    for   Right    Hand  Corner;    fitted   with  Nickel  Plated 
Etna    \\  aste,  Nickel  Plated  No.  0  Fuller  Faucets  aiul  Nickel  Plated  Cast  Brass 
Irap  to  Wall  with  vent. 

dimensionsandpricp:s 

Ivavatory  Top      .  .  , 

Height  of  Back  and  End  ?"5u  20x2t 

Size  of  Bowl        ....  -      .      -      -  inches         l()  12 

inches      llxl.5  iixl5 

A-339  Enameled  Exterior  as  described   ©  99  7.-,  «  m 

A-339  Enameled  Exterior  with  Waste  only..  /. ^  10  ^ 

A -3 4  0  Enameled  All  Over  as  described.  94 -O  9«  m 

A-3 4  0  Enameled  All  Over  with  Waste  onlv ^OS  na) 


If  with  Patent  Overflow  instead  of  "Etna  Waste  deduct  82.75. 
Por  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  ENAMELED  IRON  LAVATORIES 


THE  "BOZENA' 


THE  "BOZENA' 


A  -  3  4  1 


A  -  3  4  3 


A-341    THE  "BOZENA" 

A-3  4:l  illustrates  Weil's  ''Bozeiia"  vSuperior  Grade  Enameled  Iron  Apron  Lavatory  for 
Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  China  Knob  Ideal 
Waste,  Nickel  Plated  No.  7  China  Indexed  Compression  Faucets,  Nickel  Plated 
Supplies  to  Wall  and  Nickel  Plated  "Sanita"  Non-Syphoning  Trap  to  Wall. 

DIMENvSIONSANDPRICES 
I^eiigth  oil  Side,  21)  inches.  Height  of  Back,  10  inches.  .  • 

Bowl,  12x1.5  inches. 

A -3  4  I  Enameled  Exterior  complete  as  described     S26.75 

A -3  4  1  P^nanieled  Exterior  less  all  Trimmings   12.00 

A-3  4:2  Enameled  All  Over  complete  as  described   28.50 

A -3  4  2  Enameled  All  Over  less  all  Trimmings   13.75 


A-343    THE  "BOZENA" 

A-343  illustrates  Weil's ''Bozena"  Superior  Grade  Enameled  Iron  Apron  Eavatory  for 
Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No.  0  Fuller  Faucets, 
Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with 
Vent. 

DIMENSIONS   AND  PRICES 

I^ength  on  Side,  20  inches.  Height  of  Back.  10  inches. 

Bowl,  12x15  inches. 

A-3  43  Enameled  Exterior  complete  as  described   $18.25 

A-343  Enameled  Exterior  less  all  Trimmings   12.00 

A -3  4  4  Enameled  All  Over  complete  as  described   20.00 

A-34  4  Enameled  All  Over  less  all  Trimmings.     13.75 


For  other  styles  of  Eavatory  Trimmings  see  pages  95  to  107. 


W  K  I  I.     I?  R  O  vS  .  ,  CHICAGO 


WEIL'S  ENAMELED  IRON  LAVATORIES 


THE  "MYRTLE' 


THE  "VOLTA" 


V 


A-345  A-347 

A-345    THE  "MYRTLE" 

A-34  5  illustrates  Weil's  "Myrtle"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  for  Corner  on  Wall  Hangers;  fitted  Complete  with  Nickel  Plated  No. 
19  China  Handle  and  index  Fuller  Faucets,  Nickel  Plated  vSupplies  to  Wall  and 

.  Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICKS 

I.ens^th  on  Sides,  19  inches.  Height  of  Back,  8  inches. 

Bowl,  11x15  inches, 

x\  -  3  4  5  Enameled  Exterior  complete  as  described   $17  75 

A-345  Enameled  Exterior  less  all  Trimminj^s   10  (X) 

A  -  3  4  6  Enameled  All  Over  complete  as  described  ' 19*50 

A  -  3  4  6  Enameled  All  Over  less  all  Trimmings   .  .  .  .  .[]  .  .  [ 11  75 


A-347    THE  "VO  LTA" 

A-34  7  illustrates  Weil's  "Volta"  Superior  Grade  Enameled  Iron  "One  Piece"  \pron 
I^avatory  for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No  19 
China  Handle  and  Index  Fuller  Faucets,  Nickel  Plated  Supplies  to  W^all  and 
Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICES 
I^ength  on  Sides,  19  inches.  Height  of  Back,  6K  inches. 

Bowl,  11x14  inches. 

A-347  Enameled  Exterior  complete  as  described   $17  00 

A-347  Enameled  Exterior  less  all  Trimmings   *  *  "  q'25 

A  -  3  4  8  Enameled  All  Over  complete  as  described  *  " iqV^ 

A-34  8  Enameled  All  Over  less  all  Trimmings  11  ^o 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  ENAMELED  IRON  LAVATORIES 


THE  "RION"  THE  "OAKLAND" 


A  -  3  4  9  A  -  3  5  1 

A-3  49    T  H  E  "R  I  O  N" 

A-34  9  illustrates  Weil's  "Rion"  Supericjr  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  Key- 
stone Waste,  Nickel  Plated  No,  0  Fuller  Faucets,  Nickel  Plated  Supplies  to  Wall 
and  Nickel  Plated  Flask  Pattern  Trap  to  Wall  with  Vent. 

DIMENvSIONSANUPRICES 

I^ength  on  Side,  16  inches.  Height  of  Back,  6  inches. 

Bowl.  11x14  inches. 


A  -  3  4  9  Enameled  Exterior  complete  as  described   $20.25 

A-3  4  9  Enameled  Exterior  less  all  Trimmings   12.00 

A-3 5  0  E^iameled  All  Over  complete  as  described   22.00 

A-3 5  0  Enameled  All  Over  less  all  Trimmings   13.75 


A-351    THE    -OAKLAND"  ^^"^^  ' 

A-351  illustrates  Weil's  ''Oakland"  Superior  Grade  Enameled  Iron  "One  Piece"  Apron 
Lavatory  for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No,  0 
Fuller  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Flask  Pattern 
Trap  to  Wall  with  Vent. 

DIMKNSrONS  ANDPRICES 

I^ength  on  Side,  16  inches.  Height  of  Back,  6  inches. 

Bowl,  11x14  inches. 

A-351  Enameled  Exterior  complete  as  described 
A-351  Enameled  Exterior  ICvSS  all  Trimmings. .  . 
A-3 5 2  Enameled  All  Over  complete  as  described 
A-3 5  2  Enameled  All  Over  less  all  Trimmings. . . 


$17.25 
9.00 
19.00 
10.75 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  ENAMELED  IRON  LAVATORIES 

THE  "PRONY"  THE  "HALIMAT' 


A -353  A-355 

A-353  THE  "PRONY" 

A-35  3  illustrates  Weil's  "Proiiy"  vSuperior  Grade  Enameled  Iron  ''One  Piece"  I^ava- 
tory  for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  China 
Knob  Ideal  Waste,  Nickel  Plated  No.  8  China  Indexed  Compression  Faucets, 
Nickel  Plated  Supplies  to  Wall  with  China  Indexed  Valves  and  Nickel  Plated 
Flask  Pattern  Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICES 
Width  25  inches.       Ivength  on  side  18  inches.       Height  of  back  12  inches. 
Bowl  12x15  inches. 

A-353  Enameled  Exterior  complete  as  described 
A-353  Enameled  Exterior  less  all  Trimmings. . . 
A -3 5 4  Enameled  All  Over  complete  as  described 
A  -  3  5  4  Enameled  All  Over  less  all  Trimmings. , . 


S28.50 
12.75 
30.75 
15.0(1 


A-355   THE  "H  ALIM  AT" 

A-355  illustrates  Weil's  "Halimat"  Superior  Grade  Enameled  Iron  ''One  Piece"  I.ava- 
tory  for  Left  Hand  Corner  on  Wall  Hanger;  fitted  complete  with  Nickel  Plated 
No.  15  China  Handle  and  Index  Fuller  Faucets,  Nickel  Plated  vSupplies  to  Wall 
and  Nickel  Plated  Cast  Brass  Trap  to  Wall  without  Vent. 

DIMENSIONS   AND  PRICES 

Eavatory  Top       "    ,  -      "      -      -      -      -      -        inches  18x24  2;)x24  2"x  '7 

Height  of  Back  and  End                                           inches  10                12  v~ 

Size  of  Bowl   inches  12x15  12x15  12x1^ 

A-35  5  Enameled  Exterior  complete  as  described.   S24.25  $25.50  $29  25 

A-355  Enameled  Exterior  less  all  Trimmings   13.50  14  75  18  50 

A-3 5 6  Enameled  All  Over  complete  as  described   26;75  28  00  31 't.! 

A-3  5  6  Enameled  All  Over  less  all  Trimmings   16.00  17^25  2.1(K) 

Note— The  "Halimat"  can  also  be  furnished  for  Right  Hand  Corner. 

.    ..     For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL'S  ENAMELED  IRON  LAVATORIES 

THE  "CROZAT"  THE  "BLADON" 


^^^^^^^ 


A-357  A-3  59 

A-357  THE  "CROZAT" 

A-357  illustrates  Weil's  ''Crozat"  Superior  Grade  Euameled  Iron  "One  Piece"  Lava- 
tory for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No.  0 
Fuller  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass 
Trap  to  Wall  with  Vent. 

DIMENSIONS   AND  PRICES 

Length  on  sides  20  inches.  Height  of  back  10  inches. 

Bowl  12x15  inches. 

A  -  3  5  7  Enameled  Exterior  complete  as  described   $16.50 

A-357  Enameled  Exterior  less  all  Trimmings  —   10.25 

A-35  8  Enameled  All  Over  complete  as  described   18.25 

A-35  8  Enameled  All  Over  less  all  Trimmings   12.00 

If  with  China  Knob  Ideal  Waste  add  $3.50 


A-359  THE  "BLADON" 

A-35  9  illustrates  Weil's  "Bladon"  Superior  Grade  Enameled  Iron  ''One  Piece"  I^ava- 
tory  for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No.  0 
Fuller  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel  Plated  Cast  Brass 
Trap  to  Wall  with  Vent. 

DIMENSIONS  AND  PRICES 

l^ength  on  sides  19  inches.  Height  of  back  8  inches. 

Bowl  11x1.5  inches. 

A-359  Enameled  Exterior  complete  as  described   $14.25 

A-359  Enameled  Exterior  less  all  Trimmings  

A  -  3  6  0  Enameled  All  Over  complete  as  described  ,   16.00 

A-3  6  0  Enameled  All  Over  less  all  Trimmings   9.75 

For  other  styles  of  Lavatory  Trinnnings,  see  pages  95  to  109. 
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WEIUS  ENAMELED  IRON  LAVATORIES 

THE  "OSCODA"  THE  "HOLTON" 


\ 


A" 3  6  1  A- 3  6  3 

A-361   THE  "OSCODA" 

illustrates  Weil's  "Oscoda"  Superior  Grade  Enameled  Iron  "One  Piece"  Lava- 
tory for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No.  19 
China  Handle  and  Index  Fidler  Faucets,  Nickel  Plated  Supplies  to  Wall  and 
Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent, 

DIMENSIONS  AND  PRICKS 
I^ength  on  side  19  inches.  Height  of  back  6^-2  inches. 

Bowl  11x14  inches. 


A-361  Enameled  Exterior  complete  as  described   615  25 

A-361  Enameled  Exterior  less  all  Trimmings  *'.!.'  7  50 

A  - 3  6  2  Enameled  All  Over  complete  as  described   17  00 

A  -  3  6  2  Enameled  All  Over  less  all  Trimmings  '  *  *  * .  " ' '  *  9  25 


A-363   THE  "HOLTON" 

A-3  6  3  illustrates  Weil's  "Holton"  Superior  Grade  Enameled  Iron  "One  Piece"  I,ava- 
tory  for  Corner  on  Wall  Hangers;  fitted  complete  with  Nickel  Plated  No.  1 
Cross  Handle  Compression  Faucets,  Nickel  Plated  Supplies  to  Wall  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent, 

DIMENSIONS   AND  PRICES 

Ivength  on  Side  16^  inches-  Height  of  Back  H  inches. 

Bowl  11x14  inches. 


A-363  Enameled  Exterior  complete  as  described   ^12  00 

A  -  3  6  3  Enameled  Exterior  less  all  Trimmings                6  25 

A  -  3  6  4  Enameled  All  Over  complete  hs  described   13  75 

A  -  3  6  4  Enameled  All  Over  less  all  Trimmings   g'cX) 


For  other  styles  of  Lavatory  Trimmings,  see  pages  95  to  107. 
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WEIL'S  ENAMELED  IRON  LAVATORIES 


THE  "T  A  IVl  A  R  " 


THE  "PARANA' 


A-365  A-367 

A-365   TH  E  "TAM  A  R" 

A-a65  illustrates  Weil's  '*Tamar"  vSitperjor  Grade  Enameled  Iron  Lavatory  for  Corner 
fitted  with  Nickel  Plated  No.  0  Fuller  Faucets  and  Nickel  Plated  Cast  Brass 
Trap  to  Wall  with  Vent. 

DIMRNSIONvSANDPRICES 

I^ength  on  side  15  inches.  Height  of  back  5  inches. 

Bowl  11x15  inches. 

A-36  5  Enameled  Exterior  as  descriV>ed   SH  OO 

A-365  Enameled  Exterior  less  all  Trimmings   6.50 

A-36  6  Enameled  All  Over  as  described  -                           •  l^-*^ 

A-36  6  Enameled  All  Over  less  all  Trimmings.   '^•^0 


A-367   THE  "PARANA'* 

A-367  illustrates  Weil's  -'Parana"  vSuperior  Grade  Enameled  Iron  Lavatory  for  Corner; 

fitted  complete  with  Nickel  Plated  No.  0  Compression  Faucets,  Nickel  Plated 
Supplies  to  Wall  and  Nickel  Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS   AND   PRICES  ' 

I.ength  on  side  13 inches.  Height  of  back  5  inches. 

Howl  12  inclies. 

A-367  Enameled  Exterior  complete  as  described 
A-3  67  Enameled  Exterior  less  all  Trimmings. .  . 
A  -  3  6  8  Enameled  All  Over  complete  as  described 
A-36 8  Enameled  All  Over  less  all  Trimmings. 


$10.50 
5.00 
11.50 
6.00 
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WEIL'S  ENAMELED  IRON  LAVATORIES 


'FLAT  BACK" 


"CORNER' 


A  -3  6  9 


A  -  3  7  1 


A-369   SMALL  "FLAT  BACK" 

A-369  illustrates  WeiPs  Small  "Flat  Back"  vSuperior  Grade  "One  Piece"  Hnanieletl 
Iron  Lavatory  with  Wall  Brackets  and  Nickel  Plated  Patent  Overflow  Plug, 
Coupling,  and  Rubber  Stopper. 

DIMENSIONS   AND  PRICES 
I^ength  of  Back  i;j  inches.  Diameter  of  Bowl  12  inches. 

A-3  69  Enameled  Exterior  as  described   83.7.") 

A -3  7  0  Enameled  All  Over  as  described   4  75 


If  without  Patent  Overflow  Plug  and  Coupling  deduct  25c. 


A-371    S  M  A  LL  "C  O  R  N  E  R  ' 


A-371  illustrates  Weil's  "Small  Corner"  Superior  Grade  "One  Piece"  Enameled  Iron 
Lavatory  with  Wall  Angles  and  Nickel  Plated  Patent  Overflow,  Plug  Coupling, 
and  RuVjber  Stopper. 

DIM  KNSIONSANDl' RICES 
I^eiigth  on  Side  12%  inches.  Diameter  of  Bowl  12  inches 

A-371  Enameled  Exterior  as  described   !?3.75 

A  -  3  7  2  Enameled  All  Over  as  described   4  J5 

If  without  Patent  Overflow  Plug  and  Coupling  deduct  2")c. 


For  Lavatory  Trimniings  see  pages  95  to  107. 
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WEIUS  ENAMELED  IRON  LAVATORIES 


THE"  IVl  ITLA" 


THE  "LINDEN' 


I 

A-3  7  3  A-3  7  5 

A-373  THE  "MITLA" 

A-373  illustrate';  Weil's  "Mitla"  Superior  Grade  Enameled  Iron  I^avatory  with  De- 
pressed Soap  Cup,  10%  inch  high  Separate  Back;  fitted  with  Bronzed  Brackets, 
Patent  Overflow,  Strainer,  Plug,  Coupling  and  Rubber  Stopper. 

D  I  M  K  N  S  I  O  N  S   A  N  D    P  R  I  C  K  S 

^  ^  inches  16x20  18x24 

LjavatoryTop  -----         .....       inches  10^2  10^ 

Height  of  Back  -      -      -      -                                              inches  11x14  12x15 

Size  of  Bowl  _      -      -      -  - 

A     7  3  Enameled  Exterior  as  described   ^  8.25  $10.00 

A     7  4  Enameled  All  Over  with  Enameled  Brackets   10.50  12.25 


A-37  5  THE  "LINDEN"  •  , 

A-37  5  illustrates  WeiPs  -Linden"  Superior  Grade  Enameled  Iron  Lavatory  with  De 
pressed  Soap  Cup,  10^.  inch  high  Seperate  Back  and  End  Piece  for  Right  Hand 

Corner;  fitted  with  Bronzed  Brackets,  Patent  Overflow,  Strmner,  Plug,  Coupling 
and  Rubber  Stopper. 

DIMENSIONS   AND  PRICES 

.      -      .      -       inches       16x20  l«x24 

I^avatory  fop                                                                     .         inches         Vd%  lOJ^ 

Height  of  Back  and  End     -------               JJ^^^nj^^       ^^^^^  12^15 

Size  of  Bowl  -------- 

A.3  7  5  Enameled  Exterior  as  described                                             ^1^.00  $11.75 

A-37  6  Enameled  All  Over  with  Enameled  Brackets                            1^-^  -L*-^^ 

The  "Linden"  can  also  be  furnished  for  Left  Hand  Corner. 


For  Lavatory  Trimmings  see  pages  95  to  109. 
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WEIL'S    MARBLE  LAVATORIES 


A  -3  7  7  A  -3  7  8 


A-377  THE  "VENICE" 

A-377  illustrates  Weil's  "Venice"  Marble  Lavatory,  comprising  22x32  Marble  Slab  with 
Shell  Soap  Cup  and  Beaded  Edges.  16  inch  Marble  Back,  5  inch  Marble  Aprons, 
14x19  Bowl,  Nickel  Plated  Ideal  Waste,  Nickel  Plated  No.  19  Fuller  Faucets^ 
Nickel  Plated  Supplies  to  floor  with  Bulb  Air  Chambers,  Nickel  Plated  Flask 
Pattern  Trap  to  floor,  and  Nickel  Plated  Cast  Brass  Offset  Legs  and  Apron  Sup- 
ports. 

PRICE 

A-377  Italian  or  Tennessee  Marble  complete  as  described     5^59.75 


A-378  THE  "VERONA"  1 

A-3  7  8  illustrates  Weil's  "Verona"  Marble  Lavatory  for  Recess,  comprising  22x32  Marble 
Slab  with  Shell  Soap  Cup  and  O.  G,  Edge,  16  inch  high  Back  and  Ends,  5  inch 
Marble  Apron,  14x19  Bowl,  Nickel  Plated  Ideal  Waste,  Nickel  Plated' No.  19 
Fuller  Faucets,  Nickel  Plated  Supplies  to  floor  with  Bulb  Air  Chambers,  Nickel 
Plated  Flask  Pattern  Trap  to  floor,  and  Nickel  Plated  Apron  Supports. 

PRICE  || 
A-378  Italian  or  Tennessee  Marble  complete  as  described   $54.00 


For  other  Styles  of  Lavatory  Trimmings  see  pages  95  to  107. 
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WEIL^S  LAVATORY  TRIMMINGS 


50  LI  D  CAST  B  R  ASS 
LAVATORY 
BRACKET 


TWO-PIECE 
ROPE  PATTERN 
BRACKET 


TWISTED  STEEL  PATTERN 
BRACKET 


A-  3  8  8 


A-  3  8  9 


^-388  Nickel  Plated  Cast  Brass  Lavatory  Bracket  

A. -38 9  Nickel  Plated  Two-piece  Brass  I^avatory  Bracket. 
(V  390  Nickel  Plated  Twisted  Steel  Lavatory  Bracket  


. .  Per  Pair, 
. .  Per  Pair, 
. .  Per  Pair, 


$9.50 
3.50 
1.00 


LAVATORY  LEGS  AND  APRON  SUPPORTS 


A-391 


A-392 


A-394 


A-395 


396 


A-397 


A  -  :\  9  1  Nickel  Plated  Cast  Brass  Offset  Leg  with  Apron                               .Each,  $4.75 

A  -  :J  9  2  Nickel  Plated  Cast  Brass  Straight  Leg  with  Apron                           Each,  3.50 

A  -  3  9  3  Nickel  Plated  Cast  Brass  Straight  Leg  Center  Apron  Each,  3.50 

A-394  Nickel  Plated  Brass  Tubing  Offset  Leg  with  Apron  Each,  3  00 

A-395  Nickel  Plated  Brass  Tubing  Straight  Leg,  no  Apron                        .Each,  2.00 

A.39  6  Nickel  Plated  Light  Pattern  Apron  Support  Each,  .75 

A-39  7  Nickel  Plated  Heavy  Pattern  Apron  Support  Each,  1.25 
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WEIL'S    LAVATORY  TRIMMINGS 


COMPRESSION    BASIN    SUPPLY    AND    WASTE  FIXTURE 
SPECIAL  PATTERN 


A  -  3  9  8 

A -3 98  Combination  Fixture  China  Knob  Waste  and  Valves   $18 j 

.   J,  If  with  China  Tipped  Cross  Handles  add  $1.50. 


FULLER   BASIN   SUPPLY  AND   WASTE  FIXTURE 
SPECIAL  PATTERN 


A  -  3  9  9 

A -3  99  Combination  Fixture  China  Knob  Waste  and  China  Handle  Valves 


$19J 
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WEIL'S  LAVATORY  TRIMMINGS 


COMPRESSION   BASIN   SUPPLY  AND  WASTE  FIXTURE 


A  -  4  O  O 

A -4  0  0  Combination  Fixture,  China  Knob  Wasteland  China-Tipped  Cross  Handle 

Valves   $15.25 


FULLER   BASIN   SUPPLY  AND   WASTE  FIXTURE 


< 


A  -  4  O  1 

A -4 01  Combination  Fixture,  China  Knob  Waste  and  China  Handle  Valves.  . 


$15.25 


COMPRESSION    BASIN   SUPPLY   AND  WASTE  FIXTURE 


A-402 


A-4  02  Combination  Fixture,  China  Index  Waste  and  China  Indexed  Valves. .  .  $14.25 
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WEIL'S    LAVATORY    TRIMMINGS  ^ 

COMPRESSION   BASIN  FAUCETS 

NO.  O.  NO.  1.  NO.  3. 

^}     .r^  ■% 

A-403  A-404  A-405 

A -4 03  Nickel  Plated,  Tee  Handle   Each  $0.60 

A -4 04  Nickel  Plated,  Cross  Handle    Each  0.75 

A-4  0  5  Nickel  Plated,  Cross  Handle  with  Stuffing  Box    Each  0.85 

NO.  5.  •  ".  NO.  6.  NO.  7. 


A-406  A-407  A-408 

A-406  Nickel  Plated,  Cross  Handle   Each  $1.10 

A-4  0  7  Nickel  Plated,  China  Index,  Short  Spout.   Each  1.00 

A-408  Nickel  Plated,  China  Index,  Long  Spout   Each  1.25 

./  NO.  8.  DOUBLE  BASIN.  BASIN  AND  SHAMPOO 


A  -  4  O  9  A  -  4  1  O  A  -  4  1  1 

A-4  0  9  Nickel  Plated,  Heavy  Pattern,  China  Index   Each  $1.80 

A-410  Nickel  Plated,  Double  Basin,  with  Jewel  Cup.   Each  7.00 

A-411  Nickel  Plated  Basin  and  Shampoo  with  Swinging  Hose  End   Each  9.25 

f 
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WEIL'S    LAVATORY  TRIMMINGS 

FULLER   BASIN  FAUCETS 


NO.  O.  CHINA   INDEX.  N  0 .  0 ,  C  H I  N  A  H  A  N  D  L  E  AND 

INDEX. 


A-41  2  A-41  3  A-414 

A-412  Nickel  Plated  Kach  $1.00 

A-41  3  Nickel  Plated,  China  Index                                                            Each  1.25 

A -1 1  4  Nickel  Plated,  China  Handle  and  Index                                          Each  1.60 

NO.   1.  NO.   2.  NO.  3. 


A  -  4  1  5  A  -  4  1  6  A  -  4  1  7 

A  -  4  1  5  Nickel  Plated  ;   Hach  $1.00 

A -4  16  Nickel  Plated   Each  1.15 

A  -  4  1  7  Nickel  Plated  ,   Each  1.75 

NO-  10.  NO.   10,   CHINA   INDEX.  NO.   10,   CHINA  HANDLE 

AND  INDEX. 

A  -  4  1  8  A  -  4  1  9  A  -  4  2  O 

A-4  18  Nickel  Plated   Each  $2.50 

A-41  9  Nickel  Plated,  China  Index     Each  2.90 

A-4 20  Nickel  Plated,  China  Handle  and  Index   Each  3.50 


1(K) 
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WEIUS  LAVATORY  TRIMMINGS 


FULLER    BASIN  FAUCETS 


NO.   12,   CHINA  INDEX 


A-421  A-422  A-423 

A  -  4  2  1  Nickel  Plated  Kach  $2.50 

A-422  Nickel  Plated,  China  Index   Each  2.90 

A-423  Nickel  Plated   Hach  2.80 

.  ^  -  If  with  China  Handle,  add,  Each  60c. 

NO.  14-  N0.14,CHINAmDEX  N0.14,CH1NAHANDLE 


A-424  A-42  5  A-426 

A-42  4  Nickel  Plated   Each  $2.45 

A-425  Nickel  Plated,  China  Index   Each  2.85 

A-426  Nickel  Plated,  China  Handle   Each  3.05 

N0.15,CH1NAHANDLE 
NO.  15  NO.  15,  CHINA  INDEX  AND  INDEX 


A - 4  2  7  A-428  A-429 

A -4 2 7  Nickel  Plated                                                                              Each  $2.50 

A-428  Nickel  Plated,  China  Index                                                          Each  2.90 

A-429  Nickel  Plated,  China  Handle  and  Index                                         Each  3.50 
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WEIL'S  LAVATORY  TRIMMINGS 

FULLER   BASIN  FAUCETS 

NO.  17  N  O.  1  9  NO.  1  9 

CHINA  HANDLE  CHINA   HANDLE  AND  INDEX 

A-4  3  0  A-43T  A-432 

A-430  Nickel  Plated.  China  Handle  '                                   Kach  $3.40 

A-4;U  Nickel  Plated                                                                                 Each  1.30 

A-4  32  Nickel  Plated,  China  Handle  and  Index                                          Each  1.90 

Add  for  China  Index  on  No.  19,  Each  25c. 

NO.  20,  DOUBLE  NO.  20,  DOUBLE    CHINA  HANDLES 


A-433  A-434 

A -4 33  Nickel  Plated,  Double   Each  $4.80 

A-434  Nickel  Plated,  Double,  China  Handles   Each  6.00 

NO.  21,  DOUBLE  BASIN  NO.  25,  DOUBLE  SHAMPOO 


A435  A-436 

A-435  Nickel  Plated,  Double  Basin  

A-436  Nickel  Plated,  Double  Shampoo  

Add  for  China  Handles,  Each  $1.20. 


Each  $7.75 
Each  8.50 
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WEIL'S    LAVATORY  TRIMMINGS 

FULLER   BASIN  FAUCETS 


BRACKET   BASIN  SWING    BRACKET    BASIN  SWING   BRACKET  SHAMPOO 


A-437  A-438  A  -  4  3  9 

A  -  4  3  7  Nickel  Plated  for  Iron  or  Lead  Pipe                                              Each  $2.25 

A-4  3  8  Nickel  Plated  for  Iron  or  Lead  Pipe                                                Each  2.50 

A  -  4  3  9  Nickel  Plated  for  Iron  or  Lead  Pipe                                                p:ach  3.00 


If  with  China  Handle  add  each  60c. 
A-438  and  A-439  can  be  furnished  Flanged  Female  at  same  prices. 
Above  Faucets  will  always  be  sent  Right  Hand  unless  ordered  otherwise 


BASIN  AND  DOUBLE  BASIN  BASIN  AND    \  DOUBLE  BASIN  AND 

SHAMPOO  AND  SHAMPOO  SHAMPOO  SHAMPOO 


A-440  A-441  A-442  A-443 

A  -  4  40  Nickel  Plated  Fuller  For  One  Basin  and  Shampoo   Each  $11.00 

If  with  China  Handles  add  to  above  list  $2.40. 
A-441  Nickel  Plated  Fuller  For  Two  Basins  and  Shampoo   Each  $13.50 


If  with  China  Handles  add  to  above  list  $3.00. 
A-442  Nickel  Plated  Compression  and  Fuller  For  One  Basin  and  vShampoo  Each    $12. 5() 

If  with  China  Handles  on  Fuller  Faucets  add  to  above  list  $1.20 
A  -  4  4  3  Nickel  Plated  Compression  and  Fuller  For  Two  Basins  and  Shami)oo  Iv'ich   i?i  r).{)() 

If  with  China  Handles  on  Fuller  Faucets  add  to  above  list  $1.80. 
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WEIL'S  LAVATORY  TRIMMINGS 


CROWN  PATTERN  DOHERTY  PATTERN  SPECIAL  PATTERN 


A-444  A-445  A -  446 

A -14  4  Nickel  Plated,  Crown  Pattern   Each  $2.25 

A-145  Nickel  Plated,  Doherty  Pattern    Bach  2.00 

A- 116  Nickel  Plated,  Weil's  Special  Pattern   Each     2 Jo 

GlELOW  PATTERN  GIELOW  CHINA  HANDLE  PORTER  PATTERN 


A-447  A-448  A-44  9 

A -11  7  Nickel  Plated,  Gielow  Pattern   Each  $2.25 

A-118  Nickel  Plated,  Gielow  Pattern,  China  Handle   Each  3.00 

A -11 9  Nickel  Plated,  Porter  Pattern   Each  2.25 

BOSTON  PATTERN  BOSTON  LOW  DOWN  BOSTON  CHINA  INDEXED 
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WEIUS    LAVATORY  TRIMMINGS 

BASIN  SUPPLIES  TO  FLOOR 


A -4  5  3  Nickel  Plated  with  Stop  _      [    Per  Pair  H.Iq 

A  -4  5  4  Nickel  Plated  with  Pipe  Air  Chamber   Per  Pair  a25 

A-455  Nickel  Plated  with  Pipe  Air  Chamber  and  Stop   Per  Pair  rx25 

A  -  4  5  6  Nickel  Plated  with  Bidb  Air  Chamber   Per  Pair  3.50 

A  -  4  5  7  Nickel  Plated  with  Bulb  Air  Chamber  and  Stop   Per  Pair  5^50 


BASIN   SUPPLIES  TO  WALL 


A-458  A-459  A-460  A-461 

A -4 58  Nickel  Plated  Plain  

A-459  Nickel  Plated  with  Stop  ..............[[ 

A-4  6  0  Nickel  Plated  with  Pipe  Air  Chamber  

A-4  61  Nickel  Plated  with  Pipe  Air  Chamber  and  Stop  

A-4  6  2  Nickel  Plated  with  Bulb  Air  Chamber  

■  "  Add  for  Stops  on  A-462  Per  Pair 


A  -  4  6  2 

Per  Pair  $1.75 
Per  Pair  3.75 
Per  Pair  3.25 
Per  Pair  5.25 
Per  Pair  3.50 
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WEIL'S  LAVATORY  TRIMMINGS 

CENTRIFUGAL  TRAPS 


A-463  A-4  64  A-465 

sizes     -         -         -         -         -         -         '      -   inches      ^  1% 

V  - 4  6  3  Nickel  Plated  to  Floor,  Plain  -   ^6.00 

A  - 1 6  4  Nickel  Plated  to  Wall,  Plain   ^ 

A-465  Nickel  Plated  to  Floor  with  Vent  •  -  * 

\-466  Nickel  Plated  to  Wall  with  Vent   "-I;^ 

Above  Traps  with  P.  O.  Plug,  extra  each  oUc. 

NON   SYPHONING  TRAPS 

RADCLIFFE  BOWER  PLAIN  BOWER  VENTED 


$8.00 

7.00 
9.75 
9.40 


2 

$12.50 
11.00 
15.25 
14.75 


BOWER  LEAD 


A  -  4  7  O 

BOWER  LEAD  "P" 


A-4  6  7 

A -4 6  7  Nickel 
A -4 6 8  Nickel 
A -4  6 9  Nickel 


Mzes 
A -4  7  0  Lead  ' 
A-4 7  0  Uad  ' 
A-470  Lead 
A -4  71  Lead 
A  -  4  7  1  Lead 
A  -  4  7  1  Lead 


size  - 
Lead  Cups . . 
Brass  Cups. 
Washers . . . , 


A-468  A-469 

Plated  1^  inch  Radcliffe  Non  Syphoning  Trap 
Plated  i'X  inch  Bower  Trap,  S.  or  P.  Plain. . 
Plated  1}(  inch  Bower  Trap,  S.  or  P.  Vented 
BOWER    LEAD  TRAPS 

-  inches 

Trap  wilh  Lead  Cup   Each 

Trap  with  Glass  Cup   Hach 

Trap  with  Brass  Cup   Rach 

Trap  with  Lead  Cup      Each 

Trap  with  Glass  Cup   Hacli 

Trap  with  Brass  Gup   Each 

BOWER   TRAP  PARTS 

11,^  \%  vSize    -       -        -  inches 

$0  40      $0.50       Glass  Cups   Each 

0  70  0.90  Nickel  Plated  Cups.  Each 
0  03        0.06       Balls   Each 


'vS" 

'P" 


70 
50 
90 
65 
45 
85 


inches 
Pvach 
Each 
Each 


$0.15 
0.80 
015 


$6.00 
4.40 
5.40 


$2.15 
1.90 
2.40 
2.05 
1.80 
2.30 


$0.25 
1.00 
0.20 
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WEIUS    LAVATORY  TRIMMINGS 

STANDARD   PATTERNS   BRASS  TRAPS 


P"  TRAP— PLAIN 


P"  TRAP— VENTED 


A  -47  2 


A-4  7  2  Nickel  Plated  Trap  to  Wall,  Plain 
A -4  7  3  Nickel  Plated  Trap  to  Wall,  Vented 


A  -  4  7  3 

inches  li^ 
 Bach  $2.00 


BAG  — PLAIN 


  Kach  2.50 

BAG— VENTED 


IK 

82.50 
3.50. 


A  -  4  7  4 


A  -  4  7  5 


^^^^      -------  -      .      .      -      .   inches  li/ 

^'aH  ^J^^Y^^  ^^^^^^  ^^^^^  ^^^P  to  Wall,  Plain  without  PIur  . .  .  P:ach  $2  25 
A  -4  7  5  Nickel  Plated  Offset  Trap  to  Wall,  Vented  without  Plug. .  Kach  2.75 

If  with  P.  O.  Plug,  add  50c. 

"S"-PLAIN  "S"-VENTED 


1% 

83.25 
3.75 


A-476  A-477 

Size 

A-476  Nickel  Plated  Trap  to  Floor,  Plain  "  "  "  "  "  -  ^"ches  IK 
A-477  Nickel  Plated  Trap  to  Floor,  Vented   *  * .' [[] .' ' .* [  [  [  ]  [ ,  2.50 


1% 
$3,00 
3.60 
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WEIL'S  LAVATORY  TRIMMINGS 

BRASS  TRAPS,  STANDARD  PATTERNS 

NO.  O    VENTED  TO  WALL         NO.  O    VENTEDTO  FLOOR  "FLASK"  VENTEDTOWALL 


A-478  A-479  A-480 

Nickel  Plated  No.  0  Trap  to  Wall,  Vented...   Bach  $4.50 

A-479  Nickel  Plated  No.  0  Trap  to  Floor,  Vented   Each  4.50 

A-480  Nickel  Plated  ''Flask"  Trap  to  Wall,  Vented   Each  4,50 

If  without  Vent,  deduct  50c.  '  ' 

"FLASK"  VENTED  TO  FLOOR  "SANITA"    TO  WALL  "SANITA"    TO  FLOOR 


A-  4  8  1  A  -  4  8  2  A  -  4  8  3 


A-481  Nickel  Plated  "Flask"  Trap  to  Floor,  Vented 

A-482  Nickel  Plated  "Sanita"  Trap  to  Wall.  

A-4  8  3  Nickel  Plated  "Sanita"  Trap  to  Floor  


Each  $4.50 
Each  7.00 
Each  7X0 
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WEIUS  LAVATORY  TRIMMINGS 


BASI  N  WASTES 


A-484  A-485 

A-4  8  4  Nickel  Plated  Ideal  Basin  Waste  with  China  Knob   Each  $4.00 

A-485  Nickel  Plated  Ideal  Basin  Waste  with  China  Index  Each  3.50 


A  -  4  8  6 


A  -  4  8  7 


A-488 


A-4  86  Nickel  Plated  Eclipse  Waste  with  Pop  Up  Plug.    Each  $4.00 

A -48 7  Nickel  Plated  Waste  for  Recess  Basin   p:ach  4.00 

A-4  8  8  Nickel  Plated  Waste  to  Floor  with  P,  O.  Plug   Each  1.50 
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WEIUS  LAVATORY  TRIMMINGS 


CONTINUOUS    WASTES   AND  TRAPS 


A  -  4  8  9   

Number  of  Basins      -      --      --      --       -       -  2  3 

Size  of  Run      ---------  1^  in.  1^  i". 

Size  of  Trap                                                            -       -  1%  in.  1%  in. 

A  -  4  8  9  Nickel  Plated   $7.00  $9.30 


4 

V4  in. 
VA  in. 

$11.65 


Number  of  Basins 
Size  of  Run 
Size  of  Trap 

-19  0  Nickel  Plated.  . . 


A  -  4  9  O 

3 

IVs  in. 
in. 


4 

VA  in. 
VA  in. 


5 

IVq  in. 
VA  ill. 


1^4  in. 
2  in. 


8 

VA  in. 
2  in. 


$10.75      $13.25      $15.75      $20.50  $25.50 


Number  of  Basins      -      -      -      -         4  6  8  10  12 

Size  of  Run      -----  IV^  in.  IVzin.  l^^  in.  2  in.  2  in. 

Size  of  Trap        .      .      -      .      -  l^^  in.  2  in.  2  in.  2  m.  2  in. 

A -191  Nickel  Plated   $11.50  $22.50  $28.00  $33.50  $39.00 
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A  -  5  O  G 


A-o  00  Illustrates  Weil's  "Avoca"  Enameled  all  over  "One  Piece"  Two  Basin  Lavatory 
set  on  two  Enameled  all  over  Pedestals;  fitted  with  four  Nickel  Plated  No  is 
China  Handle  and  Index  Fuller  Faucets.  China  Handle  Fuller  Combination 
Shampoo  Faucet  and  two  China  Knob  Ideal  Wastes. 


DIMENSIONS 
I^avatory  Top,  26x46  inches.  Bowls  14x  18  inches. 


.  PRICES 

A -500  Enameled  All  Over  as  described  

A -5 00  Enameled  All  Over  with  Pedestals  only. . 


$85.50 
55. (X) 


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  109 


WEIL  BROS.,  CHICAGO 


11] 


WEIL'S  BARBERS'  LAVATORIES 


THE  "UNIMAK' 


THE  "CROGAN' 


A-501  A-503 

A-501   THE  "UNIMAK" 

A-501  illustrates  Weil's  ''Unimak"  Enameled  Iron  Barbers'  Two  Basin  Lavatory  and 
Back  Integral  on  Wall  Hanger;  fitted  complete  with  China  Knob  Ideal  Wastes 
Nickel  Plated  China  Handle  Fuller  Shampoo  Faucets,  Nickel  Plated  No.  15 
China  Handle  and  Index  Fuller  Faucets,  Nickel  Plated  Special  Supplies  to  Wall 
and  Nickel  Plated  Cast  Brass  Flask  Pattern  Traps  to  Wall  with  Vents. 

D  I  M  K  N  vS  I  O  N  S    A  N  D    P  R  I  C  K  S 
I^avatory  Top,  22x38  inches.  Height  of  back,  12  inches 

Bowls,  12x15  inches. 

A-5  01  p:nameled  Exterior  complete  as  described   ^5?"7^ 

A-5  01  Enameled  Exterior  less  all  Trimmings   ^^-^ 

A. 50 2  Enameled  All  Over  complete  as  described.  .  . ,   ^^-^^ 

A -5  02  Enameled  All  Over  less  all  Trimmings   ^o. 


A-503    THE  "CROGAN" 

A-5  0;i  illustrates  WeiPs  "Crogan"  Enameled  Iron  Barbers'  Lavatory  and  Back  Integral 
on  Nickel  Plated  Cast  Brass  Brackets;  fitted  complete  with  Nickel  Shampoo 
Faucet  with  Hose  and  Sprinkler,  Nickel  Plated  No.  0  Fuller  Faucets  and  Nickel 
Plated  Cast  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONS    AND    PRICKS  - 

I^avatoryTop   --------      inches     18x24  20x24  22x27 

in^S     11^15  ^15  1^^15 

A-503  Enameled  Exterior  as  described   S26.00  S2^.50  $31.50 

A  -  5  0  4  Enameled  All  Over  as  described    28.7o  -5i).&U  ^4.ou 


For  other  styles  of  Lavatory  Trimmings,  see  pages  95  to  109. 
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A  -  5  O  5 


A-5  0  5  illustrates  Weil's  Two  Basin  Barbers'  Marble  Lavatory;  comprising  Italian  or 
Tennesee  Marble  Top,  Marble  Aprons  four  sides  14x17  Oval  P.  O.  Basins, 
Nickel  Plated  Fuller  Combination  Basin  and  Shampoo  Faucets  for  Two  Basins', 
Nickel  Plated  Offset  Legs  with  Apron  Supports,  Nickel  Plated  Supplies  to  Floor,' 
and  Nickel  Plated  No.  0  Traps  to  Floor  without  vents. 


DIMENSIONS    AND  PRICKS 

I^avatory  Top  24x48  inches.  Aprons  5  inch( 

Bowls  14x17  inches. 

A-505  Italian  or  Tennessee  Marble  complete  as  described  


For  other  styles  of  Lavatory  Trimmings  see  pages  95  to  109. 


$90.00 


1 
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WEIUS  SECTIONAL  LAVATORIES 

THE  "COLUMBIA" 


A  -  5  O  6 

A -5  0  6  illustrates  Weil's  * 'Columbia"  Enameled  Iron  Five  Section  Lavatory  with  separ- 
ate Backs,  on  Bracket  Legs;  fitted  with  Nickel  Plated  Doherty  Self  Closing 
Faucets. 

DIMENSION  SANDPRICES 

Lavatory  Top  (each  section)     --------   inches  1*^x20  18x24 

Height  of  Back                                                                        inches  lOYz  WiYz 

Size  of  Bowls       -----------   inches  11x14  12x15 

A -5 0  6  Enameled  Exterior  as  described   $75.00  185.00 

A  - 5  0  7  Enameled  All  Over  as  described   87.50  97.50 

Additional  Sections  Enameled  Exterior  with  Faucets,  Each  $15.00  $17.00 

Additional  Sections  Enameled  All  Over  with  Faucets,  Each  17.50  19.50 

If  without  Faucets,  deduct,  per  pair  $4.00. 
THE  "COLUMBIA" 


A  -  5  O  8 

A-5  0  8  illustrates  Weil's  "Columbia"  Enameled  Iron  Five  Section  Lavatory  with  sep- 
arate Backs  on  Brackets;  fitted  with  Nickel  Plated  Doherty  Self  Closing  Faucets. 

DIMENSIONS    AND  PRICES 

Lavatory  Top  (each  section)  -      -      -      -      -      -      -      -       inches    16x20  18x24 

Height  of  Back      -----------    inches     10^  10^ 

Size  of  Bowl  inches    11x14  12x1,5 

A-508  Enaiueled  Exterior  as  described   $70.00  $80.00 

A-509  Enameled  All  Over  as  described   82.50  92.50 

Additional  Sections  Enameled  Exterior  less  Faucets,  Each  $10.00  $12.00 
Additional  vSections  Enameled  All  Over  less  Faucets,  Each     12.50  14.50 

For  Continuous  Wastes  and  other  Lavatory  Trimmings  see  pages  95  to  109. 
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WEIL'S    SECTIONAL  LAVATORIES 


THE  "GARY" 


A  -  5  1  0 

A -5  10  illustrates  Weil's  ''Gary"  Enameled  Iron  Four  vSection  Square  Basin  Lavatory, 
with  Separate  Backs,  on  Brackets;  fitted  with  Nickel  Plated  Fuller  Faucets,  Gal- 
vanized Iron  Supplies  and  Loose  Key  Stops  and  Nickel  Plated  Continuous 
Waste  with  Trap  to  Floor  with  Vent. 

D  I  M  K  N  S  I  O  N  S    A  N  D     E  R  I  C  E  S 
I^avatory  Top  (each  section)  18x24  inches.  Height  of  Backs  inches. 

Bowls  12x15  inches. 

A  -  5  1 0  Enameled  Exterior  as  described.   $gQ  75 

If  without  Continuous  Waste  and  Trap  deduct  $13.25 
Additional  Sections,  complete  less  Waste  and  Trap,  Each  $17.50. 


THE  "D  A  c  I  A" 


A-5  1  2 

A-512  illustrates  Weil's  "Dacia"  E^nameled  Iron  Three  vSection  Sink  and  Lavatories 
combined  with  Separate  Backs,  on  Brackets;  fitted  with  Nickel  Plated  Gielow 
Basin  Faucets,  Sink  Bibbs  and  Continuous  Waste  with  Trap  to  Floor  with  Vent. 

DIMENSIONS   AND  PRICES 

I.ayatory  l\>p  (each  section                                                           i„ches  16x20  18x24 

Height  of  Backs                                                                        i„ches  12  p 

Size  of  Bowls                                                                                inches  HxU  12x1.^ 

Size  of  Sinks                                                                                inches  16x20  18x21 

A-5  12  Enameled  Exterior  as  described   $53.75  $59.75 

A  -  5 1  3  Enameled  All  Over  as  described                                       * *  61^25  68  25 

If  without  Faucets,  Waste  and  Trap  deduct  $23.75. 
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WEIL'S   SECTIONAL  LAVATORIES 


THE  "J  ASM  U  ND' 


A  -  5  1  4 

A -5  14  illustrates  WeiFs  "Jasmund"  Enameled  Iron  Three  Section  lender  Roll  Edge 
Lavatory,  with  vSeparate  Backs,  on  Brackets;  fitted  with  Nickel  Plated  Gielow 
Self  Closing  Faucets  and  Nickel  Plated  Continuous  Waste  and  Trap  to  Floor 
with  Vent. 

DIMENSIONS    A  NDPRICES 


I^avatory  Top  (each  section)  18x24  inches. 

Bowls  11x15  inches. 


Height  of  backs  12  inches. 


A  -  5  1 1  Enameled  Ivxterior  as  described    $66.25 

A  -  .")  1  5  Enameled  All  Over  as  described   73,75 

If  without  Continuous  Waste  Trap  and  Faucets,  deduct  $24.25. 
THE"JASMUND" 


A  -  5  1  6  ^ 

A -5 16  illustrates  Weil's  "Jasmund"  Enameled  Iron  Five  Section  Under  Roll  Edge 
Lavatory  for  Corner,  with  Separate  Backs  and  Left  Hand  End,  on  Brackets;  fit- 
ted with  Nickel  Plated  No.  0  Fuller  Faucets  and  Nickel  Plated  Cast  Brass  Traps 
to  Wall  with  Vents. 

DIMENSIONS    AND  PRICES 

I.avatory  Top  (each  section)  18x24  inches.  Height  of  Back,  12  inches. 

Bowls,  11x15  inches. 

A -  5 1  6  Enameled  Exterior  as  described.   $  95.00 

A  -  5  1  7  Enameled  All  Over  as  de.scribed     107.50 

If  without  Faucets  and  Traps,  deduct  $22.50. 

Additional  Inside  Sections  Enameled  Exterior  less  Faucets  and  Trap, . .  $14.00 
Additional  Inside  Sections  Enameled  All  Over  less  Faucets  and  Trap, .  .  16.50 
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WEIL'S  SECTIONAL  LAVATORIES 


THE  "LANARK' 


—    .             .                     -  J   

 — — Wil^^— — 

A-5  1  8 

A-518  illustrates  Weirs  "Lanark"  Knameled  Iron  Three  Section  Apron  Lavatory  will, 
Backs  and  End  (eadi  Section  Integral)  for  Corner,  on  Enameled  ifon  Bracl^lts 


DIMENSIONS  A  N  I>  PRICKS 
lyavatory  Top  {each  section)      -         .  _ 
Height  of  Backs  -         .  . 

Size  of  Bowls  -         -         .  ■  " 


inches 
inches 
inches 


18x24 

10 
11x15 


A-518  Enameled  Exterior  as  described.  •  «79  rn 

A  -  5  1  9  Enameled  All  Over  as  described  " *on  m 


Additional  Inside  Sections  Enameled  Exterior  less  Faucets  and  Traps 
Additional  Inside  vSections  Enameled  All  Over  less  Faucets  and  Traps 


If  without  Faucets  and  Traps,  deduct  $13.50. 
If  without  End  Piece,  18x24,  deduct  $3.50;  20x24.  deduct  H.OO. 


80.00 
18.50 
21.00 


20x24 

12 
11x15 

883.50 
91.75 
22.00 
24.75 


THE  "NUGAR' 


A  ■  5  2  0 

A-520  illustrates  Weil's  "Nu^ar"  Enameled  Iron  Three  Section  Apron  Lavatorv  with 
Separate  Backs,  on  Enameled  Iron  Brackets:  fitted  with  Nickel  PMe?  No  0 
Fuller  Faucets  and  Nickel  Plated  Cast  Brass  Traps  to  Wall  with  Vents 

DIMENSIONS  AND  PRICES 
Lavatory  Top,  (each  section)  18x24  inches.  Height  of  Back.  12  inches 

Bowls,  11x15  inches. 

A-520  Enameled  p:xterior  as  described  ^.^n 
A-5  2  1  Enameled  All  Over  as  described. . ..'.'/,'.'.'.'.[[[[[".',[[[[[['  g^*^ 
Additional  Sections  Enameled  Inside  less  Faucets  and  Traps «i  r 'r,n 
Additional  Sections  Enameled  All  Over  less  Faucets  and  Traps'. .* [[[]  is.'oo 
If  without  Faucets  and  Traps,  deduct  $13.50. 
If  with  End  Piece  for  Corner,  add  12.00. 
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WEIL'S    SECTIONAL  LAVATORIES 


THE  "S  A  LA  R  O' 


A  -  5  2  2 

\-522  illustrates  Weil's  "Salaro-  Enameled  Iron  Three  Section  Apron  ^avatories_au(l 
Sink  combined,  with  Separate  Backs  and  End  on  Enameled  Iron  Brackets ;  fitted 
with  Nickel  Plated  No.  0  Fuller  Faucets,  Nickel  Plated  Self  Closmg  Sink  Bibbs 
and  Nickel  Plated  Cast  Brass  Traps  to  Wall  with  Vents. 

D  I  M  K  N  S  I  O  N  S   AND   P  R  I  C  E  vS 

Height  of  Back    -      -      -      -                         .      .      -      ,          inches  llxU  12x15 

bize  of  Bowls  -  -  .  -  .  inches  16x20  18x24 
size  of  Sinks         .      -      -      -  - 

A-522  Enameled  Exterior  as  described   *oy.^U  *b4.ui 

A-523  Enameled  All  Over  as  described.     o/.uu  ^ii.ou 

If  without  Faucets  and  Traps  deduct  $15.50. 

THE  "SALARO" 


A-  5  2  4 

A.524  illustrates  Weil's  "vSalaro"  Enameled  Iron  Three  Section  Apron  Lavatories  and 
Sink  combined,  with  Separate  Backs  on  Enameled  Iron  Brackets;  fitted  with 
Nickel  Plated  No.  0  Fuller  Faucets,  Nickel  Plated  Self  Closing  Sink  Bibbs 
Nickel  Plated  Cast  Brass  Traps  with  Vents  to  Wall. 

DIMENSIONS   AND  PRICES 

lavatory -rop  (each  section)       -      -      -                                     ^  ''n' 

Height  of  Back         -----         ,      .      .      .      ,    inches  11x14  12x15 

Si2eSf  Shlk                                      -      -      -      -      -      '        inches  16x20  18x21 

A-5  2  4  Enameled  Exterior  as  described    ^57.50  S62.00 

A  -  5  2  5  Enameled  All  Over  as  described   ^^-"^  ^^-^^^ 

If  without  Faucets  and  Traps  deduct  $15.50 
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WEIUS   SECTIONAL  LAVATORIES 


A  -  5  2  6 


A-o  2  6  Illustrates  Weil's  -Warbeck-  Enameled  Iron  Ten  Basin  Sectional  Lavatory 
(each  single  section  cast  in  -One  Piece" )  Soap  Cup  cast  in  Slabs,  Patent  Over- 
flows, arranged  m  Five  Double  Sections,  with  Enameled  Connecting  Plates  on 
Double  Bracket  Legs;  fitted  with  Twenty  Nickel  Plated  Doherty  Self  Closing 
Faucets,  Double  Connected  Continuous  Waste  and  Trap  to  Floor'without  Vent- 

DIMENSIONS 

_  {^ach  single  section) 

I^avatory  Top,  16x20  inches.  Bowl,  11x15  inches. 

Ivavatory  Top,  18x24  inches.  Bowl.  12x15  inches. 

Connecting  Plates  adds  two  inches  to  width  of  double  section. 

PRICKS 

Size 

inches  16x20  18x21 

$193.50 

120.00 
218.50 


A 


526  Enameled  Exterior  as  described   $173  50 

A -5 2 6  Enameled  Exterior  with  Bracket  Legs  only    100.00 

A -5  2  7  Enameled  All  Over  as  described   198  50 

A -5  2  7  Enameled  All  Over  with  Bracket  Legs  oidy    125.00  145  00 

Additional  Double  Sections  Enameled  Exterior  with  Bracket  Legs  only  20.00  24^00 

Additional  Double  Sections  Enameled  All  Over  with  Bracket  Legs  only  25.00  29.00 
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WEIUS    SECTIONAL  LAVATORIES 


THE  "CARASCO' 


A-528 

A -5  2  8  illustrates  Weil's  "Carasco"  Enameled  Iron  Ten  Basin  Sectional  Apron  Lavatory 
Patent  Overflow,  each  single  section  cast  in  '*One  Piece",  with  Enameled 
Connecting  Plate,  on  Double  Bracket  Legs;  fitted  with  Twenty  Nickel  Plated 
Doherty  Self  Closing  Faucets,  Double  Connected  Continuous  Waste  and  Nickel 
Plated  S  Trap  without  Vent. 

DIM  KNvS  IONS 

(Each  vSiiigle  Section) 
Ivavatory  Top  18x24  inches.  Bowl  12x15  inches. 

Connecting  Plate  adds  two  inches  to  width  of  Double  Section 


PRICES 

Size      -                                             .      _      _                                             inches  18x24 

A-528  Enameled  Exterior  as  described   $228.50 

A-52  8  Enameled  Exterior  with  Bracket  Legs  only   155.00 

A-52  9  Enameled  All  Over  as  described   253.50 

A.-52  9  Enameled  All  Over  with  Bracket  Legs  only   180.00 

Additional  Sections  Enameled  Exterior  with  Bracket  Legs  only   31.00 

Additional  Sections  Enameled  All  Over  with  Bracket  Legs  only   36.00 
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WEIL'S  SECTIONAL  LAVATORIES 


THE  "ENFIELD' 


A-  530 


A -5 3  0  illustrates  Weil's  '^Enfield"  Enameled  Iron  Twelve  Basin  Sectional  Apron  Lava- 
tory (each  single  section  cast  in  '*One  Piece")  arranged  in  Six  Double  Sections, 
with  Enameled  Iron  Combined  Back  and  Vent  Pipe  Box,  on  Bracket  Legs;  fitted 
with  Twenty- Four  Nickel  Plated  No.  0  Fuller  Faucets. 


DIMENSIONvS 
(Each  single  section) 


I^avatory  Top,  16x20  inches. 
I^avatory  Top,  18x24  inches. 


Bowl,  12x15  inches. 
Bowl,  12x15  inches. 


PRICES 

'  '         {Traps  and  Waste  Connections  not  inclnded) 

Size       -      .      -      -                                                                inches  16x20  18x24 

A-530  Enameled  Exterior  as  described   S228.00  S246.00 

A  -  5  3 1  Enameled  All  Over  as  described   252.00  276.00 

Additional  Double  Sections  Enameled  Exterior  less  Faucets  34.00  87.00 

Additional  Double  Sections  Enameled  All  Over  less  Faucets  38.00  42.00 
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WEIUS    SECTIONAL  LAVATORIES 


THE  "FRANKLIN" 


A-  5  3  2 

A -5  8  2  illustrates  Weils  '*Fratikliti"  Euatneled  Iron  Eight  Basin  Sectional  Apron  I^ava- 
tory,  (each  section  cast  in  "One  Piece"),  Roll  Rim  all  sides  on  Double  Bracket 
Legs;  fitted  with  Sixteen  Nickel  Plated  No.  0  Fidler  Faucets,  Eight  Nickel 
Plated  '*Etna"  Wastes,  Double  Connected  Nickel  Plated  Continuous  Waste  and 
Enameled  Drum  Trap. 

DIMENSIONS  -^--^  . 

(Each  Single  Section) 

I^avatory  Top  18x24  inches.  Bowl  12x15  inches.  ^ 

I^avatory  Top  20x24  inches.  Bowl  12x15  inches. 

I^avatory  Top  21^2 X -7  inches.  Bowl  13x17  inches. 

I^avatory  Top  21^x30  inches.  Bowl  13x19  inches. 


PRICES 

Size         ------      inches         18x24  20x24  21i^x27  21}^x30 

A-532  Knameled  Exterior  as  described. ...     $198.50  $206.50  $239.75  $263.75 

A  - 5  3  2  Knameled  Exterior  with  Legs  only .       138.00  146.(X)  179.25  199.25 

A  -5  3  3  Enameled  All  Over  as  described ....       229.50  289.50  274.75  302.75 

A -5  3 3  Enameled  All  Over  with  Legs  only.       169  00  179.00  214.25  238.25 
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WEIUS  SECTIONAL  LAVATORIES 

T  H  E  "PAS  I G" 


A  -  5  3  4 


A-5  3  4  illustrates  Weil's -Pasig- Enameled  Iron  Two  Section  Lavatory  with  Separate 
Backs  and  End  Piece  for  Corner,  on  Brackets  ^  i^eparate 


lyavatory  Top, 
Height  of  Back 
Size  of  Bowls 


Corner,  on  Brackets. 

DIMENSIONS    AND  PRICKS 


A-534  Enameled  Exterior  as  described   ;  

Additional  Sections  with  one  Bracket  

If  without  End  Piece,  deduct  $2.00. 
If  with  Legs  instead  of  Brackets,  add  for  each  50c. 


inches  16x20 
inches  10^4 
inches  11x14 

  $22.00 

  10.00 


]Sx24 
12x15 

$26.00 
12.00 


THE  "LA  R  1ST  A  N' 


A  -  5  3  5 


A-o3o  ^lustrates  Weil's  'Laristan"  Enameled  Iron  Two  Section  Lavatory  with  Lipped 
Bowls  and  Separate  Backs,  on  Brackets;  fitted  with  Two  Only  NickerP  ate^No 
16  Puller  Faucets,  Galvanized  Iron  Waste  Pipe  and  Cast  iass  to  F 


I^avatory  Top 
Height  of  Back 
Size  of  Bowls 


D  I  M  I<:  N  S  I  O  N  S    AND  TRICKS 


A -5 3 5  Plnameled  Exterior  as  described. 


inches  16x20 

inches  l()i4 

inches  11x14 

  j?a3.oo 


18x24 

my. 

12x15 
$37.00: 
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WEIUS  ENAMELED  IRON  WASH  SINKS 


I  A  -  5  3  6 

L-53  6  illustrates  WeiVs  Extra  Wide  Pattern  Roll  Rim  Three  Section  Wash  Sink  with 
15  inch  Backs,  set  on  Iron  Legs;  fitted  with  Finished  Compression  Faucets, 
1)4  inch  Waste  Plug  and  Coupling. 

D  I  M  K  N  vS  I  O  N  vS    A  N  I)    P  R  I  C  E  S 
I^engtli,  9  feet  (each  section  3  feet) 


L-536  As  described   $50.50 

Additional  Sections,  3  feet  long   18.50 


width,  24  inches. 

Painted      Galvanized  Enameled 

$83.50  $89.50 

29.50  31.50 


A-5  3  7 

A-5  3  7  illustrates  W^eil's  Enameled  Iron  "One  Piece"  Wash  Sink,  wdth  12  inch  Separ- 
ate Back,  set  on  Iron  Brackets;  fitted  with  Finished  Compression  Faucets,  Loose 
Key  Stop,  Galvanized  Supply  Pipe,  Soap  Cup,  OverHow  Connection  and  1% 

I  inch  Rough  Brass  Trap  with  Vent. 

[  DIMENSIONSANUPRICES 

I^ength         -----     inches      30  36  48  60  72 

Nnmber  of  Fancets      -----       2  2  3  4  5 

A  -  :^  3  7  As  described   $25.25    $28.00    $36.25    $44.75  $53.15 

It  without  Stop  Cock,  deduct  $1.20;  If  without  Trap,  deduct  $4.50;  If  without  Supply 
iMpe,  deduct  for  each  Faucet  Opening  iii^l.75;    If  without  Faucets,  deduct  for  each  $1.25, 
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WEIL'S    ENAMELED    IRON    WASH  SINKS 


^  A  -  5  3  8 

A-03  8  Illustrates  Weil's  Enameled  Iron  vSectional  Wash  Sink.  15  teet  long  fin  Three  : 

F^H^^rr  'S"^  ^^'^       ^"  P^^^^^^l  Brackets;  fitted  whL 

CrT  n  ^^^P^,^^^i°"  Faucets  Loose  Key  Stop,  Galvanized  Supply  Pipe  Soa^ 
Cups,  Overflow  Connection  and  V/,  inch  Brass  Trap  with  Vent.  ^ 

DIMENSIONS  AND  PRICES 
I.ength  15  feet.      width  over  all  18  inches.      Width  inside  U  i 


.  ^     ^  ^  inches.       Depth  at  outlet  8 

.    ro  o                         Height  of  back  12  inches.      Depth  of  back  2  inches 
A  -  o 8  Complete  as  described  


lycngth 
Price  


Sink  with  Back,  Soap  Cups  and  Brackets  only. 

5  8  10  12  15  18 

$29.00   S45.20      $56.00   $67.80   $85.00  $101.20 


20 

$113.00 


;  inches. 


$108.7; 


S141.25 


A  -  5  3  9 

A-539  i""f'-«tes  Weil's  Enameled  Iron  Sectional  Wash  Sink,  15  feet  long  (in  Three 
5  Ft.  sect  ons),  with  12  inch  Back,  set  on  Painted  Iron  Brackets  witl  Twelve 
Nickel  Plated  Brass  Spouts,  Loose  Key  Compression  FaucerLoose  Lv  Ston 
Galvanized  Supply  Pipe  and  IJ^  inch  Brass  Trap  with  Vent.  '  ' 

DIMKNSIONS   AND  PRICKS 

" :  c  \ - 

A-539  Complete  as  described  

^.  .      .  '  *  '   olJ l.oU 

Sink  with  Back,  Soap  Cups,  and  Brackets  only 
Length      .      .   Keet         5  s  1„  ,2  ,5  ,„ 

^"^^    -  ,   «27.0O   $43.20   $54.00   $64.80   $81.00  97.20  $108.00   8135  00 

Extra  Spouts  75c.,  Faucets  $1.25,  Loose  Key  Stop  $1.25,  Brass  Trao  $4.50. 
Supply  Pipe  with  Brass  Tee  for  each  Faucet  $1.75. 
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WEIL'S  ENAMELED   IRON   WASH  SINKS 


A-540 


-54  0  illustrates  Weil's  Knameled  Iron  Roll  Rim  Sectional  Wash  Sink  for  Outside 
Corner  with  Separate  Backs,  Three  5  Ft.  Straight  and  One  4  Ft.  Corner 
Sections,  Overflow  and  Waste  in  Corner  Section,  on  Painted  Iron  Bracket  Legs; 
fitted  with  Nine  Nickel  Plated  Compression  Faucets,  Soap  Cups  and  Brass  Trap 
to  Floor  with  Vent. 

DIMENSIONS    AND    PRICES  ' 
Width  Over  All  18  inches.  Width  Inside.  14  inches.  Depth  at  Outlet,  S%  mches. 

Height  of  Back,  12  inches.  Depth  of  Back,  2%  inches. 

L-54  0  As  described     nn 

-  n  4  0  Less  Faucets  and  Trap   llZ.Ou 

Additional  Straight  Sections  less  Faucets  and  Trap  $29.00. 


A-54  1 

L-541  illustrates  Weil's  Enameled  Iron  Roll  Rim  Sectional  Wash  Sink  for  Inside  Cor- 
ner with  vSeparate  Backs,  Three  5  Ft.  Straight  and  One  4  Ft.  Corner 
Sections,  Overflow  and  Waste  in  Corner  Section,  on  Painted  Iron  Bracket  Legs; 
fitted  with  Nickel  Plated  Compression  Faucets,  Soap  Cups  and  Brass  Trap  to 
Floor  with  Vent. 

DIMENSIONS   AND  PRICES 
Width  Over  All,  18  inches.  Width  Inside,  14  inches.  Depth  at  Outlet,  8K  inches. 

Height  of  Back,  12  inches.  Depth  of  Back,  2%  inches. 

A  -  5  4 1  As  described   ^l?I  m 

A  -  5  4 1  Less  Faucets  and  Trap   112.00 

Additional  Straight  Sections  less  Faucets  and  Trap  $29.00, 
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WEIL'S  ENAMELED   IRON   WASH  SINKS 


A  -  5  4  2 


A- 54  2  Illustrates  Weil's  Enatneled  Iron  Roll  Rim  Double  Wash  Sink,  15  feet  Ion? 

{Fhree  o  Ft.  Double  Sections),  on  Painted  Iron  Legs  and  Braces ;  fitted  with 
Enameled  Iron  Connecting  Strip,  Six  Special  Compression  Double  Faucets, 
Ihree  Enameled  Soap  Cups,  Overflow  Connection  to  center  Outlet. 

BIME;n  SIGNS     AND      I'  RICKS 


Width  over  all  38  inches.      .Width  inside  each  section  It  inches 
Depth  at  outlet  8%  inches. 


IvCngth  15  feet. 

A  -  5  4  2  Complete  as  described,  15  feet  long   g;l77  fio 

Other  Sizes  Double  Sink  less  Faucets. 
I^ength  Feet         5  8  10  12  15  18  )  ■>5 

  ^^^>2.00   $83.00   $102.00   $120.00   $147.00   $174.00    $192.00  $237.00 

For  Double  Faucets  as  shown,  each  $5.00. 


A  -  5  4  3 

A -5 4 3  illustrates  WeiPs  Enameled  Iron  Roll  Rim  Double  Sectional  Wash  Sink  {One 
Piece  Sections)  on  Painted  Iron  Legs  and  Braces;  fitted  complete  with  Brass 
Supply  Pipe,  vSupportmg  Brackets  for  same.  Compression  Faucets,  Loose  Key 
Stop,  Galvanized  Soap  Cups,  Standing  Overflow  to  center  Outlet  and  Painted 
Iron  Trap  to  Floor  with  Trap  Screw. 

DIMENSIONS     AND  PRICES 
Width;  24  inches.  Depth  at  Outlet,  8  inches. 

•       Length      -      Feet  5  6  8  10  y?  14  10  is 

No.  of  Faucets   -   -  6  8  12  14  IB  18  21) 

A-543  As  described. . . .    $61.00  $73.00  $97.00  $114.00  $126.00  $142  00  $161  00  $18000 
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PLUMBERS'  MARBLE  SLABS 


SUPERFICIAL  CONTENTS 


SINGLE  BACK 


A-544 


A-54  5 


CORNER 


Slabs.  inches       18x18  19xlU  20x20 

Backs  8  in   4ft.  Ilin.  5ft.  4in.  5Ft.  9in. 

Backs  11)  in   5ft.   5in.  5ft.  lOin.  6fL.  4in. 

Backs  12  in    6ft.  (Hn.  6ft.   5in.  6ft.  Ilin. 

Backs  14  in   6ft.  6in.  7ft.  Oin.  7ft.  6in. 


SINGLE  BACK 


Slabs    .  inches 
Backs  8  in . . . 
Backs  lU  in  . . . 
Backs  12  in  . . . 
Backs  14  in  . . . 


19x24 
5ft.  3in. 
5ft.  7in. 
6ft.  Oin. 
6ft.  4in. 


20x24 
5ft.  3in. 
5ft.  lOin. 
6ft.  2in. 
6ft.  6in. 


20x26 
5ft.  lUin. 
6ft.  l-\in, 
6ft.  Sin. 
7ft.  Oin. 


20x28 
6ft.  Sin. 
6ft.  8in. 
7ft.  lin. 
7ft.  6in. 


20x30 
6ft.  8in. 
7ft.  2in. 
7ft.  7in. 
8ft.  Oin. 


21x21 
6ft.  2in. 
6ft.  9in. 
7ft.  4in. 
8ft.  Oin. 


22x28 
6ft.  8in. 
7ft.  lin, 
7ft.  6in. 
7ft.  Ilin. 


22x22 
6ft.  7in. 
7ft.  Sin. 
7ft.  lOin. 
8ft.  6in. 


22xSO 
7ft.  lin. 
7ft.  7in. 
8ft.  Oin. 
8ft.  6in. 


24x24 
7ft.  6in. 
8ft.  2in. 
8ft.  Ilin. 
9ft.  7in. 


22x36 
8ft.  6in. 
9ft.  Oin. 
9ft.  6in. 
lOft.  Oin. 


BACK  AND  RIGHT-HAND  END 


BACK  AND  LEFT-HAND  END 


A  -  5  4  6 


A  -  5  4  7 


BACK  AND   RIGHT   OR   LEFT   HAND  END 


flabs. .  .inches 
^acks  8  in  ... 

lacks  10  in  

^acks  12  in  

acks  14  in  


19x24 
6ft.  4in. 
6ft.  Ilin. 
7ft.  7in. 
8ft.  2in. 


20x24 
6ft.  7in. 
7ft.  2in. 
7ft.  lOin. 
8ft.  Oin. 


20x26 
7ft.  Oin. 
7ft.  Sin. 
8ft.  lin. 
9ft.  Oin. 


20x28 
7ft.  Sin. 
8ft.  lin. 
8ft.  9tn. 


20x30 
7ft,  lOin. 
Sft.  6in. 
9ft.  Sin 


9ft.   6in.    10ft.  Oin. 


22x28 
7ft.  Ilin. 
Sft.  Sin. 
9ft.  4in. 
10ft.  lin. 


22x30 
Sft.  lin. 


22xS6 
9ft.  8in. 


9ft.  lin.  10ft.  6in. 
9ft.  lOin.  lift.  4in. 
10ft.   7in.    12ft.  2in. 


SINGLE   BACK  WITH   5-INCH   APRONS,   FRONT  AND  ENDS 


iabs. .  .inches 

&cks  8  in  

acks  10  in  — 
acks  12  in  — 
tacks  14  in  


22x36 


19x21  20x24         20x26  20x28  20x30         22x28  22x30 

7ft.  Ilin.  Sft.  2in.  Sft.  Sin.  9ft.  2in.     9ft.  Sin.  9ft.  9in.  10ft.  4in.  lift  Ilin 

Sft.  Sin.  Sft.  6in.  9ft.   lin.  9ft.   7in.  10ft.  2in.  10ft.  2in.  10ft.  9in.  I2ft.  5in. 

Sft.  Sin.  Sft.  Ilin.  Oft.  6in.  lOft.  Oin.  10ft.   7in.  10ft.   7in.  lift.  2in.  12ft.  Ilin. 

9ft.   Oin.  9ft.  Sin.  9ft.  lOin.  10ft.   Sin.  lift.   Oin.  lift.   Oin.  lift.   Sin.  ISft.  5in. 


BACK   AND   RIGHT  OR    LEFT   HAND   END,   WITH    5-INCH  APRONS, 

FRONT  AND  END 


lal)s. .  .inches 
tack s  Sin  — 

lacks  10  in  

lacks  12  in  

acks  14  in  — 


19x24 
Sft.  2in. 
Sft.  9in. 
9ft.  Oin 


20x24 
Sft.  Sin 
Oft.  lin 
9ft.  Sin 


20x26 
Sft.  Itin. 
9ft.  7in. 
10ft.  Sin. 


20x28 
Oft.  Sin. 
10ft.  lin. 
10ft.  lOin. 


20xS0 
9ft.  Ilin. 
10ft.  Sin. 
lift.  lin. 


iJl  L.       tJlJl.  JFl  I.      Om.        JUIL.       tJlll.        lV/»  I.     lUiU.        JilL.  till. 

10ft.  Oin.    10ft.  4in.    10ft.  Ilin.    lift.  6in.    I2ft.  lin 


22x28 
10ft.  Oin. 
10ft.  9In. 
lift.  Oin. 
12ft.  2tn. 


22x30  22x36 

lOft.   7in.  12ft.  2in. 

lift.  4in.  13ft.  Oin. 

12ft.   lin.  ISft.  lOin. 

12ft.  lOin.  Uft.  Siu. 
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LAVATORY    BASINS,  EARTHENWARE 


ROUND,   NO  OVERFLOW 


ROUND, 
COMMON  OVERFLOW 


ROUND,  PATENT  OVERFLOW 
FOR  METAL  PLUG 


A- 548                         A-549  A-550 

Outside  Measure      -      -      inches      12  13               14               15  \\] 

A-5i8  Each                                                  $1.00  $1.00       $1.00       $1.50  $2.(X) 

A-5  49  Each                                                   1.00  1.00        1.00        1.50  2(m 

A-550  Each                                                 1.25  1.25        1.25        2.00  2m 

FLOW^fVrVJbBER^pIug                                   OVERFLOW  OVAL.  COMMON  OVERFLOW 


A-55T  A-55  2  A-553 

Outside  Measure      .      .      .      -   inches        12  13  14  15  16 

A-551  Each    $1.50      $1.50  $1.50  $2.50  m.W 

Outside  Measure      -  .......    i„ches  14x17  15x19  16x21 

A-5  5  2  Each    $2.50  $3-50  S4.50 

A  -  5  5  3  Each   2.50  3.50  4.50 

OVA  L  PATENT  OVERFLOW        O  V  A  L  P  A  T  E  N  T  O  V  E  R  FL  O  W  SQUARE  BASIN 
FOR    METAL   PLUG                      FOR    RUBBER  PLUG 


A  -  5  5  4                        A-555  A-556 

Outside  Measure      ^      .......      .  inches  14x17  15x19 

A-55  4  Each   $3.00  $4.00 

A-5  5  5  Each    3.50  4.50 

A-556  P.  O.  Rubber  Plug  Each   6.00  7.00 

A -5  5  7  vSquare  Basin,  P.  O.  Metal  Plug  Each    5.50  6.a) 

A  -  5  5  7  3^  Square  Basin,  Com.  Overflow  Each   5.00  6.00 

A-55  8  Square  Bashi,  No  Overflow  Each    5. a)  6.00 


16x21 
$5.(X) 

5.r)h 


Add  for  Embossing.  Round,  Oval  or  Square,  Each  $1.00 
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LAVATORY    BASINS,  EARTHENWARE 


rRAIGHT  BACK  OVAL  Rrr>rcf=  r^^r  ,  . 

NO  OVERFLOW  RECESS  OVAL,  NO  O.yER- 

FLOW 


COLUMBIAN  PATTERN 


"""^^^                           A-5  60  A-561 

Outside  Measure 

5  5  9..                                               "      "      '      "   inches  14x17  15x19 

5  6  0   [  ]  [  ]  [  '   Each  $4.50  $5.50 

Outside  Measure                                                   '   ^^^^^     ^'^^  6.00 

5  6  1                                                         "      '      "      "    incites  14x17  14x19 

  Each  $6.00  $6,50 

LAVATORY    BASINS,    ENAMELED  IRON 

RECESS  OVAL,  NO  OVERFLOW 

COLUMBIAN  PATTERN 


A -5  6  2 

Outside  Measure 


A  -  5  6  4 


>  6  4  Columbian  Pattern,  Enameled  Inside  .  .  .  .  "      '      "      "      "    '"'"^'^  It'"'' 

y^o  Coltmibian  Pattern,  Enameled  All  Over  .  .  .  .'.V.V.'. Yof) 

OVAL,  PATENT  OVERFLOW 

VLKFLOW  ROUND,  PATENT  OVERFLOW 


A  -  5  6  6  '  .     _  ^  „ 

Outside  Measure       -  A\  -  •>  6  8 

For  No  Overflow  Enameled  ^ouZ'bZ'^  IlZr2%^r^^^^ 
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WEIUS    BATH    ROOM  FURNISHINGS 


TOWEL  RACKS,  SHELVES,  ETC. 


A  -  5  7  0 

Length 


inches 


5  7  0  %  inch  Bar  Nickel  Plated. 

5  7  0  1/2  inch  Bar  Nickel  Plated . 

5  7  1  %  inch  Bar  Nickel  Plated . 

5  7  1  inch  Bar  Nickel  Plated . 


18 

Each  $  .55 
Each  .70 
Each  .85 
Each  1.05 


A 

Length 


5  7  2 


inches 


A  -  5  7  1  ^ 

21            24            30  36 

$  .65    %  .70    %  .80  %  .95 

75        .80       .95  1.05 

90      1.00      1.15  1.25 

1  10      1.20      1.30  1.50 


20 


5  7  2  1/2  inch  Bar  Nickel  Plated  •  -  •  Each  $2.00 

5  7  3  %  inch  Bars  Nickel  Plated   Each  d.lU 


-573 

26  30 

$2.15  $2.25 
3.45  3.75 


36 
$2,45 
4.10 


S6 

$5.95 


A-574  A-575 

Length        -----       i"^!^^^  ^0  26  30 

-  5  7  4  y.  inch  Bars  Nickel  Plated   Each  $4.10    $4.70  $5.30 

A-575    SWINGING    BAR,   16   INCHES  LONG 

7  K  3/  \r.A^  Q^nalp  Bar  Each  $1  25  ;  Two  Bar  Each  $1.60 ;  Three  Bar  Each  $1.8i 
"-  5  7  5  1  inch  Sing  laJ  Eaci:  $\.65  \  Two  Bar  Each  $2.35  ;  Three  Bar  Each  $2.80 


5  7  6 


A 

Length 
5  7  6  %  inch  Nickel 
■  5  7  7  %  inch  Nickel 


5  7  7 


A 

inches  20 

Plated  Roller  Bar,  Adjustable   Each  $2.20 

Plated  Roller  Bar  with  Lock  


Each  4.40 


2* 

$2.59 
4.10 


A'5  7  8  A-5  79 

Length        -------        inches              20           26  30 

5  7  8  Nickel  Plated  5  Bar  Shelf                                Each  $3.45  $4,10  $479, 

•  5  7  9  Nickel  Plated  5  Bar  Shelf  and  Rack               Each    4.40  5.00  5.60 
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WEIL'S  BATH  ROOM  FURNISHINGS 


TOWEL  RACKS.  SHELVES,  ETC. 


A-580  A-581 

I^ength                                                              inches                 20          24  30  36 

A-5  8  0   1  inch  Crystal  Glass  Bar,  Ball  Ends   Each  $6.00   $6.25  $6.60  $7.00 

A-08I    1  inch  Crystal  Glass  Bar,  Cut  Glass  Ends  . .  Each    8.50     8-75  9.00  9.40 


A-582  A-583 

A-582  ^8  inch  Plate  Glass  Shelf  24x5  inches,  with  Nickel  Plated  Brackets.  Each  $6,25 
A-583  ^  inch  Plate  Glass  Shelf  with  24x5  inches  Rack,  and  Nickel  Plated 

Brackets   Each  7.25 


5  8  4 


A-584  A-586 

I,ength  inches  18  20 

1  inch  Nickel  Plated  Brass  Hand  Rail   Each    $3.80  $4.00 

1  inch  Crystal  Glass  Hand  Rail   Each     4.40  4.70 

1  inch  Opaline  Hand  Rail   Each     4.70  5.00 


24 

$4.35 
5.00 
5.30 


30 

$4.70 
5.30 
5.60 


A-587  A-588  A-589 

A-587  Nickel  Plated  Comb  and  Brush  Holder  Size  5x11  inches  Each  $2.20 

A-5  8  8  Nickel  Plated  Comb  and  Brush  Holder  Size  33/xlO  inches   Each  2.00 

A-5  8  9  Nickel  Plated  Comb  and  Brush  Holder  Size  5x9  inches   Each  3.40 


A- 590  A-591  A-592 

A-5 90  Nickel  Plated   Sponge  Holder  to  hang  on  Tub    Rim  Size  5)^x9 >^ 

inches   Each  $1.15 

A-591  Nickel  Plated  Sponge  and  Soap  Holder  Size  5^^x11  inches   Each  2.00 

A-592  Nickel  Plated  Sponge  Holder  for  Wall  Size  1%  inches    Each  1.40 
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WEIL  BROS.,  CHICAGO 


WEIUS    BATH    ROOM  FURNISHINGS 

ROBE   HOOKS,  TOILET  PAPER    HOLDERS,  ETC. 


A-593  A-594  A-595  A-596 

Numbers  A -59  J         A-594         A.595  A-W> 

Nickel  Plated  Robe  Hooks   Each    $  M)       $  .60       S  .95      S  .85 


.      A-597  A-598  A -5  99  A-600 

Nmnbers  A-597  A-598         A-^m  A-tiO() 

Nickel  Plated  Toilet  Paper  Holders   Each    $.40       S  .65       $1.05  $3.75 


A-601             A-602                     A-603  A-604 

A  -  601  Nickel  Plated  Toilet  Paper  Holder  for  4>^x  7  inch  Sheets   P:ach  $1.85 

A-601  Nickel  Plated  Toilet  Paper  Holder  for          '4  inch  Sheets   Each  3.10 

A-602  Nickel  Plated  Toilet  Paper  Holder  for  ^Yz^lH  inch  Sheets   Each  7.r>0 

A- 6  03  Canvas  Bath  Seat  with  Nickel  Plated  Clamps   Each  2.00 

A-604  Oak  Bath  Seat  Hand  Polished  with  Nickel  Plated  Clamps   P^ach  1.50 

A-604  White  Enameled  Wood  Hand  Polished  with  Nickel  Plated  Clamps  Each  3,75 


A -6  05  A-606 

A  -  6  05  Nickel  Plated  Towel  Basket  10)^18  inches                                     Each  $10.50 

A -60 5  Nickel  Plated  Towel  Basket  12x20  inches                                      Each  12.00 

A-  G  0  6  Columbus  Cork  Bath  Mat  18x32  inches                                         Each  5.00 
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WEIL'S    BATH    ROOM  FURNISHINGS 

SOAP   DISHES,   TUMBLER    HOLDERS,  ETC. 


A-607  A-608  A-609 

A-607  Nickel  Plated  Cast  Brass  Soap  Dish  for  Bath  Rim  Size  2^^^^  inches  Each  $1.25 
A-608  Nickel  Plated  Brass  Rod  Soap  Dish  for  Bath  Rim  Size  4x5  inches. .  Each  1.20 
A-609  Nickel  Plated  Cast  Brass  Soap  Dish  for  Bath  Rim  Size  3^x5  inches  Each  1.00 
A-6  1 0  Same  as  Above  but  with  Loose  China  Soap  Dish  ,   Each  2.00 


A-611  A-612  A-613 


A-6  11  Nickel  Plated  Stamped  Brass  Dish  for  Wall   Each    $  .30 

A-612  Nickel  Plated  Stamped  Brass  Dish  for  Corner.   Each  .35 

A-613  Nickel  Plated  Cast  Brass  Soap  Dish  Loose  Tray  Size  4x5>^  inches  Each  1.80 


A-614  A-615  A-616 

A -6 14  Nickel  Plated  Cast  Brass  Soap  Dish  Size  3x4 inches                       Each  $1.05 

A-615  Nickel  Plated  Soap  Dish,  Loose  Brass  Trav,  Size  4x5  inches  . .    Each  1.80 

A-615  Nickel  Plated  Soap  Dish,  Loose  Brass  Trav,  Size  3x41^  inches          Each  1.50 

A-616  Nickel  Plated  Soap  Dish,  Loose  China  TraV,  Size  ix^U  inches          Each  2.00 


A-618  A-619  A - 6  2  O 


.  A-618  Nickel  Plated  Tumbler  Holder   

i  A>6in  Nickel  Plated  Tumbler  Holder  

A -62  0  Nickel  Plated  Mug  Holder  and  China  Mug 


Each  $  .95 
p:ach  1.25 
Each  3.00 
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WEIL'S    BATH    ROOM  FURNISHINGS 

TOOTH    BRUSH    HOLDERS.  ETC. 


A-621  A-622  A -623 

A  -621  Nickel  Plated  Holder  with  China  Soap  Dish  and  China  Tooth  Brush 

A-622  N^^ej  pfate^i  'Hald^e^'  i^ina  Too^ii' Bn^sli  Vase  "and'  'ciass  ^^'^ 

1  um bier   ^    ,  ^  _ 

A-623  Nickel  Plated^^^^  China'Soap  Dbh;  China  Tooth  Bmsii  ' 

Vase,  China  Mug  and  Glass  Tumbler   Kach  11.25 


^■®24  A -6  25  A626 

1  l^^^hler  Holder  and  Tooth  Brush  Rack   Each    $2  20 

A-6  25  Nickel  Plated  Tooth  Brush  Rack  S  tf- 

A-626  Nickel  Plated  Tooth  Brush  Rack  ami  Tumbie;Hoider\:::::"::^  Each 


A-627  A-628  A-629 

-6  27  Nickel  Plated  Tooth  Brush  Rack  and  Soap  Dish                             Each  SI  90 

ill  xr^'^l  ll^l^^  ^^^P  ^'^^  ^"<i  Tumbler  Holder:  Kach  SJO 
■6  2  9  Nickel  Plated  ToothBrush  Rack,  Mug,  Tumbler  Holder  and  Soap 

Dish                                                                                                                                          t:^      I.  ^  OA 

  Each  0.30 


A-6  3  3 


A  -  6  3  4 


A -630         A-631  A-632 

o  ?  S^S^^^  ^^^^^'^  ^^^^li  ^^^^^e^-  and  Receptacle. . .   Each 

S'S^^^  ^'J^^^'^  ^^^'^^^         Holder  and  Receptacle   Each 

^aoo  S^cke  Plated  Match  Holder  and  Receptacle   Each 

^Ipo  a  2'*"^^      ""^^^  ^^1^^^^  a"f^  Match  Scratch   Each 

A  -  6  3  4  Nickel  Plated  Whisk  Broom  Holder  Each 


$1.45 
1.15 
1.55 
.40 
.40 
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WEIUS    BATH    ROOM  FURNISHINGS 

MEDICINE  CABINETS 


9 


A-635  A-636 
A-635    SINGLE   DOOR   MEDICINE  CABINET 

A  -  6  3  5  Weil's  White  Enameled  Hand  Polished  Wood  Cabinet,  21  inches  high,  18  inche^ 
wide,  6  inches  deep,  with  three  ^  inch  Plate  Glass  Shelves,  French  Plate 
Beveled  Oval  Mirror  12x18  inches  and  Nickel  Plated  Brass  Knob,  Lock  and  Key. 

A-635  Price  as  described   $18.00 

A-636  DOUBLE  DOOR   MEDICINE  CABINET 

A  -63  6  Weil's  White  P:nameled  Hand  Polished  Wood  Cabinet,  24  inches  high,  30  inches 
wide,  6  inches  deep  with  Double  Doors,  six  ^  inch  Plate  Glass  Shelves,  Two 

f':  French  Plate  Beveled  Oblong  Mirrors  10x18  inches  and  Nickel  Plated  Brass 

Knobs,  Ivock  and  Key.  , 

A-636  Price  as  described   ■   $27.50 

PORCELAIN  FOOTSTOOLS 


OVAL  PATTERN 


SQUAR  E  PATTERN 


I 


A-637  A-638 

SOLID   PORCELAIN  FOOTSTOOLS 

A-637  Class  "A^',  Top  14j'^x22  inches,  height  11  inches   ^ 

A-637  Class  '*B'\  Top  14^x22  inches,  height  11  inches   10  50 

A  -  6  3  8  Class  ''A'\  Top  12}4^l9}i  inches,  height  11  inches   l&.OU 

A-638  Class  "B",  Top  12^xl9>^  inches,  height  11  inches   HJ.tJU 
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WEIIv  BROS..  CHICAGO 


WEIL'S    BATH    ROOM  FURNISHINGS 

PORCELAIN   DRESSING  TABLE 


..J 


A  -  6  4  O 

A  -  6  4  0  illustrates  Weil's  Porcelain  Oval  Top  Dressing  Table,  Glazed  Pure  White,  on  Por- 
celain Pedestal,  fitted  with  Connecting  Rod,  Bolts  and  Washers;  Top  16x26  inches, 
height  to  Top  of  Table  30^^  inches. 

A -6  4  0  Class  *'A",  as  described. 

A-640  Class -B",  as  described  


$25.(4 
17.50^ 


ADJUSTABLE  MIRRORS 


A  -  6  4  1 


A  -  6  4  2 


A  -  6  4  1  Adjustable  12  inch  Round  French  Plate  Beveled  Mirror  Nickel  Plated 
Brass  Trimmings  


A  -  6  4  2  Adjustable  Triple  12  inch  Round  French  Plate  Beveled 


P:ach    $  6.00 


I 
1 


hogany,  White  p:naniel  or  Oak  Backboard 


Mirror,  Ma- 


Kach  19.00 


i 


WEIL'S 
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BATH    ROOM  FURNISHINGS 

ADJUSTABLE  MIRRORS 
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A-643  A-644 

A-64  3  Adjustable  Oval  French  Plate  Mirror,  12x22  inches                         Each  $  8.50 

A -64 3  Adjustable  Oval  Freuch  Plate  Mirror,  10x14  inches                         Each  7.25 

A-644  Adjustable  Triple  French  Plate  Mirrors,  12x22  inches,  Mahogany, 

White  Enameled  or  Oak  Backboard                                              Each  28.00 

A-644  Same  as  above  with  10x14  inch  Mirrors                                          Each  24.00 


A  -  6  4  5 

A-645  ADJUSTABLE 

Sizes 


STAND  FRENCH 

10  ill. 
Round 


A  -  6  4  6 

PLATE  MIRROR 

8x12  in. 
Oval 


12  m 
Round 


10x14  in. 
Oval 

16.00 


A-640    Each    $3.90         $4.80  S5.40 

A-646  ADJUSTABLE  QUADRUPLE  MIRROR 

Beveled  French  Plate  Oval  Mirrors  12x22  inches,  Mahogany,  White  Enamel  or  Oak 
Backboard,  Nickel  Plated  Trimmings  $37.50 
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WEIUS    BATH    ROOM  FURNISHINGS 


BEVELED  OBLONG  MIRROR 


BEVELED   OVAL  MIRROR 


A  -  6  4  7 

A -64  7  Oblong  French  Plate  Beveled  Mirror  with  5-16  i 

and  Metal  Backing. 

inches 


A  -  6  4  8 

nch  Wide  Nickel  Plated  Frame 


Sizes 


A-647 


14x20 


16x24 


Metal  Backing, 
sizes      -      _      inches  10x14 
^-^^^    Each  14.75 

BEVELED  ROUND  MIRROR 


12x22  14x20         16x20         16x24  '>Ox'>S 

'$6.00      $6.00      $7.25      $8.50  mm 

BEVELED   OBLONG  MIRROR 


A -6  4  9  Round  SencVpfate  Beveled  Mirror  with  5-16  inch  wtl^  Nickel  Plated 

and  Metal  Backine. 
Sizes     ...  .    ,  ^ 

A -649  '     "     "     "  t8 

A-60O  Oblong  drench  Plate  Beveled  Mirror  with  Wide  Nickel  Plated  France 
Backing  and  Concealed  Hanger  Hooks  ^ranie, 
A   6^0  1/^'    ^'  ^^^^^       ^^^^^       ^6^20       16x24       18x24  18x30 

J:  o»f|:?S™;::::iS  If  'IS      '.JS  H 

A  6  50  1         Frame   Each     9.25     10.75     12.00     13.25     14.50  H.OO 


Frame 

22 
$10.75 
Metal 

24x30 
$15.50 
16.75 
2L00 


I 


WEIL    BROS.,  CHICAGO 


139 


WEIUS  BATH  ROOM  FURNISHINGS 

BEVELED  OVAL  MIRROR 


BEVELED  OBLONG  MIRROR 

SQUARE  CORNERS 


A  -  6  5  1 


A  -  6  5  2 


A-6  51  and  A -6  5  2  Weil's  French  Plate  Beveled  Mirrors  with  White  Enameled  Hand 
Polished  Wood  Frame  and  Concealed  Hanger  Hooks. 


sizes  inches 

A-651  Each  

A-652  Each  


12x18         14x20  16x20 

$6.00  $7.50  $B.25 
6.00        7.50  8.25 


16x24  18x24  18x30  24x30 

$9.50  $10.75  $12.00  $16.75 
9.50        10.75        12.00  16.75 


BEVELED  OBLONG  MIRROR 

ROUND  CORNERS 


BEVELED  ROUND  MIRROR 


1 


A-653  A-654 

\-653  and  A-654  WeiPs  French  Plate  Beveled  Mirrors  with  Enameled,  Hand  Polished 
Wood  Frame  and  concealed  Hanger  Hooks. 

BEVELED  OBLONG  MIRRORS 


Sizes      inches         12x18  14x20 
A-653  Each   $6.00  $7.50 


16x20         16x24  18x24  18x30  20x30 

$8.25      $9.50      $10.75      $12.00  $15.50 


BEVELED  ROUND  MIRRORS 

Sizes      -  -  inches 

A-654  1}4  inch  White  Enameled  Wood  Frame  Each 

A  -  6  5  5  Same  as  above  with  1  inch  Nickel  Plated  Brass  Frame,  Each 


18  22 
$8.50  $12.00 
13.25  16.75 


140 


WEIL  BROS.,  CHICAGO 


WEIUS  WATER  CLOSET  COMBINATIONS 


THE  "ROYAL' 


THE  "ROYAL' 


X. 


A  "  6  5  8 


A  -  6  5  9 


A-658  THE  "ROYAL* 


A -6  5  8  illustrates  Weil's  "Royal"  Closet  Combination,  comprising  Vitreous  China  Sy- 
phon Jet  Closet  Bowl,  "A-781  Highly  Polished  Hardwood  Semi-Saddle  Seat  with- 
out Cover,  with  Nickel  Plated  '^Royal"  Pressure  Regulating  Flushing  Valve 
with  China  l^niversal  Lever  Handle. 

A-658  Complete  as  described   $81.25 

'  A-659  THE  "ROYAL" 

A-6  5  9  illustrates  Weirs  "Royal"  Closet  Combination,  comprising  Vitreous  China  Sy- 
phon Jet  Closet  Bowl,  A-781  Highly  Polished  Hardwood  Semi-Saddle  Seat  with- 
out Cover,  with  Nickel  Plated  "Royal"  Flushing  Valve  with  Push  Button  At- 
tachment through  Wall. 

A-f>59  Complete  as  described   S31.25 

If  A-781  Seat  with  Cover  is  wanted,  add  50c. 
If  Floor  Flange,  with  Gasket  and  Bolts  is  wanted,  add  $1.25. 


Note:  a  slight  movement  of  the  handle  or  push  button  of  the  "Royal"  Valve  operates 
the  Valve  and  causes  a  complete  Flush  of  the  Closet,  which  may  be  repeated  as 
soon  as  finished.  The  amount  or  duration  of  flush  is  not  affected  by  retaining 
hold  of  the  handle  or  push  button,  the  same  amount  of  water  flowing  at  each 
flush.  The  valve  will  operate  under  any  preSvSure  from  1  to  100  lbs.,  requires  no 
tank  and  is  noiseless.    The  Supply  Connection  is  one  inch. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


VOLUMETERS 


SYPHON  JET 


WASH  DOWN 


A-6  60 


A  -  6  6  1 


A-660   VOLUMETER  SYPHONJET 

A -660  illustrates  Weil's  Volumeter  Water  Closet  Combiuatioii,  Comprising  Vitreous 
China  vSyphon  Jet  Closet  Bowl,  Highly  Polished  Hardwood  Seat  with  Cover, 
fitted  complete  with  "Volumeter"  Pressure  Regulating  Flush  Valve. 

A-6  6  0  Complete  as  described   •  ^^2,50 

A-661   VOLUMETER   SYPHON  WASHDOWN 

A-6 61  illustrates  Weil's  Volumeter  Water  Closet  Combination,  Comprising  Vitreous 
China  Syphon  Washdown  Closet  Bowl.  Highly  Polished  Hardwood  Seat  with 
Cover,  fitted  complete  with  Volumeter  Pressure  Regulating  Flush  Valve. 

A-661  Complete  as  described   $28.00 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak,  or  Birch  Mahogany 

Finish  at  above  prices 

For  Genuine  Mahogany  Woodwork  add  $2.25 

For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork  add  75c. 

If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted,  add  $1.25 
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WEIUS  WATER  CLOSET  COMBINATIONS 


THE  "MADERNA' 


THE  "IROQUOIS" 


A  -  6  6  2 


A  -  6  6  3 


A-662    THE  "MADERNA' 


A-6  62  Illustrates  Weil's  "Maderna"  Closet  Combination  coniprisinR  Vitreous  Chinal 
Square  Back  feyplion  Jet  Closet  Bowl,  Vitreous  China  Low  Tank,  lU  inch! 
Square  Back  Highly  Polished  Seat  with  Panel  Cover  and  Nickel  Plated  Heavy  ] 
Cast  Brass  Hinges;  fitted  complete  with  Nickel  Plated  Flush  Connection  andf 
vSupply  Pipe  with  Stop  Valve.  ] 

A-662  Complete  as  described   1^2  5qI 

€ 

A-663    THE  "IROQUOIS"  \ 

A-6  63  illustrates   Weil's  "Iroquois"  Closet  Combination  comprisinR  Vitreous  China^ 
Syphon  Jet  Closet  Bowl,  Vitreous  China  Low  Tank,  A-Tsf  Highly  Polished  Semi ' 
Saddle  Seat  with  Cover  and  Nickel  Plated  Heavy  Cast  Brass  Hinges;  fitted  com- 
plete with  Nickel  Plated  Flush  Connection  and  Supply  Pipe.  ] 

■  A  -  6  6  3  Complete  as  described    |35  00 

Woodwork  can  be  furnished  in  Natural  Golden  or  Antique  Oak  or  Birch 
Mahogany  F'inish  at  above  prices. 

If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted,  add  $.1 .25. 
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WEIL'S    WATER    CLOSET  COMBINATIONS 

THE  "IROQUOIS"  THE  "RIALTO' 


A  -  6  6  4 

A-664  THE  *MR0QU01S" 


A  -^6  6  5 


A-6  6  4  illustrates  Weil's  '^Iroquois"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  Vitreous  China  Low  Tank,  A-782,  Highly  Polished 
Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges,  fitted  complete 
with  Nickel  FlushConnection  and  Supply  Pipe  with  Stop  Valve. 


A  -  6  6  4  Complete  as 


described  •  •  •  $34,00 


A-665  THE  "R  I  ALTO" 

A-665  illustrates  Weil's  *'Rialto"  Closet  Combination,  comprising  Vitreous  China  Re- 
verse Trap  Syphon  Washdown  Closet  Bowl,  Vitreous  China  Low  Tank,  A-782, 
Highly  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges,  fitted  complete  with  Nickel  Plated  Flush  Valve  and  Supply  Pipe  with 
Stop  Valve. 

A-665  Complete  as  described   $29.00 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

Finish  at  above  Drices. 


If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted,  add  $1.25. 


WKJA^ROS.,  CHICAGO 


THE  "IMPERIAL' 


i 

i 

A-665 


A-660U 


RlTer:e  Tr^ilyphorw^^^^^^^  -"'P"^'"^'  ^''--^  China 

Front  Vitreou;  China  I^w  Ta?!  A  TO^^  ^"-^  Curved 

Cover  and  Nickel  pLtS^Cas  Rrtl  w  ^  '^  ^?}'f^'^  Hardwood  Seat  with 
Plated  Flush  Valve  and  sip?yP?p:%rflrr''  -"Pl'^te  with  Nickel 

A  -  6  6  5  ^  Complete  as  described 

  ^  3Q  QQ 
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WEIUS  WATER  CLOSET  COMBINATIONS 


THE  "MOHAWK" 


THE  "ELJER' 


A    6  6  6 


A  -  6  6  7 


A-666  THE  "MOHAWK' 


ished  Hardwood  Seat  with  Col^r  anrT^^VL^  7.^"^-  ■^"'^^2.  Highly  Pol- 

_  coniplete  with  Nickel  ^^SlT^!!^  ^^^1.*  P^T 
A  -  6  6  6  Complete  as  described 

  125.00 

A-667  THE  "ELJER" 

A-bb7  Complete  as  described 

  $30.00 


L  Woodwork  can  be  funiislied  in  Natural,  Golden  or  Ai 
•  •  Finish  at  above  prices. 


itique  Oak  or  15irch  Mahogany 
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WEIUS     WATER    CLOSET  COMBINATIONS 


THE  "IROQUOIS' 


THE  "IROQUOIS' 


A-668  A-6  69 

A-6  6  8  "I  R  OQUOIS" 

'  A-6  6  8  ilustrates  Weil's  "Iroquois"  Closet  ConibiTiation,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  A-760,  Highly  Polished  Solid  Bent  Hardwood  Tank  with 
10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock,  A-780,  Polished  Hard- 
wood Saddle  Seat  with  Cover  and  Heavy  Cast  Brass  Hinges  fitted  complete  with 
Nickel  Plated  Flush  Connection  and  Supply  Pipe. 
A-66  8  Complete  as  described    • .  i31.50 

A-669   THE  "IROQUOIS" 

A-669  illustrates  WeiPs  "Iroquois"  Closet  Combination,  comprising  Vitreous  China 
vSyphon  Jet  Closet  Bowl,  A-761,  Highly  Polished  vSolid  Bent  Hardwood 
Tank  with  10  ounce  Tinned  Copper  Lining  and  L:ievated  Ball  Cock,  A-782, 
Highlv  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 

A-669  Complete  as  described   $27.25 

Woodwork  can  be  furnished  in  NaturaL  Golden  or  Antique  Oak  or  Birch  Mahogany 

Finish  at  above  prices 

For  Genuine  Mahogany  Woodw^ork,  add  $7.75 

For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  $2.50 

■  If  Brass  Floor  Flange,  with  Gaskets  and  Bolts,  is  wanted,  add  $1.25. 


I 
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WEIL'S    WATER    CLOSET  COMBINATIONS 

THE  "IROQUOIS"  THE  "IROQUOIS" 


A  -  6  7  O  A  -  6  7  1 

A-670  THE  "IROQUOIS" 

A-6  7  0  illustrates  Weil's  ''Iroquois"  Automatic  Closet  Combination,  comprising  Vit- 
reous China  Syphon  Jet  Closet  Bowl,  Highly  Polished  Solid  Bent  Hardwood  Seat 
Operating  Low  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball 
Cock,  Highly  Polished  Hardwood  Seat  with  Operating  Attachment,  fitted  com- 
plete with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 

A-6  70  Complete  as  described     $37.00 

A-671   THE  'MROQUOIS" 

A -6  71  illustrates  Weil's  "Iroquois"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl  with  Flanged  Wall  Outlet,  A-761,  Highly  Polished 
Solid  Bent  Hardwood  Low  Tank,  with  10  ounce  Tinned  Copper  Lining  and  Ele- 
vated Ball  Cock,  A-782,  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast 
Brass  Hinges,  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Supplv 
Pipe. 

A-671  Complete  as  described   $28.25 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak,  or  Birch  Mahogany 

Finish  at  above  prices. 

For  Genuine  Mahogany  Woodwork,  add  $7.75. 

For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  $2.50. 

I 
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WEIUS    WATER    CLOSET  COMBINATIONS 

THE  'MROQUOIS"  THE  "IROQUOIS" 


A-  6  7  2  A    6  7  3 

A-672   THE  "IROQUOIS" 

A-6  7  2  illustrates  Weil's  ^'Iroquois"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  A-762,  Highly  Tolished  Solid  Bent  Curved  I^ront  Hard- 
wood Low  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock, 
A-782,  Highly  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges,  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 

A-672  Complete  as  described   $26.50 

A-6  7  3  T  H  E  "I  R  O  QU  O  I  S" 

A.67  3  illustrates  Weil's  "Iroquois"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  A-765,  Enameled  All  Over  Iron  Low  Tank,  A-782,  High- 
ly Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges,  fitted 
complete  with  Nickel  I'lated  Flush  Connection  and  Supply  Pipe. 

A  -  6  7  3  Complete  as  described  •  •  •  •  ■  $32.50 


If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted,  add  $1.25. 
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WEIUS    WATER    CLOSET  COMBINATIONS 

THE  "PARENZO" 


THE   "U  BO  N' 


A  -  6  7  4 


A  -  6  7  5 


A-674   THE  *'PARENZO' 


A.6  7  4  Illustrates  Weil's  -Parenzo"  Closet  Combination,  comprising  Vitreous  China 
wood  ^^^^^^^^^  Closet  Bowl.  A-760,  Highly  PoAshed^Solid  Bent  ^ 

PoniLl  fv  lOounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock,  Higlilv 
Polished  Crescent  Design  Open  Front  Seat  with  Special  Nickel  Plated  Cast  Brass 

^dfupJl'^P  ^"'^^  '"^P^"'^  ^^^^^  ^^^^^  ^^^^ted  Flush  ConnectToi 


A-674  Complete  as  described 


A-6  75   THE  "UBON' 


c    1      T  .  ^1          ''Ubon"   Closet   Combination,  comprising  Vitreous  China 

l^^l?  ^T^'  Jf  Closet  Bowl,  Juvenile  Size  13^  inches  higli;A-760:  HighirPolis l  ed 

b"^  ^TS^hT  n^^^^  ^^'PP-  I^ining  in  J  Elevated 

ni  w  r  '  ^'  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated 

Sid  S^ippTy  Pi^^^  ^""^^  '^"^I^^"'"  ^^^^^  ^^^^^^  ^^''^^^  Connection 


A  -  6  7  5  Complete  as  described . 


$27.75 


Woodwork  can  be  furnished  in  Natural,  Gold^ 


en  or  Antique  Oak  or  Birch  Mahogany  at 
above  prices. 

For  Genuine  Mahogany  Woodwork,  add  $7.75. 

For  Genuine  Cherry  or  Quarter  Sawed  Woodwork,  add  $2.50. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


THE  "ARONA' 


THE  "ARONA' 


A  -  6  7  6 


A  -  6  7  7 


China 


A-6  7  6  THE  "ARONA" 

\-6  7  6  illustrates  Weil's  "Aroua"  Closet  Combination,  comprising  Vitreous 

Svphon  Washdown  Closet  Bowl  with  Jet,  A-760,  HiKhly.Polished  Solid  Bent 
Hardwood  Low  Tank  with  10  ounce  Tinned  Copper  Unmg  and  Klevated  Ball 
Cock  A- 780  Highlv  Polished  Hardwood  vSaddle  Seat  with  Cover  and  Nickel 
Plated  Heavy  Cast  Brass  Hinges,  fitted  complete  with  Nickel  Plated  Flush  Con- 
nection and  Supply  Pipe. 

A  -  6  7  6  Complete  as  described  -   $21. To 

A-677  THE  "ARONA" 

\-6 7 7  illustrates  WeiPs  -Arona"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Washdown  Closet  Bowl  with  Jet,  A-761,  Highly  Polishe^  Solid  Bent 
Hardwood  Low  Tank  with  10  ounce  Tinned  Copper  Lmmg  and  Bleyated  Ball 
Cock  \-782  Highly  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast 
Brass  Hinges,  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Supply 
Pipe. 

A-677  Complete  as  described    $23.75 

Woodwork  can  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany  Finish 

at  above  prices. 
For  Genuine  Mahogany  Woodwork,  add  $7.75 
For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  $2.50. 
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WEIUS    WATER    CLOSET  COMBINATIONS 

THE  "BERWYN-  THE  "BERWYN" 


1 


A  -  6  7  8 


A  -  6  7  9 


A-678  THE  "BER  WYN' 


A-67  8  illustrates  Weil's  "Berwyn"  Oloset  Combination,  comprising  Vitreous  China 
byphon  Washdown  Closet  Bowl,  A-760,  Highly  Polished  Solid  Rent  Hardwood 
™.  1^  Tinned  Copper  I^ining  and  Klevated  Ball  Cock,  A-780, 

Highly  Polished  Hardwood  Saddle  Seat  with  Cover  and  Nickel  Plated  Heavy 
Cast  Brass  Hinges,  fitted  complete  with  Nickel  Plated  Flush  Connection  and 
Supply  Pipe. 


A-678  Complete  as  described . 


$26.75 


A-679  THE  "BERWYN* 


A -6  7  9  Illustrates  WeiPs  "Berwyn"  Closet  Combination,  comprising  Vitreous  China 
byphon  Washdown  Closet  Bowl,  A-761,  Highly  Polished  Solid  Bent  Hardwood 
ivow  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock,  A-782 
Highly  Polished  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hiiures  fitted 
complete  with  Nickel  Plated  Flush  Connection  and  Supply  Pipe.  ' 

A-679  Complete  as  described  


  $22.75 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak,  or  Birch  Mahogany 

at  above  prices. 
For  Genuine  Mahogany  Woodwork,  add  $7.75. 
For  Genuine  Cherry  or  Quarter  Sawed  Woodwork,  add  $2.50. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


THE  "MOHAWK' 


THE  "HOUSTON' 


A  -  6  8  O 


A  -  6  8  1 


A-680  THE  "MOHAWK 


A-6  8  0  illustrates  Weil's  ''Mohawk"  Closet  Combination,  comprisinj:^  Vitreous  China 
vSyphon  Washdown  Closet  Bowl  with  Jet,  A-762,  IIi<<hly  Polished  Curved  Front 
Solid  Bent  Hardwood  I^w  Tank  with  10  ounce  Tinned  Copper  Tininj^  and  Ele- 
vated Ball  Cock.  A-782,  Highly  Polished  Hardwood  Seat  with  Cover  and  Nickel 
Plated  Cast  Brass  Hinges,  fitted  with  Nickel  Plated  Flush  Connection  and  Supply 
Pipe . 


A-680  Complete  as  described 


$23.00 


A-681THE"H0UST0N" 

A -6  81  illustrates  WeiPs  "Houston"  Closet  Combination,  comprivsing  Vitreous  China 
Syphon  Washdown  Closet  Bowl,  A-762,  Highly  Polished  Curved  Front  Solid  Bent 
Hardwood  Tow^  Tank  wath  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball 
Cock.  A-782,  Highly  I'olished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast 
Brass  Hinges,  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Supply 
Pipe. 

A-6  81  Complete  as  described   $22.00 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

at  alx)ve  prices. 


F'or  Genuine  Mahogany  Woodw^ork,  add  $7.75. 


For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  $2.50. 
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WEIL'S    WATER    CLOSET  COMBINATIONS 


THE  "MOHAWK' 


THE  "MIAMI' 


A  -  6  8  2 


A  -  6  8  3 


A-682   THE  "MOHAWK" 

A -6  8  2  illustrates  Weil's  "Mohawk"  Closet  Combination  comprising  Vitreous  China 
vSyphon  Washdown  Closet  Bowl,  A-763,  Hi.irhly  Polished  Round  Corner  Low 
Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock,  A-782, 
Highly  Polished  Hardwood  vSeat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges,  fitted  complete  with  Nickel  IMated  Flush  Combination  and  vSupply  Pipe. 

A-682  Complete  as  described   ^21  (i  > 


A-6  83  THE  "MIAMI 


4 


A -68  3  illustrates  Weil's  "Miami"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Washdown  Closet  Bowl,  A-764,  Gloss  Finished  Hardwood  Low  Tank, 
A-783,  Gloss  Finished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges,  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 

A  -  6  8  3  Complete  as  described  


Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

at  above  prices. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


THE  "SYLVIA' 


THE  "BERWYN' 


A  -  6  8  4 


A  -  6  8  5 


A-684THE"SYLVIA" 

-6  84  illustrates  Weil's  "Sylvia"  Closet  Combination,  comprising  Vitreous  China 
Svpbon  Wash  down  Closet  Bowl,  Juvenile  Size  133^^  inches  high,  A-760,  Highly 
Polished  Solid  Bent  Hardwood  Low  Tank,  A-782,  Highly  Polished  Hardwood 
Seat  with  Cover  atid  Nickel  Plated  Heavy  Cast  Brass  Hinges,  fitted  complete 
with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 


-68  5  illustrates  Weils  "Berwyn"  Closet  Condjination,  comprivsing  Vitreous  China 
Syphon  Washdowai  Closet  Bowl,  Highly  Polished  Hardwood  Solid  Bent  Seat 
Operating  Low  Tank  wdth  10  ounce  Tinned  Copper  Twining  and  Elevated  Ball 
Cock,  Highly  Polished  Hardwood  Seat,  no  Cover,  wdth  Seat  Operating  Attach- 
ment and  Nickel  Plated  Cast  Brass  Hinges,  fitted  complete  with  Nickel  Plated 
Flush  Connection  and  Supply  Pipe. 

A -6  85  Complete  as  described   $32.50 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

I*'inish  at  above  prices. 

I'or  Oeuuine  Mahogany  Woodwork,  add  $7.75. 

I'or  Cieiuiine  Clierrv  or  Ouarter  Sawed  Oak  Woodwork,  add  $2.50. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


the:  "TIBER" 


THE  "TIBER' 


rr 


A-686 


A    6  8  7 


A-686    THE  "TIBER' 


A-686  illustrates  AVeiPs  ''Tiber"  Closet  Combination,  comprising  Extra  Heavy  Vitreous 
China  Syphon  Washdown  Closet  Bowl,  Hi|^hl\^  Polished  Solid  Bent  Hardwood 
Seat  Operating  Low  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated 
Ball  Cock,  Highly  Polished  Hardwood  Seat  with  Operating  Attachment,  fitted 
complete  with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 

A-686  Complete  as  described   $37,011 

A-687  THE  "TIBER" 

A -68  7  illustrates  Weil's  "Tiber"  Closet  Combination,  comprising  Extra  Heavy  Vitreous 
China  Syphon  Washdowa  Closet  Bowl,  A-760,  Highly  Polished  Solid  Bent  Hard- 
wood Low  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock, 
A-780,  Highly  Polished  Hardwood  Saddle  Seat  with  Cover  and  Nickel  Plated 
Heavy  Cast  Brass  Hinges,  fitted  complete  with  Nickel  Plated  Elush  Connection 
and  Supply  Pipe. 

A-687  Complete  as  described   $31.5(1 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

Finish  at  above  prices.  I 

For  Genuine  Mahogany  Woodwork,  add  $7.75. 

For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  $2.50. 


If  with  regular  A-782  Seat  instead  of  Saddle  Pattern,  deduct  $3.50. 
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WEIL'S    WATER    CLOSET  COMBINATIONS 


THE  "GLASGOW"  THE  "GLASGOW" 


A-688  A-689 

A-688THE"  GLASGOW" 

\  -  6  88  illustrates  Weil's  '^Glasgow"  Closet  Combination,  comprising  Enameled  All  Over 
Cast  Iron  Svphon  Jet  Closet  Bowl,  A-765,  Enameled  All  Over  Cast  Iron  J^ow 
I  Tank  with  Elevated  Ball  Cock,  A-780,  Highly  Polished  Hardwood  Saddle  Seat, 

[  fitted  complete  with  Nickel  I^lated  Flush  Connection  and  Supply  Pipe. 

\  -  6  8  8  Complete  as  described   $39.75 

Enameled  Iron  how  Tanks  can  be  furnished  with  any  of  our^Closet  Combinations. 

A-689   THE  "GLASGOW" 

A. -6  8  9  illustrates  WeiPs  ''Glasgow"  Closet  Combination,  comprising  Enameled  All 
,  Over  Cast  Iron  vSyphon  Jet  Closet  Bowl,  A-760,  Highly  Polished  Solid  Bent 

Hardwood  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock, 
A-782,  Highly  I^oHshed  Hardwood  Seat  with  Cover  and  Nickel  Plated  Heavy  Cast 
Brass  Hinges,  fitted  complete  with  Nickel  Plated  FUush  Connection  and  Supply 
Pipe. 

A-689  Complete  as  described   $32.00 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

at  above  prices. 

P^or  Genuine  Mahogany  Woodwork,  add  $7.75. 

For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  |2.50. 

If  Brass  Ploor  Plange,  with  Gasket  and  Bolts,  is  wanted,  add  $1.25. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


TH  E  ^'PO  RT  A  G  E"  •  THE"COLTA" 


A  -  6  9  O  A  -  6  9  1 

A-690  THE  "PORTAGE" 

A-69  0  illustrates  Weil's  "Portage"  Closet  Combination,  comprising  Enameled  All  Over 
Cast  Iron  Syphon  VVashdown  Bowl  with  Jet,  A-760.  Highly  Polished  Solid  Bent 
Hardwood  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock, 
A-782,  Highly  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast 
Brass  Hinges^  fitted  complete  with  Nickel  Flush  Connection  and  Supply  Pipe. 

A-690  Complete  as  described   $29.75 

A-691   THE  "COLTA" 

A -6  91  illustrates  Weil's  "Colta"  Closet  Combination,  comprising  Enameled  All  Over 
Cast  Iron  Syphon  Washdown  Bowl,  A-760,  Highly  Polished  Solid  Bent  Hard- 
v^^ood  Tank  with  10  ounce  Tinned  Copper  Lining  and  Elevated  Ball  Cock, 
A-782,  Highly  Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges,  fitted  complete  with  Nickel  Plated  P'lush  Connection  and  Supply  Pipe. 

A-691  Complete  as  described   §28.25 

Woodwork  can  be  furnished  in  Natural,  Golden  or  Antique  Oak  or  Birch  Mahogany 

Finish  at  above  prices. 

For  (reuuine  Mahogany  Woodwork,  add  J?7.7r) 

For  Genuine  Cherry  or  Quarter  Sawed  Oak  Woodwork,  add  $2.r)0. 
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WEI  US    WATER    CLOSET  COMBINATIONS 

THE  "PORTAGE"  THE  "COLTA" 


A-692  A-693 


A-692   THE  "PORTAGE" 

A-69  2  illustrates  Weil's  "Portage"  Closet  Combination,  comprising  F.nameled  All  Over 
Cast  Iron  Syphon  Washdown  Closet  Bowl  with  Jet,  Highly  Polished  Solid  Bent 
Hardwood  Seat  Operating  Low  Tank,  Highly  Polished  Hardw^ood  Seat,  no 
Cover,  with  Operating  Attachment  and  Nickel  Plated  Cast  Brass  Hinges,  fitted 
complete  with  Nickel  Plated  Flush  Connection  and  Supply  Pipe. 

A-692  Complete  as  described.   $39.00 

If  with  Bowl  without  Jet  deduct  Sl.TO. 

A-69  3   THE  "CO  LTA" 

A -6 9 3  illustrates  Weil's  "Colta"  Closet  Combination,  comprising  Enameled  All  Over 
Cast  Iron  Syphon  Washdown  Closet  Bowl,  A-765,  Enameled  All  Over  Cast  Iron 
Low  Tank  with  Elevated  Ball  Cock,  A-782,  Highly  Polished  Hardwood  Seat  with 
Cover  and  Nickel  Plated  Cast  Brass  Hinges,  fitted  complete  with  Nickel  Plated 
Flush  Connection  and  Supply  Pipe. 


A -693  Complete  as  described 


$32.50 


158 


WEIL  BROS.,  CHICAGO 


WEIL'S    WATER    CLOSET  COMBINATIONS 


THE  "GOVERNMENT' 


THE  "GOVERNMENT" 


A- 694  A-695 

A-694  THE  "GOVERNMENT" 

A -694  illustrates  Weil's  "Government"  Closet  Combination,  comprising  Type  B-1, 
r           Vitreous  China  Syphon  Jet  Closet  Bowl,  Type  C-1,  Highly  Polished  Solid  Bent 
Hardwood  Tank  with  Tinned  Copper  Lining,  Highly  Polished  Hardwood  Seat 
j  :,^       with  Cover,  and  with  Nickel  Plated  Heavy  ast  Brass  Box  Pattern  Hinges  and 
Reinforcing  Plate,  Nickel  Plated  Flush  Pipe  Nickel  Plated  Iron  Pipe  Size  Seam- 
.           less  Supply  Pipe  with  Stop  Valve,  Nickel  Plated  Link  Rod  with  Guide  and 
_  China  Pull,  fitted  complete  with  Nickel  Plated  Flush  Connection  and  Brass  Floor 
Flange  with  Gasket  and  Bolts. 
A-694  Complete  as  described  _    $49. (X) 

A-695  THE  "GOVERNMENT" 

A- 695  illustrates  Weil's  ^'Government"  Closet  Combination,  comprising  Type  B-1, 
Vitreous  China  Syphon  Jet  Closet  Bowl,  Type  C-2,  Enameled  All  Over  Cast  Iron 
Tank,  Nickel  Plated  Cast  Brass  Tank  Brackets,  Highly  Polished  Hardwood  Seat 
with  Cover  and  with  Nickel  Plated  Heavy  Cast  Brass  Box  Pattern  Hinges  and 
Reinforcing  Plate,  Nickel  Plated  Flush  Pipe,  Nickel  Plated  Link  Rod  with 
'  ^  Guide  and  China  Pull,  fitted  complete  with  Nickel  Plated  Flush  Connection  and 
Brass  Floor  Flange  with  Gasket  and  Bolts. 

A -6 9  5  Complete  as  described   $45.00 
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WEIUS  WATER  CLOSET  COMBINATIONS 

THE  "NORWOOD* 


THE  "NORWOOD' 


i 

f 


• 


A-696 


A  -  6  9  7 

A-6  9  6    THE    "NORWOOD"  .  .  tt 

nection.  ..$33.75 

A-  6  9  6  Complete  as  described .  

A-697    THE  "NORWOOD" 

and  Nickel  Plated  Flush  Connection.  .  .$41.00 

6  9  7  Complete  as  described  •  •  •  ; '  \  '  '  'aa  Vi*9n*  *  Tf  with 


A 


A 


160 


WEIL     BROS.,  CHICAGO 


WEIL'S  WATER  CLOSET  COMBINATIONS 

THE  "DANUBE" 

THE  "DANUBE' 


A 


A 


A-698 

Heavy  Cast  Brass  Hinges,  Si  Pla?ed  Fln^h^''''  m"^".^'"'*  ^'^^kel  Plated 

  $31  00 

"  '  '  '  Sn"|et^C^o'::t'Sl^^^^  Vitreous  China 

Nickel  Plated  F^h'  S  a^f  pfuT Hin^ 

o  y  y  Complete  as  described . 


Woodwork  can  be  furnished  in  Natural, 

If  with  %  inch  Iron  Pipe  Si  ^^!^'«-^ -Prices. 


Colden  or  Antique  Oak  or  Birch  Mahogany 


ze  Seamless  Supply  Pipe  add  $2  2 
Valve  Jf3.25. 


5 ;  same  with  Stop 
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WEIL'S  WATER  CLOSET  COMBINATIONS 

THE'*DANUBE"  THE  "VOLGA" 


A-700  A-701 
A-700  THE  "DANUBE" 

A-7  00  illustrates  Weil's  ''Danube"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  Highly  Polished  Hardwood  Seat  Operating  High 
Tank,  w^ith  Operating  Rod,  Highly  Polished  Hardwood  Seat,  no  Cover,  with 
Operating  Attachment  and  Nickel' Plated  Cast  Brass  Hinges  fitted  complete 
wnth  Nickel  Flush  Pipe  and  Flush  Connection. 

A-700  Complete  as  described   $38.25 

A-701  THE  **VOLGA" 

A-7  01  illustrates  Weil's  "Volga"  Closet  Combination,  comprising  Extra  Heavy 
Vitreous  China  Syphon  Jet  Closet  Bowl  with  Flanged  Wall  Outlet,  A-773  High- 
Iv  Polished  Hard\\xK)d  High  Tank  with  10  ounce  Tinned  Copper  Lining,  Nickel 
Plated  Rod  Guide  with  Rod  and  China  Pull,  A-782  Highly  Polished  Hardwood 
Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges,  fitted  complete  with 
Nickel  Plated  Flush  Pipe  and  Flush  Connection. 

A-701  Complete  as  described   $29.75 

If  Brass  Floor  Flange,  with  Gasket  and  BoltS;  is  wanted,  add  $1 .25. 

If  with  %  inch  Iron  Pipe  Size  Seamless  Supply  Pipe  add  $2.25;  same  with  Stop  Valve  $3.25. 
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WEIL'S  WATER  CLOSET  COMBINATIONS 


THE  "RIMAC" 


THE  "PAG  O  SA' 


A-702  A-703 

A-702  THE  "RIMAC'-JUVENILE  SIZE 

A-7  02  illustrates  Weil's  "Rimac"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  Juvenile  Size,  13 inches  high,  A-772-7i^  Gallon  High- 
ly Polished  Solid  Bent  Hardwood  High  Tank  with  10  ounce  Tinned  Copper 
Lining  and  Nickel  Plated  Brass  Combination  Bracket,  A-782  Highly  Polished 
Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges,  Nickel  Plated 
Rod  Guide  with  Rod  and  China  Pull,  complete  with  Nickel  Plated  Flush  Pipe 
and  Flush  Connection. 

A-702  Complete  as  described   g27  50 

A-703  THE  "PAGOSA"-JUVEN[LE  SIZE 

A- 703  illustrates  WeiPs  -Pagosa"  Closet  Combination,  comprising  Vitreous  China 
Washdown  Syphon  Closet  Bowl,  Juvenile  vSize,  13i^  inches  high,  A-773-7j4  Gal- 
lon Highly  Polished  Round  Corner  Hardwood  High  Tank  with  10  ounce  Tinned 
Copper  Lining,  Nickel  Plated  Rod  Guide  with  Rod  and  China  Pull,  A-782  Hi^hiv 
Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges  com- 

.  P^^^^  "^^^^^^  ^^^^^^  ^'^^^^^^  ^^l^^sl^  ^'ipe  aiit^  Flush  Connections. 

A-703  Complete  as  described   $21  50 

If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted  add  $1  25 

If  Nickel  Plated  Supply  Pipe  is  wanted  add  $2.50;  same  with  Stop  Valve  add  §3.50 

l^or  tanks  and  Seats  of  Special  Woods  and  other  descriptions  see  pages  182  to  187 
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WEIL'S  WATER  CLOSET  COMBINATIONS 

THE  "AMAZON"  THE  "AMAZON"  ISEAT  OPERATING) 


m 


"1 


A-704  A-705 
A  -  7  0  4-  T  H  E  "  A  M  A  Z  O  N  " 

A-7  0  4  illustrates  Weil's  "Amazon"  Closet  Combination,  comprising  Vitreous  China 
Extra  Heavy  Washdown  vSyphon  Closet  Bowl,  A  773-71^  Gallon  Highly  Polished 
Round  Corner  Hardwood  High  Tank,  with  10  ounce"^  Tinned  Copper  Lining. 
Nickel  Plated  Rod  Guide  with  Rod  and  China  Pull,  A-782  Highly  Polished 
Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges,  fitted  Complete 
with  Nickel  Plated  Flush  Pipe  and  Flush  Connection. 

A  -  7  0  4  Complete  as  described   $26.00 

A-705  THE  "AMAZON"  (Seat  Operating) 

A-7  05  illustrates  Weil's  "Amazon"  Automatic  Closet  Combination,  comprising  Vit- 
reous China,  Extra  Heavy  Washdown  Syphon  Closet  Bowl,  l^  Gallon  Highly 
Polished  Seat  Operating  High  Tank  with  10  ounce  Tinned  Copper  Lining  and 
Operating  Rod,  Highly  Polished  Hardwood  Seat,  no  Cover,  with  Operating 
Attachment  and  Nickel  Plated  Cast  Brass  Hinges,  fitted  Complete  with  Nickel 
Plated  Flush  Pipe  and  Flush  Connection. 

A-705  Complete  as  described   $36.25 

If  Nickel  Plated  Supply  Pipe  is  wanted,  add  $2.50;  same  with  Stop  Valve  add$3.50. 
For  Tanks  and  Seats  of  Special  Woods  and  other  descriptions  see  pages  183  to  187. 
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WEIL'S    WATER    CLOSET  COMBINATIONS 


THE  "ARCOLA"  THE  "ARCOLA"  (SEAT  OPERATING 


/  ^  A  -  70  6  A  -7  O  7 

A-706  THE  "ARCOLA" 

A -706  illustrates  Weil's  "Areola"  Closet  Combination,  comprising  Vitreous  China 
Washdown  Syphon  Closet  Bowl,  A-772— Gallon  Highly  Polished  Solid  Bent 
Hardwood  High  Tank  with  10  ounce  Tinned  Copper  Lining  and  Nickel  Plated 
Brass  Combination  Bracket,  A-781  Highly  Polished  Semi-Saddle  Hardwood  Seat 
with  Cover  and  Nickel  Plated  Heavy  Cast  Brass  Hinges,  Nickel  Plated  Rod 
Guide  with  Rod  and  China  Pull;  fitted  complete  with  Nickel  Plated  Flush  Pipe 
Flush  Connection. 

A-706  Complete  as  described   124.00 

A-707   THE   "  A  R  CO  LA"  (SEAT  OPERATING) 

A -7  0  7  illustrates  Weil's  "Areola"  Closet  Combination,  comprising  Vitreous  China 
Washdown  Syphon  Closet  Bowl,  1^4  Gallon  Highly  Polished  Hardwood  Seat 
Operating  High  Tank  with  10  ounce  TinnedCopper  Lining  and  Operating  Rod, 
Highly  Polished  Hardwood  Seat,  without  Cover,  wnth  Operating  Attachment 
and  Nickel  Plated  Cast  Brass  Hinges;  fitted  complete  with  Nicker  Plated  Flush 
Pipe  and  Flush  Connection. 

A-707  Complete  as  described    $31.75 

If  Nickel  Plated  Supply  Pipe  is  wanted  add  $2.50;  same  with  Stop  Valve  $3.50 
For  Tanks  and  Seats  of  Special  Woods  and  other  descriptions  see  pages  183  to  187. 
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WEIL'S  WATER  CLOSET  COMBINATIONS 


THE"ARCOLA"  THE"ARCOLA" 


A  -  7  O  8  A  -  7  0  9 

A-708  THE  "A  R  CO  LA" 

A-7  08  illustrates  Weil's  "Areola"  Closet  Combination,  comprising  Vitreous  China 
Washdown  Svphon  Closet  Bowl,  A-11H^1^  Gallon  Highly  Polished  Round  Cor- 
ner Hardwood  High  Tank  with  10  ounce  Tinned  Copper  Lining,  A-782  Highly 
Polished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges,  fitted 
Complete  with  Nickel  Plated  Flush  Pipe  and  Flush  Connection. 

A  - 1 0  8  Complete  as  described     $19. 2o 

A-709  THE  "ARCOLA" 

A  -  7  0  9  illustrates  Weil's  "Areola"  Closet  Combination,  comprising  Vitreous  China 
Washdown  vSyphon  Closet  Bowl,  A-775  5i^Gallon  Gloss  Finished  Round  Corner 
Hardwood  High  Tank,  A-783  Gloss  Finished  Hardwood  vSeat  with  Cover  and 
Nickel  Plated*  Cast  Brass  Hinges,  fitted  Complete  with  Nickel  Plated  Flush  Pipe 
and  Flush  Connection. 

A  -  7  0  9  Complete  as  described  •   $17.i>0 

If  Nickel  Plated  Supply  Pipe  is  wanted,  add  $2.5();  same  with  Stop  Valve  add  $3.5() 
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WEIL'S  WATER  CLOSET  COMBINATIONS 


THE'OTAGO"  THE "RENO" 


A-71  2  A-71  3 

A-712  THE  "OTAGO" 


A -7  1 2  illustrates  Weil's  "Otago"  Closet  Combination,  coniprisinjr  Vitreous  China 
Pedestal  Closet  Bowl,  A-775-5)^  Gallon  Gloss  Finished  Hardwood  High  Tank, 
A-783  Gloss  Finished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass 
Hinges;  fitted  Complete  with  Nickel  Plated  Flush  Pipe,  Flush  Connection  and 
Vent  Coupling. 

A-712  Complete  as  described   S19.25 

A-713THE  "RENO" 

A  -  7  1 8  illustrates  Weil's  "Reno"  Closet   Combination,   comprising  Vitreous  China 
•  Washout  Closet  Bowl,  A-775-5J^  Gallon  Gloss  Finished  Hardwood  Tank,  A-7a3 
Gloss  Finished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges; 
fitted  Complete  with  Nickel  Plated  Flush  Pipe,  Flush  Connection  and  Vent 
Coupling. 

A  -  7  1  3  Complete  as  described   §17.25 

If  with  Nickel  Plated  Supiily  Pipe,  add  $2.50;  satne  with  Stoj)  Valve,  add  $3.50 
If  without  Vent  vSpud  and  Coupling,  deduct  |1.(K) 


A-71  4  A-7  1  5 

A-714  THE  "RUBICON" 

A  -  7  1  4  illustrates  Weils  "Rubicon"  Closet  Combination,  comprisint^  Vitreous  China 
Tall  Oval  Hopper,  A-775  Gloss  Finished  Hardwood  High  Tank,  A-787  Gloss  Fin- 
ished Hardwood  Seat  with  Cover  and  Nickel  Plated  Hinges  and  with  Rough  Brass 
Flush  Coupling. 

A-7  14  Price  as  described,  (P^'lush  Pipe  not  included),   S13.25 

A-71  5  THE"NAVARIN" 

A-7  15  illustrates  WeiPs  "Navariu"  Closet  Combination,  comprising  Vitreous  China 
Tall  Round  Hopper,  A-775  Gloss  Finished  Hardwood  High  Tank,  A-787,  Gloss 
Finished  Hardwood  Seat  with  Cover  and  Nickel  Plated  Hinges  and  with  Rough 
Brass  I'Tush  Coupling. 

A-7  1  5  Price  as  described,  ( I'lush  Pipe  not  included).   $12,50 

If  with  Nickel  Plated  Flush  Pipe  and  Flush  Connection  add  $2.25. 
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WEIUS  AUTOMATIC  CLOSET  COMBINATIONS 


THE  "LAM  EG  O' 


THE  "NYANZA* 


A-7T  6  A-71  7 

A-7  1  6  TH  E  "LAM  EGO" 

A-71  6  illustrates  Weil's  "I^amego"  Automatic  Closet  Combination,  comprising  Hnam- 
led  all  over  Iron  Syphon  Jet  Closet  Bowl  with  Automatic  Valve,  Galvanized  Iron 
Pressure  Tank  with  Painted  Bracket  Shelf,  Hardwood  Seat  with  Cast  Brass 
Hinges;  fitted  Complete  with  Brass  Flush  Pipe  and  P"lush  Connection. 

A  -  7  1  6  Complete  as  described   5q 

A. 717  THE  "NYANZA" 

A-7  1  7  illustrates  Weil's  *'Nyanza"  Automatic  Closet  Combination,  comprising  Enam- 
led  all  over  IronWashdown  Syphon  Closet  Bowl  with  Automatic  Valve,  Galvan- 
ized Iron  Pressure  Tank  with  Painted  Bracket  Shelf,  Hardw^ood  Seat  with  Cast 
Brass  Hinges;  fitted  Complete  with  Brass  Flush  Pipe  and  Flush  Connection. 

A  -  7  1  7  Complete  as  descril>ed   5q 


If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted  add  $1.25 
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WEIUS    AUTOMATIC    CLOSET  COMBINATIONS 

THE  "ROANOKE"  THE  "DANVILLE" 


A  -  7  1  8 


A-  7  1  9 


A-718  THE  "ROANOKE' 


\-7  1  8  illustrates  Weil's  "Roanoke"  Automatic  Closet  Combination  comprising  Enam- 
eled All  Over  Oval  Short  Hopper  with  Automatic  Valve  and  S  Trap  ]^th  Vent^ 
Galvanized  Iron  Pressure  Tank  with  Painted  Bracket  Shelf,  Hardwood  Seat  with 
Cast  Brass  Hinges;  fitted  complete  with  Galvanized  Flush  Pipe  and  Flush  Con- 
nection . 


A-718  Complete  as 


described  


A-719  THE  "DANVILLE- 


A-7  19  illustrates  Weil's  -Danville"  Automatic  Closet  Combination,  comprising  Enam- 
eled All  Over  Tall  Oval  Hopper  with  Automatic  Valve,  Galvanized  Iron  Pressure 
Tank  with  Painted  Bracket  Shelf,  Hardwood  Seat  with  Cast  Brass  Hinges;  fitted 
complete  with  Galvanized  Flush  Pipe  and  Flush  Connection. 

A-719  Complete  as  described    


$27.50 
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WEIUS  WATER  CLOSET  COMBINATIONS 


THE  "TAR  N  A  K' 


THE  "TA  R  N  A  K"  (  SEAT  OPERATING 


A    7  2  0 

A  -  7  2  0  illustrates  Weil's 


A-720  THE  "TARNAK' 


A  -  7  2  1 


Illustrates  Weil's  -Taniak"  Closet  Combination,  comprisinjr  Enamelefl  all  over 


A-720  Complete  as  described . 


$28.(X) 


A-721  THE  "TARNAK"  (Seat  Operating) 


-7  21  illnstrates  Weil's  -Tarnak"  Automatic  Closet  Combination,  comprisinir  Fn 
J."i!^A,P.^.^V?7Pli£"  Jet  Closet  Bowl,  10  Gallon  Highly  Poli;hed  Har2nS 


.  ame- 

'olished  Hardwood  vSeat 


Operating  HiKh  Tank  with  10  ounce  Tinned  Copper  Lining  and  6p"erlttn- Rod 
HigWy  Po hshed  Hardwood  Seat,  no  Cover,  with  Nickel  Pla'Ied  Cast  Br^^^^^ 
pJushSec^tio^^^  ^^"^P^^^^  ^'"'^  ^^^^^^  Plated  li^^[rPipe"a?^^ 

A-721  Complete  as  described. 


Tf  ^•!t^xt^^^l''T'^y  ^'^^^^^^  with  Gasket  and  Bolts  is  wanted,*  add  $1  25 '  * 
If  with  Nickel  Plated  Supply  Pipe,  add  $2.50;  same  with  Stop,  add  $3.50 


$42.50 
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WEIL'S    WATER    CLOSET  COMBINATIONS 

THE   "VOLGA"  THE   "VOLGA"   ISEAT  OPERATING) 


A- 722  A723 

A-7  2  2   T  H  E  "  V  O  LG  A" 

illustrates  Weil's  "Volga"  Closet  Coinbination,  comprising  Enameled  All  Over 
Wash  down  Svphon  Closet  Bowl,  A-TTo  — 5^  Gallon  Gloss  Finished  Hard- 
wood High  Tank,  A-783  Gloss  Finished  Hardwood  Seat  with  Cover  and  Nickel 
Plated  Cast  Brass  Hinges;  fitted  complete  with  Nickel  Plated  Flush  Pipe  and 
Flush  Connection. 

A  -  7  2  2  Complete  as  described      $22.50 

A-723   THE  "VOLGA"  (SEAT  OPERATING) 

\  723  illustrates  Weil's  "Volga"  Automatic  Closet  Combination,  comprising  Enameled 
All  Over  Washdown  Svphon  Closet  Bowl,  1^  Gallon  Highly  Polished  Hard- 
wood Seat  Operating  High  Tank  with  10  ounce  Tinned  Copper  Lining  and 
Operating  Rod,  Highlv  Polished  Hardwood  Seat,  no  Cover,  with  Nickel  Plated 
Cast  Brass  Hinges  and  Operating  Attachment;  fitted  complete  with  Nickel 
Plated  Flush  Pipe  and  Flush  Connection. 

A-723  Complete  as  described   $36.75 

If  with  Nickel  Plated  Supply  Pipe  add  $2.50;  same  with  Stop  Valve  add  $3.50. 
If  Bowl  is  wanted  with  Vent  add  75c. 
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WEIUS  WATER  CLOSET  COMBINATIONS 


THE  "KANA  LA' 


THE  "NOMUKA' 


A  "  7  2  4  A  -  7  2  5 

A-724  THE  "KAN  ALA" 

-7  2  4  illustrates  Weil's  **Katiala"  Closet  Combination,  comprising  Enameled  all  over 
Washdown  Syphon  Closet  Bowl  with  Jet,  A.11d-1%  Gallon  Gloss  Finished  Round 
Corner  Hardwood  High  Tank,  A-783  Gloss  Finished  Hardwood  Seat  with  Cover 
and  Nickel  Plated  Cast  Brass  Hinges;  fitted  complete  with  Nickel  Plated  Flush 
Pipe  and  Flush  Connection. 

-724  Complete  as  described   ^25  (Xi 

A-725  THE  "N  OMUKA" 

-7  2  5  illustrates  Weil's  "Nomuka"  Closet  Combination,  comprising  Enameled  all  over 
Syphon  Jet  Closet  Bowl,  A-775-7>^  Gallon  Gloss  Finished  Round  Corner 
Hardwood  Concealed  High  Tank,  A-783  Gloss  Finished  Hardwood  Seat  with 
Cover  and  Cast  Brass  Hinges;  fitted  complete  with  Nickel  Plated  Concealed 
Flush  Pipe,  Flush  Connection  through  Wall,  Push  Button  and  Rod  to  Tank. 

-725  Complete  as  described   $41  00 

If  with  Nickel  Plated  Supply  Pipe,  add  $2.50;  same  with  Stop  Valve,  add  83.50 
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WEIL'S    WATER    CLOSET  COMBINATIONS 


THE  "PLYMOUTH' 


THE  "LEPANTO" 


■  ■■  ^  ! 

!  : 

A-  7  2  6 


A-7  2  7 


A-726  THE  "PLYMOUTH" 

\-7  2  6  illustrates  Weil's  "Plvmoutli"  Closet  Combination,  comprising  Vitreous  China 
Raised  Front  Svphon'jet  Closet  Bowl,  A-775— 7)^  Gallon  Gloss  Finished  Round 
Corner  Hardwood  Concealed  High  Tank,  Crescent  Design  Open  Front  Highly 
Polished  Seat,  no  Cover,  with  Nickel  Plated  Cast  Brass  Hinges  and  Reinforcing 
Plate:  fitted  complete  with  Nickel  Plated  Concealed  Flush  Pipe,  Flush  Con- 
nection through  Wall.  Push  Button  and  Rod  to  Tank. 

A-726  Complete  as  described   $48.50 


A-727  THE  "LEPANTO" 

\-72  7  illustrates  Weil's  **Lepanto"  Closet  Combination,  comprising  Vitreous  China 
Syphon  Jet  Closet  Bowl,  with  Flanged  Wall  Otitlet,  A-775  1)4  Gallon  Gloss 
Finished,  Round  Corner  Hardwood,  Concealed  High  Tank,  A-782  Highly  Fin- 
ished Hardwood  Seat  with  Cover  and  Nickel  Plated  Cast  Brass  Hinges;  fitted 
complete  with  Nickel  Plated  Concealed  Flush  Pipe,  Flush  Connection 
through  Wall,  Push  Button  and  Rod  to  Tank. 


A-727  Complete  as  described , 


$43.50 


If  with  Nickel  Plated  Supply  Pipe,  add  $2.50;  same  with  Stop,  add  $3.50 
If  Brass  Floor  Flange,  with  Gasket  and  Bolts,  is  wanted  add  $1.25 
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WEIUS    WATER    CLOSET  COMBINATIONS 


THE  "CHESTER"  PRISON  CLOSET       THE"CHESTER"  PRISON  OUTFIT 


A-  7  2  8 


A-728  THE  "CHESTER"  PRISON  CLO 


SET 


A-72  8  Illustrates  Weil's  -Chester"  Prison  Combination,  comprisinK  Kxtra  Heavy 
Vitreous  Cliina  Washdown  Syphon  Closet  Bowl  Angle  Base  and  Wall  Flan-e 
and^.hina  Seat  Integral,  A-775-7^3^  Gallon  Gloss  Finished  Hardwood  Concealed 
High  Tank;  fitted  complete  with  Nickel  Plated  Concealed  Flnsli  Pioe  Flush 
Connection  through  Wall,  Push  Button  and  Rod  to  Tank  and  Brass  ^Floor  or 
Wall  Flange  with  Gasket  and  Bolts. 


A-728  Complete  as  described 


$53.25 


A-729   THE  "CHESTER"  PRISON  OUTFIT 

A  -  7  2  9  niustrates  Weil's  Chester  Prison  Outfit,  comprising  Kxtra  Ileavv  Vitreous  China 
Washdown  Closet  Bowl  Angle  Base  and  Wall  Flange  and  China  Seat  Integral, 
A-llb~i%  Gallon  Gloss  Finished  Hardwood  Concealed  High  Tank-  fitted 
complete  with  Nickel  Plated  Concealed  Flush  Pipe,  Flush  Connection  through 
Wall,  Push  Button  and  Rod  to  Tank,  Brass  Floor  or  Wall  Flange  and  with  Extra 
Heavy  Vitre<>us  China  Corner  Lavatory  and  Backs  Integral,  with  Overflow  and 
Push  Button  Self  Closing  Faucet. 

A-7  2  9  Complete  as  described   ^_ 
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WEIUS    WATER    CLOSET  COMBINATIONS 

THE  -PONT. AC"  THE  "PONTIAC"   PRISON  OUTFIT 


7  3  0 


7  3  1 


-730  THE  "PONTIAC 


IvectioVXouSi  WSU  and  Push  Button  through  Wall  with  Tank  Rod.  ^  ^  ^^^^^^ 

A  -  7  3  0  Complete  as  described  ' 

A-731   THE  "PONTIAC"  PRISON  OUTFIT 

Lavatory  whh  Patent  Overflow  and 

Self  Closing  Faucet.                                                                       ^  ^  ^21.50 
A-731  Complete  as  described  
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WEIL'S  WATER  CLOSET  COMBINATIONS 


i 


WASHOUT  BATTERY 


A-732  WASHOUT  BATTERY 


A-732  Illustrates  Weil's  Enameled  all  over  .Iron  Closet  Bowls,  arranged  in  Battery  for 
Connection  with  Special  Graduated  Closet  Fittings,  with  Concealed  Pine  High 
Tanks,  Concealed  Brass  Flush  Pipes,  Flush  Connections  through  Wall  and  Face 
Plate  with  Push  Buttons  anil  Tank  Pull  Chains. 

A-7  32  Price  Each  Clo.set  Combination  as  descril)e(l,  without  Waste  Fitting. . . .  $25.50 
For  Prices  on  Waste  Fittings  see  pages  in  Soil  Pipe  Fittings  Section. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


THE  "LEM  P  A' 


THE  "M  ANGORA' 


A-  7  3  3 


A  -  7  3  4 


A-733  THE  "LEMPA" 


A- 7  33 

A-733 
A- 734 

A-734 


illustrates  Weil's  -Lempa"  Closet  Combination,  comprising  Hnameled  All  Over 
-P"  Trap  Washout  Closet  Bowl,  A-775-5-^  Gallon  Gloss  I^inished  Round  Cor- 
ner Hardwood  High  Tank,  A-783  Gloss  finished  Hardwood  beat  with  Cover  and 
Nickel  Plated  Cast  Brass  Hinges  and  with  Rough  Brass  Flush  Coupling. 

Complete  as  described  (Flush  Pipe  not  included)   $19.2o 

A-734  THE  "MANGORA" 
illustrates  WeiPs  "Mangora"  Closet  Combination  comprising  Enameled 
Ml  Over '*S"  Trap  Washout  Closet  Bowl  A-775— Gallon  Gloss  Finished 
Hardwood  High  Tank,  A-783  Gloss  Finished  Hardwood  vSeat  with  Cover  and 
Nickel  Plated  Cast  Brass  Hinges  and  with  Rough  Brass  Flush  and  Vent 
Couplings.  Oiiom 
Complete  as  described  ( Flush  Pipe  not  included)  •  •  J^y.^^ 

If  with  Nickel  Plated  Flush  Pipe  and  Flush  Connection  add  $2.25. 
If  without  Vent  Spud  and  Coupling  deduct  75c. 
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WEIUS    WATER    CLOSET  COMBINATIONS 


THE  "GALENA' 


THE  '*  ELMORE' 


A  -  7  3  5 


A  -  7  3  6 


A-735  THE  "GALENA' 


^'^^^  ^^"^'^'^  ^l^-'^^t  Combination,  comprisinK  Enameled  All  Over 

cZerrZr^T^^^^  ^^11°"  Round 

orner  Tank,  belf  Raising  Hardwood  Seat  and  Rough  Flush  Coupling. 

A-735  Complete  as  described,  (Flush  Pipe  not  included),.   119,25 

^  Trap  is  wanted  Enameled  inside  only  deduct  1  00 

It  Irap  IS  wanted  with  Hand  Hole  Cover  instead  of  Vent  deduct  50c. 

A-736  THE  "ELMORE" 

A-736  illustrates  Weil's  -Elmore"  Closet  Combination,  comprising  Enameled  All  O.er 
l^HvIt  ^-V^-^^  p^^l^"  ^^loss  Finish  Round  Corner  Oak  Tank 

^  vSelf  Raising  Hardwood  Seat  and  Rough  Flush  Coupling. 

A-73  6  Complete  as  described,  (Flush  Pipe  not  included),   $16.00 

If  Hopper  is  wanted  Enameled  Inside  only  deduct  $1.25. 
If  with  Nickel  Plated  Flush  Pipe  and  Flush  Connection  add  $2.25 
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WEIUS   WATER    CLOSET  COMBINATIONS 


THE  "LANSING' 


THE  "RARITAN" 


Ulllllliilll!!!:;[lli!i;ii!i;ll 


r  ,„  ,11 


A-  7  3  7 


A  -  7  3  8 


A-737   THE  "LANSING" 


A  7^7  illimtrates  Weil's  "I.ansiiis"  Closet  Combination,  comprising  Enameled  All 
A-737  ^^^^^.^  ^^.ameled  RoU  Run  Seat  Integral  with  Rough  Brass 

Flush  Coupling,  A-775-5y3  Gallon  Gloss  Finished  Round  Corner  Tank. 
A-737  Complete  as  described,  { Flush  Pipe  not  included)   ^1*^-*^ 

A-738  THE  "R  ARITAN" 

\  7 8  illustrates  Weil's  "Raritan"  Closet  Combination,  comprising  Enameled  All 
^  Over  Tan  Round  Hopper  with  Self  Raising  Seat  and  Rough  Brass  Flush  Coup- 

ling and  A-77r)— Gallon  Gloss  Finished  Round  Corner  Tank. 

A-738  Complete  as  described,  (  Flush  Pipe  not  included ) ,   ^15.50 

If  Hopper  is  wanted  Enameled  Inside  only  deduct  $1.25. 
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WEIUS     FROST   PROOF  CLOSET 

THE  "ALASKA" 


COMBINATIONS 

"THE  "COLFAX" 


A  -  7  3  9 


A-739    THE  "ALASKA" 


A  -  7  4  O 


A     7QO    n  ■    ■  .  ALASKA" 

A-         illustrates  Weil's  "Al^^c^a"  t.-     ^  t> 

eled  Iron  Hopper  with  Har<Wd  s°e^f' Ri'^?^^  con.prising  E„a,„- 

and  Adjustable  Coupline-  4  innT?        f    Jf-  ^^^^  Proof  Vah^  Chain 

A  739  k"*  ''^^P  -^ip-HorL^r^^^^^     ^  Valve  Support  td 

A-739  Enameled  In.sule  Hopper,  (Drain  Pipe  „o't  included),. 

If  Hopper  .s  wanted  Enameled  All  Over  add  $i:25 
A-740  THE  "COLFAX" 
A-740  illustrates  Weil's  "Colfav"  Tf^^of  r>     r  rs, 

eled  All  Over  Tall  Oval  Hopper 'hIh  '"'*"',  Combination,  comprising  Enam- 
Waste  Pipe  5  feet  long  Galva,fi!;.l  r     "^2°'^  ^^^t  Proof  Valve  1  ncL 

Galvanize'd  Flush  P.p/and' Flu'rCo,me" tfon""^^  ''^"'^=  complele' wi^^ 

A-740  Complete  as  described,  (Drain  Pipe  not  included),. . . . 

If  Hopper  :s  wanted  Enameled  Inside  only  deduct  81  25 
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WEIL'S    ENAMELED    IRON    HOPPER  CLOSETS 


MCIVER   HOPPER   WITH  SEAT 


MCIVER    HOPPER  WITH  VALVE 


A  -  7  4  1  A  -  7  4  3 

A-7  4  1  Mclver  Hopper  Enameled  Inside  with  vSeat   $  5.50 

A  -  7  4  2  Mclver  Hopper  Enameled  All  Over  with  Seat   7.00 

A -7  4  3  Mclver  Hopper  Enameled  Inside  with  Valve  and  Seat.   10.00 

A  -  7  4  4  Mclver  Hopper  Enameled  All  Over  with  Valve  and  Seat   11,50 

VALVE  HOPPER  CLOSET  VALVE   H O P P E R  A  N  D  T R A P  C L O S E T 


A  -  7  4  5 


A  -  7  4  7 


A-745  Swing  Seat  Hopper  Closet  Enameled  Inside   $10.00 

A-7  4  6  Swing  Seat  Hopper  Closet  Enameled  All  Over   11.50 

A -7 4 7  Swing  Seat  Hopper  and  Trap  Closet  Enameled  Inside   11.00 

A- 748  Swing  Seat  Hopper  and  Trap  Closet  Enameled  All  Over   13.00 
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WEIL'S  WATER  CLOSET  TANKS 

LOW  SOLID  BENT  LOW  PUSH  LEVER  LOW  SOLID  BENT  PUSH  BUTTON 


^■^^0  A-761 
^  A-760  SOLID  BENT,  PUSH  LEVER 

A  -  /  60  Illustrates  Weil's  Highly  Polished  Solid  Kent  Hardwood  Low  Tank  with  10  ounc. 
Tinned  Copper  Lming,  Compound  I.ever  Klevated  Ball  Cock,  Rii4er  1^1   Flu  1 
Valve,  China  Indexed  how  Push  Lever,  Nickel  PHterl  Fi  ifi!  r 
Nickel  Plated  Supply  Pipe.  ^  Connection  and 

A-760  Oak  or  Birch  Mahogany    ^ 

A-760  Quarter  Sawed  Oak  or  Geunine  Cherry  i?' ''^ 

A-760  Genuine  Mahogany  or  Bird's  Eye  Maple! .  .  .  /.  .  .  .  '.  ,  '.  [  [  [ 9-J 
A  .„     ^    ^  .A-761  SO  LID  BENT,  PUSH  BUTTO  N "* 

A  -  7  61  lUustrates  Weil's  Highly  Polished  Solid  Bent  Hardwood  Low  Tank  with  10  ounce 
^•^^^^k^vT'^'Vn'^^'P";  C«"n^ound  Lever  Elevated  Ball  Cock  RubbeM?^^^^^ 

A  -  7  6  1^  Oak  or  Birch  Mahogany . . 

A  -  7  6(1  Quarter  vSawed  Oak  or  Genuine  Cherrv * 
A-  /  6  1  Genuine  Mahoganv  or  Bird's  Eve  Maple 

UOW_SOUD  BENT  CURVED  FRONT  L  O  W  '  ROU  N  d'  C  O  RNE  R  " 


^-7ez  A-7  6  3 

4    7R9  1,'  ^iT^o^,  ?^''^^^    FRONT,  PUSH  BUTTON 

A-7fa2  Illustrates  Weil's  boli.l  Bent  Curved  Front  Low  Tank  will,  10  ouuce  Tinne,! 

Copper  Lining  Compound  I.ever  Elevated  Bali  C<,ck.  Rubber  BaH  F  ush  Vahe 
Su^^y  ?^pr     "  ^^^"■'^'^  Connection  and  Nickel  Plated 

A  -  7  6  2  Oak  of  Birch  Mahoganv 

A- 76  2  Quarter  Sawed  Oak  or  Genuine  ClierrV 

A-  7  6  2  Genuine  Mahogany  or  Bird's  Eve  Maple  .  * "  *  " 5q 
A-763  mustrates  Weil^s^L^nV^^oXr^Sr^^^^^^^  ^T^.TlI°.^ith  "compound  lever 
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WEIL'S    WATER    CLOSET  TANKS 


ENAMELED  IRON  LOW  TANK 


VITREOUS  CHINA  LOW  TANK 


A-765 

A-765 
A-7  6  6 

A-766 


A-765  A  766 

A-765   ENAMELED  IRON 

illustrates  Weil's  Enameled  All  Over  Cast  Troii  Low  Tank  with  Low  Push  Lever 
Compound  Lever  Elevated  Ball  Cock,  Rubber  Ball  Flush  Valve,  Nickel  Plated 
Flush  Connection  and  Supply  Pipe.  ^ 

Complete  asdescnl)ed  '  ' 

A-766   VITREOUS  CHINA 
illustrates   Weil's   Vitreous  China  Low  Tank  with   Push  Button  Compound 
Lever  Elevated  Ball  Cock,  Rubber  Ball  Flush  Valve,  Nickel  Plated  Hush  Con- 
nection and  Supply  Pipe. 

Shi  7  'lO 

Complete  as  described  


NAMELED  IRON  HIGH  TANK 


VITREOUS  CHINA   HIGH  TANK 


A  -  7  7  O  A  -  7  7  1 

A-7  7  0  ENAMELEDHIGHIRONTANK 

\-77  0  illustrates  Weil's  Enameled  All  Over  Cast  Iron  High  Tank  with  Compound 
Lever  Ball  Cock,  Brass  vSyphon  Flush  Valve  and  Nickel  Plated  Cham  and  Pull. 

A-7  7  0  Com^^^^^^^  $1^00      112.00  $13.00 

A-771   VITREOUS   CHINA   HIGH  TANK 

\-771  illustrates  Weil's  8  Gallon  Vitreous  China  High  Tank  with  Compound  Lever 

Ball  Cock,  Brass  Syphon  Flush  Valve  and  Nickel  Plated  Chain  and  Pull. 
A .  7  7  1  Complete  as  described   ^^^-^^ 
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SOLID  BENT  WOOD  HIGH  TANK 


WEIUS  WATER  CLOSET  TANKS 


ROUND  CORNER  HIGH  TANK 


A-7  72  SOLID  BENT  HIGH  TANK 

■7  7  2  Illustrates  Weil's  7 Gallon  Highly  Polished  Solid  Bent  Hardwood  High  Tank 
with  10  ounce  Tinned  Copper  Lining,  Compound  Lever  Ball  Cock,  Galvanized 
Syphon  Flush  Valve,  Nickel  Plated  Brass  Combination  Bracket  and  Nickel  Plate 
Rod  Guide,  Rod  and  China  Pull.  ^j^ciridic 

-7  72  Oak,  Birch  Mahogany  or  Birch  Cherry  Finish    Each  $1125 

■7^2  Quarter  Sawed  Oak  or  Genuine  Cherry  Finish. . .  Each  At 

il2  Genuine  Mahogany  or  Bird's  Kye  Maple  Each  UJ.l 

77Q    n     .    .  .,A-773  ROUND  CORNER  HIGH  TANK 

■7  7  3  Illustrates  Weil's  71^  Gallon,  Highly  Polished  Round  Corner  Hardwood  High 
lank  with  10  ounce  Tinned  Copper  Lining,  Compound  Lever  Ball  Cock,  Galvan- 
ized Syphon  Hush  Valve,  Nickel  Plated  Iron  Brackets  and  Nickel  Plated  Chain 
ana  Hardwood  Pull. 

77  3  Oak,  Birch  Mahogany  or  Birch  Cherrv  Finish   Each     S7  50 

(id  Quarter  Sawed  Oak  or  Genuine  Cherrv  Finish  ...  Each  8*50 

If  with  Nickel  Plated  Rod  and  Rod  CUiide  with  China  Puil",  add' $2.25. 
ROUND  CORNER  HIGH  TANK  PINE  HIGH  TANK 


A  -  7  7  6 


7  7  5 

A    77^    n     .    .     _  ./-775  ROUND  CORNER  HIGH  TANK 

with  «^  ^^'n"  Gloss  Varnish  Finished  Round  Corner  Hardwood  High  Tank 
F  u^>f  V         ^T^xr  Compound  Lever  Ball  Cock,  Galvanized  Svphon 

HaSwi  P^^  ""^'^'^  Plated  Iron  Brackets  and  Nickel  Plated  ChainT:i 
Capacity 

A  -  7  7  5  Oak,  Birch  Cherry  or  Birch  Mahogany  Finish  . . .  ^^00      $6^5  Sj'kl 

A-776  illustrates  Weil's  ShelfacVi^is^.'e'^l'pfJ.L^H^VT'at^k  with  8  ounce  Copper Linin. 

K.^Ti^St^r"  ^-^'^-'-"-'^  Syphon  Flush  Valv^cTai^rd  P^uK 

A-776  She&i„ishedPi„"e"°"-^    $.^0  Sl^^OO  uf.^.   uloO  sl.^ 
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WEIUS    WATER  CLOSET  SEATS 
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.-780 


L-780 
L-780 

L-781 

1-781 
i-lSl 
L-781 


A  -  7  8  O  A  -  7  8  1 

a'tso  full  saddle  pattern  closet  seat 

illustrates  Weil's  1^  inch  Highly  Polished  Hardwood  Full  S^^^^^^^  Uoset 
Seat  with  Cover  and  Extra  Heavy  Fancy  Pattern  Nickel  Plated  Cast  Brass 

Hinges.  .  S6  50 

Quarter  Sawed  Oak  or  Genuine  Cherry  •  •  ^ 

Genuine  Mahogany  or  Bird's  Eye  Maple.  

A-781   semi-saddle   PATTERN   CLOSET  SEAT 
illustrates  Weil's  IW  inch  Highly  Polished  Hardwood  Semi  Saddle  Pattern 
St  Seat^^^^^^^^^^  and  Heavy  Pattern  Nickel  Plated  Cast  Brass  Hinges^ 

Plain  Oak.  Birch  Cherry  or  Birch  Mahogany   "^^  ^jr^ 

Quarter  Sawed  Oak  or  Genuine  Cherry  

Genuine  Mahogany  or  Bird's  Eye  Maple  


A-78  2  A-784 
A-782   STRAIGHT  POST   HINGE  CLOSET  SEAT 

\-782  illustrates  Weil's  134:  inch  Six-Piece  Hardwood  Seat  with  Cover  and  Nickel 
Plated  Cast  Brass  Straight  Post  Hinges. 

A-782  Highly  Polished  Oak,  Birch  Cherry  or  Birch  Mahogany  ,   |^.Ut) 

A-78B  vSanie  as  above,  Gloss  Varnished  Finish  k*A V V-i- " 

A-784  OFFSET  POST   HINGE  CLOSET  SEAT  i   xt-  1  1 

A-78  4  illustrates  Weil's  1'4  inch  Six-Piece  Hardwood  vSeat  with  Cover  and  Nickel 
Plated  Cast  Brass  Offset  Post  Hinges. 

\  -7  84  Highly  Polished  Oak,  Birch  Cherry  or  Birch  Mahogany  Finish   ^M-o 

If  without  Cover  deduct  50c. 
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WEIL'S  WATER  CLOSET  SEATS 


'NEVER  SPLIT"  SEAT 


■•BABICHAIR"  SEAT 


^■^35  A  -  7  8  6 

A-785  -'NEVER  SPLIT"  CLOSET  SEAT 
'^%llfcl7^7Z  li::^;'"^"^  Hardwood  seat  with  Cover  al 

t\%\^ggl,^?:lLtd^g:^^^^^^^^^^^^  tIS 

A-786  "BABICHAIR"CL0SET  SEAT 
^"'^^^  Ri"l*'?''''^f"'^''^f,''=l^^^''''  HiRlily  Polished  Three  I'lv  Veneered  Seat  with 
plete  ^trAUaThi^gl^L-r^"""  "'^"'^  ^'^^^^ 

A  " 7 1 fi  H,-*^n^'  {^"ii**!"'!                  ^'^'^"y      ^^'■■'^l'  Mahogany  I.^inish ....  §3  50 

^  ill  S-^S^  Quartered  Oak  or  Onuine  Cherry  Finish ....  ito 
A  -  7  8  6  Highly  Polished  Genuine  Mahogany  Finish   .  6  00 

■'ST.  PAUL"  SEAT  -  P  E  D  E  S  T  A  L"  S  E  A  T 


A  -  7  8  7 


A  -  7  8  8 


A-7  8  7  "ST.  PAUL"  CLOSET  SEAT 

A-787  illustrates  Weil's  -St.  Paul"  Hardwood  Closet  Seat  with  Cover  and  Back  Strin 
for  Bowl  Attachment  with  Bolts  and  Nickel  Plated  Brass  Hinges  ^ 


A-787  Gloss  Varnished  Oak . 


!.50 


A- 788  "PEDESTAL"  CLOSET  SEAT 

I's 

Brass  1 

A- 78  8  Gloss  Varnished  Oak 


>  CW  and  Back  and 


$2.50 
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WEIL'S    WATER    CLOSET  SEATS 


PEDESTAL  SEAT   WITH  COVER 


PEDESTAL  SEAT  WITHOUT  COVER 


A  -  7  8  9  A  -  7  9  O 

I  A-789   PEDESTAL  CLOSET   SEAT  WITH   COVER,  NO  BACK 

A-7  89  illustrates  Weil's  '-Pedestar*  Hardwood  Closet  Seat  with  Cover,  without  Back, 

with  Nickel  Plated  Brass  Hinges. 
A-789  Gloss  Varnished  Oak   ^2.25 

A-790    PEDESTAL  SEAT   WITHOUT  COVER 

A- 7  9  0  illustrates  Weil's  ''Pedestal  Hardwood  Closet  Seat  without  Cover,  with  Back  and 

Nickel  Plated  Brass  Hinges. 
A-790  Gloss  Varnished  Oak  


SQUARE  HOPPER  SEAT 
WITH  COVER 


SQUARE   HOPPER  SEAT 
WITHOUT  COVER 


A-7  91  A-7  9  2 

A- 791    HOPPER   SEAT   WITH  COVER 

A-7  91  illustrates  Weil's  Hardwood  Square  Hopper  Seat  wdth  Cover,  Nickel  Plated 

Brass  Hinges  and  Cast  Iron  Seat  Legs. 
A  7  9  1  Gloss  Varnished  Oak   ^^'^^ 

A-792    HOPPER   SEAT  WITHOUT  COVER 

A-792  illustrates  Weil's  Hardwood  Square  Hopper  Seat  without  Cover,  with  Nickel 
Plated  Brass  Hinges  and  Cast  Iron  Seat  Legs. 

A-7  9  2  Gloss  Varnished  Oak   ^^-^ 

If  without  Legs  deduct  r>()c. 
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WEIIv    BROS.,  CHICAGO 


WEIL'S  VITREOUS  CHINA  CLOSET  BOWLS 

SYPHON  JET,  EXTENDED  BACK  SUPPLY  SYPHON  JET.  RAISED  REAR  VENT 


A  -  8  O  O  A  -  8  O  1 

A.8  00  No.  2  Size  Vitreous  China  Syphon  Jet  Closet  Bowl,  extended  Back  Supply  ^17  tX) 

A    ROl  ^o9Q'  ^^"-ir.of  Outlet  to  hace  of  Spud         inches  ^uppO   ^li  XK) 

A-801  No.2Size  Vitreous  Clnna  Syphon  Jet  Closet  Bowl,  Raised  Rear  Vent         $30  00 

Floor  to  Center  of  Vent  IHV  inches   

Center  of  Outlet  to  Back  of  Vent  13  inches 

Seat  Attachments,  Each  40c. 


EXTRA  HEAVY  SYPHON  JET 

GOVERNMENT  TYPE 


SYPH  C  N  JET 

JUVENILE  HEIGHT 


A  -  8  O  2 


A-802  Vitreous  China  Syphon  Jet  C^vernmeut  Type  B-l,Approt.  Wefgh^  51  lbs  S^l  00 

A    finq   ^T-^           rM  •                       Oiitlet  to  Center  Of  spud  8^/inches  fe^l.OO 

A-803  Vitreous  China  Syphon  Jet  Government  Tyne  B%lZrox  Wei^.ht  48  lbs  91  m 

A       04  \ri,.         nu-      o^^V^^"      ^"^^^t      Center  of Vp„d  8J<  inches             ^           ^  '  ^^'^ 

Seat  Attachments,  Each  40c. 
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WEIL'S    VITREOUS    CHINA    CLOSET  BOWLS 

SQUARE   BACK   SYPHON   JET  STAPLE  SYPHON  JET 


A- 
A- 
A-8 
A-8 


A-809  A-81 O 

09  Size  No.  1  Vitreous  China  Square  Back  Syphon  Jet  Closet  Bowl   $24.00 

Center  of  Outlet  to  Center  of  Spud  S)4  inches. 

09  Size  No.  2  Vitreous  China  Square  Back  Syphon  Jet  Closet  Bowl   $22.00 

Center  of  Outlet  to  Center  of  Spud  S)4  inches. 

I  0  Size  No.  1  Vitreous  China  Staple  Syphon  Jet  Closet  Bowl   $22.00 

Center  of  Outlet  to  Center  of  Spud  S}(  inches. 

I I  Size  No.  2  Vitreous  China  Staple  Syphon  Jet  Closet  Bowl   $17.00 

Center  of  Outlet  to  Center  of  Spud  1%  inches. 
Spuds  and  Seat  Attachments  Extra  as  follows: 
1^4  inch  Spuds  Each  30c.;  l/z  inch  Spuds  Each  35c.;  2  inch  Spuds  Each  50c. 
Seat  Attachments  Each  40c. 

SPECIAL  SIZE   SYPHON  JET  J  U  V  E  N  I  L  E  W  A  S  H  D  O  W  N  W  I T  H  J  E  T 


\ 


A  -  8  1  1 


A  -  8  1  2 


A-8  1 1  Special  Size  Vitreous  China  Syphon  Jet  Closet  Bowl,  Q}4  inches  from  Cen- 
ter of  Hinge  Post  Holes  to  Center  of  Spud    $22.00 

Center  of  Outlet  to  Center  of  Spud  8^  inches. 
A-8  1  2  Juvenile  Size  Vitreous  China  Washdown  Syphon  Closet  Bowl  with  Jet. .  $10.00 
Center  of  Outlet  to  Face  of  Spud  9  inches. 
Spuds  and  Seat  Attachments  Extra  as  follows: 
1  }(  inch  Spuds  Each  30c.;        inch  Spuds  Each  35c.;  2  inch  Spuds  Each  50c. 
Seat  Attachments  Each  40c. 
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WEIUS  VITREOUS  CHINA  CLOSET  BOWLS 


EXTRA  HEAVY  REVERSE  TRAP 

WASH  DO  WN  SYPHON 


REVERSE  TRAP  WASHDOWN  SYPHON 


A  -  8  1  3 


A  -  8  1  4 


^'^^^  Extm  Heavy  Vit^^^      China  Reverse  Trap  Washdown  Syphon  Closet  Bowl, 
IX  inch  S^.TI^^^.%0%'^\f;iJ,^^^^^^^^  *sLr°.^[a°Xf. 


EXTRA  HEAVY  WASHDOWN  SYPHON 
ANGLE  BASE 


rents,  Rach  40c. 

EXTRA  HEAVY  WASHDOWN  SYPHON 
INTEGRAL  SEAT 


A-8 1 5  A-8 1 6 

^"  ^  ^    Each'.^!^.';^^  Washdown  Syphon  Closet  Bowl  with  An^le  Base  and  Wall  Flange, 

ISJnf.-   A  ^^"ter  °f  OuUetVo'BackVf    ^^OiX) 

A  «  1  R  ^  I     ^         fxr      ^^"i-'^l^ed  with  outlet  either  through  Base  or  Wall  FlanL^e 
A-8  16  Extra  Heavy  Washdown  Syphon  Closet  Bowl  China  Seat  InteKral  14.30 

Tf  A  Q1 A  •  .   A^V^^^  «f  0"tlet  to  Face  of  Spud  10  inches   

It  A-816  IS  wanted  without  Integral  Seat,  with  Seat  Attachment,  deduct  $2  00 

IX  inch  Sp!Z°la^r30l"^2  t^^^^^^MJ!'  SeV°A^^a°ch"- „t.  Each  40c. 
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WEIL'S    VITREOUS    CHINA    CLOSET  BOWLS 


ASHDOWN    SYPHON  WITH  JET 
TOP  CONNECTION 


FRONT  WASHOUT 


ristal  Closet  Bowl  withovit  Vent. 


Sll. 


\  A  -  8  2  6 

A  -  8  1  7 

817  Vitreous  China  Washdown  Syphon  with  '^^f  CpJ^fl^g  r/  hiches^  ' 

817  Vitreous  China  Washdown  Syphon  with  Jet,  ^  tn^,.  ^^^^  x^v^iili 

If  without  Jet,  deduct  $1.50. 
Center  of  Outlet  to  Center  of  Spud  8  inches 

818  Vitreous  China  Washdown  Syphon  with  Jet   $10.00 

Center  of  Outlet  to  Face  of  Spud  5)4  inches. 
Spuds  and  Seat  Attachments  Extra  as  follows: 
IX         Spuds  Each  30c.;  2  inch  Spuds  I^ach  50c;  Seat  Attachments  Each  40c. 


ASHDOWN  SYPHON  SPECIAL 
EXTENDED   BACK  OUTLET 


WASHDOWN   SYPHON  EXTENDED 
BACK  OUTLET 


A  -  8  1  9 


A  -  8  2  O 


-819  Vitreous  China  Washdown  Syphon  Closet  Bowl,  Special  Extended  Back 

Outlet   '   $8.50 

Center  of  Outlet  to  Face  of  Spud  2  inches. 
Center  of  Outlets  to  Rear  of  Base  Extension  4^  inches. 
-820  Vitreous  China  Washdown  Syphon  Closet  Bowl,  Extended  Back  Outlet.  .  $8.50 
Center  of  Outlet  to  Face  of  Spud  6  inches. 
Spuds  and  Seat  Attachments  Extra  as  follows: 
IX  inch  Spuds  Each  30c.;  2  inch  Spuds  P>ch  50c,;  Seat  Attachments  Each  40c. 
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WEIUS    VITREOUS    CHINA    CLOSET  BOWLS 


WASHDOWN  SYPHON 
CENTER  OUTLET 


A  -  8  2  1 


A-  8  2  2 


A  -  8  21  Vitreous  China  Washdown  Syphon  Closet  Bowl  Back  Outlet  

Center  of  Outlet  to  Face  of  Spud  b)4  inches. 

A-8  22  Vitreous  China  Washdown  Syphon  Closet  Bowl  Center  Outlet  

Center  of  Outlet  to  Face  of  Spud  10  inches. 
Spuds  aud  Seat  Attachments  Extra  as  follows: 
1}4  inch  Spuds  Each  30c.;  2  inch  Spuds  Each  50c.;  Seat  Attachments  Each  40c. 


$8.50 


WASHDOWN  SYPHON, 
JUVENILE  HEIGHT, 


COMBINED  HOPPER 
AND  TRAP 


A  -  8  2  3 


A-8  2  4 


A -8  2  3  Vitreous  China   Washdown  Syphon  Closet  Bowl,  Juvenile  Size,  13 

inches  High   ^  f .  $g.50 

Center  of  Outlet  to  Face  of  Spud  11>4  inches. 

A  -  8  2  4  Vitreous  China  Combined  Hopper  and  Trap,  Back  Vented    $8.75 

A-821  can  also  be  furnished  with  either  Right  or  Left  Vent. 
Spuds  and  Seat  Attachments  Extra  as  follows: 
1)4  inch  Spuds  Each  30c.:  2  inch  Spuds  Each  50c.;  Seat  Attachments  Each  40c. 
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WEIUS    VITREOUS    CHINA    CLOSET  BOWLS 

PLAIN   PEDESTAL  ^  FRONT  WASHOUT 


III  'Ii'llllli'llilil 

A-8  2  5 


A  -  8  2  6 


A-825 

A-826 
A-826 

1^^ 


Size  No  2  Vitreous  China  Plain  Pedestal  Closet  Bowl  without  \  ent.  . 
Center  of  Outlet  to  Face  of  Spud  S}(  inches. 
If  with  Vent  add  25c. 

Size  No  2  Vitreous  China  Front  Washout  Closet  Bowl  with  Vent  

Center  of  Outlet  to  Face  of  Spud  7  inches, 

Size  No  3  Vitreous  China  Front  Washout  Closet  Bowl  with  Vent  

Center  of  Outlet  to  Face  of  Spud  inches. 
Spuds  and  Seat  Attachments  Extra  as  follows: 
inch  Spuds  Bach  30c.  ;  2  inch  Spuds  Each  50c.;  Seat  Attachments  Each 


$11.25 

10.25 
8.00 

10c. 


BACK  WASHOUT 


OFFSET  WASHOUT 


iiMiiiiiiii^^ 

A-827  A-828 

\  - 8  2  7  Size  No.  1  Vitreous  China  Back  Washout  without  Vent   ^14.00 

\  -8  2  7  Si/e  No.  2  Vitreous  China  Back  Washout  without  Vent   i^-^ 

t  -8  2  7  S^^e  No.  3  Vitreous  China  Back  Washout  without  Veirt  

If  with  Right  or  Left  Trap  Vent  add  2oc 
A-828  Size  No.  3  Vitreous  China  Offset  Washout,  Front  or  Back  Outlet   ».UU 

Spuds  and  Seat  Attachments  Extra  as  follows: 
VA  inch  Spuds  Each  30c.;  2  inch  Spuds  Each  50c;  Seat  Attachments  Each  40c. 
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WEIL'S  VITREOUS  CHINA  CLOSET  BOWLS 

TALL  OVAL  HOPPER       TALL  ROUND  HOPPER       PHILADELPHIA  HOPPER 


A -8 3  1  Vitreous  China  Philadelphia  Hopper     4  50 


Spuds  and  Seat  Attachments  Extra  as  follows: 
134  inch  Spuds  30c.    Seat  Attachments  40c. 


SQUARE  SHORTHOPPERANDTRAP        OVAL  SHORT  HOPPER  ANDTRAP 


A  -  8  3  2 


A  -  8  3  3 


A -83 2  Vitreous  China  Square  Flushing  Rim  Hopper  and  Trap   $8.25 

A  -  8  33  Vitreous  China  Oval  Flushing  Rim  Hopper  and  Trap  ..[..,..,  6;75 

Square  Hopper,  only  $5.00       Oval  Hopper,  only  $3.50 

Round  Hopper,  only   2.50       Trap,  only  \  [  [    3  25 

Spuds,  Couplings,  Seat  Attachments  and  Hopper  Clamps  Extra  as  follows: 
I'X  inch  vSpuds  30c.  2  inch  Spuds  50c.  1>4  inch  Couplings  30c. 

2  inch  Couplings  50c.       Hopper  Clamps;  per  Set  of  three  60c. 
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WEIL'S    ENAMELED    IRON    CLOSET  BOWLS 


SYPHON  JET 


WASHDOWN   WITH  JET 


A  -  8  3  4 

A-8  3  4  Enameled  All  Over  Bowl  with  Flush  Spud  only. 
A -8. 3 5  Enameled  All  Over  Bowl  with  Flush  Spud  only. 


A-8  3  5 


$15.25 
13.75 


Oak  Seats  with  Cover,  Extra  $3.00. 
Straight  or  Bent  Coupling  Extra  as  follows  : 
1%  inch  30c.;  1}4  inch  35c,;  2  inch  50c. 


SYPHON  WASHDOWN 
WITH  VENT 


SYPHON  WASHDOWN 
WITHOUT  VENT 


A  -  8  3  6 


A  -  8  3  7 


A -8 3 6  Enameled  All  Over  Bowl  with  Flush  and  Vent  Spuds  only. 
A-8 3 7  Enameled  All  Over  Bowl  with  Flush  Spud  only   


$11.75 
11.25 


Oak  Seats  with  Cover,  Extra  $3.00. 
Straight  or  Bent  Coupling  Extra  as  follows  : 
IX  inch  30c.;  2  inch  50c. 
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WEIUS  ENAMELED  IRON  CLOSET  BOWLS 


'S"  TRAP  FRONT  WASHOUT  "P"  TRAPFRONT  WASHOUT 

WITH  VENT 


A  -  8  3  8 


A  -  8  3  9 


A -83 8  Enameled  All  Over  Bowl  with  Flush  and  Vent  Spuds  only 
A  -83  9  Enameled  All  Over  Bowl  with  Flush  Spud  only  


810.00 
10.00 


Oak  Seats  with  Covers,  Extra  13.00. 
Straight  or  Bent  Couplings,  Extra  as  follows: 
l}i  inch  30c.       2  inch  50c. 


'S"TRAP  FRONT  WASHOUT 

WITHOUT  VENT 


BACK  WASHOUT 

WITH  VENT 


A  -  8  4  O 


A  -  8  4  1 


A -840  Enameled  All  Over  Bowl  with  Flush  Spud  only  

A -8  41  Enameled  All  Over  Bowl  with  Plush  and  Vent  Spuds  only. 


$  9.50 
10.75 


Oak  Seats  with  Covers,  Extra  $3.00. 
Straight  or  Bent  Couplings,  Extra  as  follows: 
1)4  inch  30c.       2  inch  50c. 
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WEIUS    ENAMELED    IRON    CLOSET  BOWLS 


TALL  OVAL  HOPPER 


TALL  ROUND  HOPPER 


A-8  4  2  :  >  A-8  44  ^ 

A  -  8  4  2  Tall  Oval  Hopper  Enaiueled  All  Over  with  Spud  only.   $6.50 

A-8  4  3  Tall  Oval  Hopper  Knaineled  Inside  with  Spud  only   5.00 

A  -  8  4  4  Tall  Round  Hopper  Enameled  All  Over  with  Spud  only   6.50 

A  -  8  4  5  Tall  Round  Hopper  Enameled  Inside  with  Spud  only     5.00 

Oak  Seat  with  Cover,  Extra  $3.00. 
IJ^  inch  Coupling,  Extra  30c. 

OVAL  SHORT   HOPPER   AND  TRAP  OVAL  SHORT  HOPPER 

v.. 


A-846  A-848 

A-84  6  Short  Oval  Hopper  and  Trap  Enameled  All  Over,  with  Spuds  only   $10.00 

A -84  7  Short  Oval  Hopper  and  Trap  Enameled  Inside,  with  Spuds  only   6.75 

A-8  4  8  Short  Oval  Hopper  Enameled  All  Over,  with  Spud  only   6.25 

A- 8  49  Short  Oval  Hopper  Enameled  Inside,  with  Spud  only   i.25 

Oak  Seat  with  Cover,  Extra  $3.00. 
iuch  Coupling,  Extra  30o. 
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WEIUS  ENAMELED  IRON  HOPPERS 

PHILADELPHIA  OLD  PATTERN  PHILADELPHIA  NEW  PATTERN 


A-850  A-852 

A  -  8  5  0  Philadelphia  Old  Pattern ,  Enameled  Inside .  ^.o 

A-8d1  Philadelphia  Old  Pattern,  Enameled  All  Over    ^07^ 

A-852  Phdadelphia  New  Pattern,  Enameled  Inside .  'I'B 
A -853  Philadelphia  New  Pattern,  Enameled  All  Over  l'^ 

SHORT  HOPPER  AND  "p-  TRAP  SHORT  HOPPER  AND  "S"  TRAP 

A-8  5  4  A -8^5  5  ^ 

A  "fi  ^ t  Ph-lil^!!?^  l^ll^'""  f ^^^^  ^^'PP^^  ^'''^  ^  '^^^P'  Hnameled  Inside.  U  00 

A  -  8  5  5  Philadelphia  Pattern  Short  Hopper  and  S  Trap,  Enameled  Inside !  ! ! ! tm 

If  without  Vent,  deduct  75c. 
OVAL  PRISON  HOPPER  ROUND  PRISON  HOPPER 

1  * 


^-856  A-858 

A  i'^  7  n™l                        J^n^'-'e'^^'l  All  Over,  with  Spu.l  only   $8  50 

t  "I?  J  ^                 "?PP"'  Enameled  Inside,  with  Spud  only . . ...  ^  a^ 

A  -85  8  Round  Prison  Hopper,  Enameled  All  Over,  with  Spud  only. '. . .  8  00 

A  -  8  5  9  Round  Prison  Hopper,  Enameled  Inside,  with  Spud  only  650 


WEIL    BROS.,  CHICAGO 


199 


WEIUS  AUTOMATIC  SYPHON  WASHOUT  CLOSET  RANGES 


A-900 

A -9  00  illustrates '* Weil's*'  Automatic  Syphon  Washout  Range  Closet  with  Perforated 
Washdown  Pipe  at  Front  and  Back,  Cast  Iron  Flush  Pipe,  Hardwood  Seats  with 
Heavy  Cast  Brass  Hinges,  Tinned  Copper  Lined  Pine  Automatic  Flushing  Tank 
with  Bronzed  Iron  Brackets  and  Upper  and  Lower  Traps  as  shown. 

Number  of  Seats  Price  with  24  inch  Seats  Price  with  27  inch  Seats  Price  with  30  inch  Seats 


Painted 

Enameled 

Painted 

Enameled 

Painted 

Enameled 

Range 

Range 

Range 

Range 

Range 

Range 

2 

$  61.25 

$  72.75 

$  a3.25 

$  75.75 

$  65.25 

$  78.50 

70.25 

85.00 

73.25 

89.50 

76.25 

94.00 

79.25 

97.50 

83.25 

103.25 

90.25 

112.00 

5 

91.25 

112.75 

96.75 

120.25 

104.50 

130.25 

103.25 

128.00 

109.25 

136.50 

118.a) 

148.00 

7 

115.50 

143.25 

122.25 

153.25 

131.00 

165.50 

8 

126.25 

157.25 

134,50 

169.25 

143.25 

181.75 

9 

186.75 

171.25 

147.75 

186.25 

10 

148.50 

186.25 

Unless  otherwise  ordered  Ranges  will  be  sent  with  Outlet  on  Left  Hand  End. 
If  with  Galvanized  Reinforcing  Ring  under  Seat  add  for  each  $1.50 
If  with  Galvanized  Iron  Frame  and  Rubber  Bumper  for  same  under  each  Seat,  add  for 

each  $1.25. 

If  Seats  are  wanted  with  Covers  add  for  each  $1.00. 
If  Range  is  wanted  without  Seats,  deduct  for  any  size  each  $2.00 
For  Local  Ventilating  Attachment  see  page  202. 
I'or  full  description  of  above  Range  see  page  202. 
Length  of  Range  is  determined  by  the  number  of  Seats  and  their  respective  widths;  for 
roughing  in  add  to  length  22  inches,  or  8  inches  at  inlet  end  for  flush  connection 
and  14  inches  at  outlet  end  for  trap  connection. 
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A-9  01 

A -9 01  illnstrates  "Weil's"  Automatic  Syphou  Washout  Range  Closet  with  Perforated 
Washdown  Pipe  at  Front  and  Back,  Cast  Iron  Flush  Pipe,  Hardwood  Seats  with 
Heavy  Cast  Brass  Hniges,  Tinned  Copper  Lined  Automatic  Flushing  Tank  with 
Bronzed  Iron  Brackets,  and  Upper  and  Lower  Traps  as  shown. 

S'seafi"  P«^»fi7p^  "^'^^  ®f^^^  ^'i^h  27  inch  Seats 

°*  Painted  Range      Enameled  Range         Painted  Range      Enameled  Range 

2  $  93.75  $105.25  $  97.75  $110.25 

4  }?^-^^  121.75  138  00 

5  162  75  18L25  173.25  196.75 
?  I^IJ^  212.50  .  199.75  227.00 
7  213.00  240.75  -  226.75  257  75 
Q  ino^  ^^^■'^^  253.00  287:25 

10  P-^^  280.25  318.75 

1^  285.00  322.75 

Unless  otherwise  ordered  Ranges  will  be  shipped  with  outlet  on  Left  Hand  Knd. 
If  with  Galvanized  Reinforcing  Ring  under  Seats,  add  for  Each  $1.50. 
If  with  Galvanized  Partitions  and  Backs,  add  for  Galvanizing  each 
Partition  $3.00;  for  each  Back  $3.50. 
•    If  without  Backs  but  with  Partitions,  deduct  for  each  24  inch  back  $6  50  for 

each  27  inch  back  $7.50, 
If  with  Galvanized  Iron  Frame  and  Bumper  for  same  under  each  Seat,  add  for 

each  Seat  $1.25. 
For  Local  Ventilating  Attachment  see  page  202. 
For  full  description  of  Range  see  page  202. 

Hv^  wi-Ht^:!"f  ^  ^^"^^^  "'^^  I""^  determined  by  the  number  of  Seats  and  their  respec- 
rnL  Ir     '  ^  m,  add  to  length  22  inches,  or  8  inches  at  inlet  end  for  flush 

connection  and  14  inches  at  outlet  end  for  trap  connection. 
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WEIUS  AUTOMATIC  SYPHON  WASHOUT  CLOSET  RANGES 


A  -  9  O  2 

»A-902  illustrates  "Weil's"  Automatic  Syphon  Double  Washout  Range  Closet  with  Per- 
forated Washdown  Pipes  at  front  and  Back,  Cast  Iron  Flush  Pipes,  Hardwood 
Seats  with  Heavy  Cast  Brass  Hinges  and  Tinned  Copper  Lined  Automatic  Flush- 
ing Tanks  with  Bronzed  Iron  Brackets,  and  Upper  and  Lower  Traps  as  shown. 

Price  with  27  inch  Seats 
Painted  Range        Enameled  Range 

$182.50  $207.50 

224.00  256.50 

265.50  305.50 

314.00  361.00 

360.50  415.00 

408.(X)  470.00 

454.00  523.50 

502.00  579.00 


Number 

Price  with  24  inch  Seats 

of  Seats 

Painted  Range 

Enameled  Range 

4 

$176.50 

$199.50 

6 

215.00 

244.50 

8 

253.50 

290.00 

K) 

298.00 

341.00 

12 

342.50 

392.00 

14 

387.50  ' 

443.00 

16 

429.50 

491.50 

18 

471.00 

540.(X) 

20 

515.00 

590.50 

Unless  otherwise  ordered  Ranges  will  be  shipped  with  Outlet  on  Ueft  Hand  End. 
If  with  Galvanized  Reinforcing  Ring  under  Seats,  add  for  each  $1.50. 
If  Seats  are  wanted  with  Covers,  add  for  each  $1.00. 
If  with  Galvanized  Partitions  and  Backs,  add  for  Galvanizing  each 
Partition  $3.00;  for  each  Back  $3.50. 
If  with  Galvanized  Iron  Frame  and  Bimiper  for  same  under  each  Seat,  add  for 

each  $1.25. 

For  Local  Ventilating  Attachments  see  page  201. 
Uength  of  Range  may  be  determined  by  the  number  of  Seats  and  their  respec- 
tive widths;  for  roughing  in, 'add  to  length  22  inches,  or  8  inches  at  inlet  end  for  flush 
connection  and  14  inches  at  outlet  end  for  trap  connection. 
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WEIUS  AUTOMATIC  SYPHON  WASHOUT  CLOSET  RANGES 


VENTILATING   CONNECTION    FOR   SYPHON   WASHOUT   RANGE  CLOSETS 

■ 


A  -  9  0  3 

VENTILATING  SECTION  ^' 

T  ^"^f        I"/  Section  for  Single  Range  with  Vent  Pipe  Collar  (no  Vent  Pipe  in- ' 
eluded).    Add  to  price  of  Single  Ranges,  pages  199  and  200,  for  Painted  Ranges  $5.00; 
for  Enameled  Ranges  $7.50.  ^  » 

f  t7^uI^^^^^^^  Sections  with  Vent  Pipe  Collars  (no  Vent  Pipe  included).  Add  to  price 
Ranges  $15  O)"^^^  ^""^^  Painted  Double  Ranges  $10.00;  for  Enameled  Double 

DESCRIPTION   OF  SYPHON   WASHOUT  CLOSET  RANGE 

^/Weil's"  Automatic  Syphon  Washout  Water  Closet  Range  is  so  arranged  that  a  depth 
of  5  inches  of  water  is  at  all  times  retained  in  the  Range.  The  Tank  operates  automati- 
cally at  desired  intervals  (by  adjusting  the  supply  valve  in  Tank).  It  has  perforated 
bpray  Pipes  on  front  and  rear  and  whenever  the  Tank  discharges  water  is  forced  through 
them  as  well  as  the  large  Flush  Pipe,  thoroughly  flushing  all  inside  surfaces  of  the 
Range.  The  Tank  is  made  of  seasoned  wood  and  is  lined  with  heavv  tinned  and  plan- 
isned  copper.  '  ^ 

Air  Pipe  Connection  with  Tank  and  Upper  Trap  must  be  made  as  shown  in  illustra- 
tion by  dotted  lines  on  pages  199,  200  and  201;  (we  do  not  furnish  this  pipe)  and  particu- 
lar care  should  be  taken  that  the  I.ower  Trap,  which  we  furnish,  is  in  all  cases  put  in 
place,  otherwise  syphonic  action  cannot  take  place. 

For  Roughing  in:  Sizes  given  above  are  for  Ranges  only— 22  inches  must  be  added 
to  same  for  space  required  for  the  Outlet  Trap  and  Flush  Tank,  being  8  inches  at  inlet 
end  and  14  inches  at  outlet  end. 

Height  from  Floor  to  top  of  Seats  15  inches.  When  desired  Legs  can  be  furnished 
raising  Range  2  inches.  Unless  otherwise  ordered  Ranges  will  be  sent  with  Outlets  at 
Lett  Hand  Knd  as  shown. 
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WEIUS  INDIVIDUAL  BOWL  SYPHON  CLOSET  RANGES 


Number 
of  Sections 

3 
4 
5 
6 


Price  with  24  in  Sections 
Painted  Range         Enameled  Range 

$  94.25 


Price  with  27  inch  Sections 
Painted  Range 


A-9  O  4 

INDIVIDUAL  BOWL  RANGE  CLOSET 

A  9  0  4  illustrates  -  WeiPs"  Individual  Flushing  Rim  Bowl  Syphon  Range  with  Cast  Iron 
A  9  04  ^i,^  Heavy  Cast  Brass  Hinges,  Tmned  Copper  Line 

Pine  Automatic  Patent  Flushing  Tank,  Upper  and  Lo^yer  Trap,  as  shown,  and 
Brass  Pipe  with  Union  Couplings  to  connect  Flushing  Rims  of  Bowls. 

ch  Secti'  

Enameled  Range 

$  99.00 

116.00 
135.25 
155.75 
175.75 
195.50 
214.75 
234.50 
254.50 
274.25 


9 

10 
11 
12 
13 
14 
15 


$  82.25 
97.50 
112.50 
128.75 
144.00 
159.25 
174.75 
190.50 
206.25 
222.25 
238.00 
253.75 
269.50 


112.75 
131.25 
151.00 
169.25 
188.00 
207.00 
226.00 
245.00 
264.50 
283.50 
302.50 
321.50 


S  84.75 
100.75 
116.50 
133.75 
150.50 
166.75 
182.50 
199.00 
215.75 
232.00 


Height  from  floor  to  top  of  seat  is  15  inches;  five-seat  Ranges  and  less  are  fur- 
nished with  4  inch  Traps;  six-seat  Ranges  and  over,  with  o  inch  Praps. 

If  with  Galvanized  Reinforcing  Ring  under  Seat,  add  for  each  seat  $1  50 

Unless  otherwise  ordered  Ranges  will  be  sent  as  shown,  viz:  ^^^h  Outlet  on  L^^^ 
Hand  End  but  when  desired  Ranges  can  be  furnished  with  the  Outlet  on  Right-hand  End. 

N^TE  Care  should  be  tiken  when  roughing  in  that  the  Lower  Trap,  which  we 
furnish,  is  in  all  cases  put  in  place,  otherwise  syphonic  action  cannot  take  place. 
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WEIL'S   INDIVIDUAL    BOWL   SYPHON   CLOSET  RANGES 


A-9  O  5 

INDIVIDUAL  BOWL  RANGE  CLOSET 

A -90 5  illustrates  ''Weil's"  Individual  Flushing  Rim  Bowl  vSyphon  Range,  with  Cast 
Iron  Flush  Pipes,  Oak  Seats  with  Heavy  Cast  Brass  Hinges,  Painted  Cast  Iron 
Partitions  and  Backs,  and  Tinned  Copper  Joined  Pine  Automatic  Patent  Flushing 
Tanks  and  Upper  and  Lower  Traps,  as  shown,  and  Brass  Pipe  with  Union  Coup- 
ings  to  connect  Flushing  Rims  of  Bowls. 
Number  of  Sec-  Price  with  24  inch  Sections  Price  with  27  inch  Sections 

Painted  Range        Enameled  Range 


lions 

Painted  Range 

Enameled  Range 

3 

$  127.75 

$  139.75 

4 

156.00 

171.25 

5 

184.00 

202.75 

6 

213.25 

235.50 

7 

241.50 

266.75 

8 

269.75 

^  298.50 

9 

302.50  - 

a34.50 

10 

331.75 

367  25 

11 

361.00 

399.75 

12 

390.25 

432.50 

13 

419.50 

465.00 

14 

448.00 

497.50 

15 

478.75 

530.00 

$  133.25 
163.25 
193.00 
224.25 
255.00 
285.25 
316.75 
347.50 
378  25 
409.00 
439.75 


$  147.50 
178.50 
211.75 
246.25 
280.25 
314.00 
348.75 
382.75 
417.00 
451.00 
485.00 


Note  Care  should  be  taken  when  Roughing-in  that  the  Lower  Trap,  which 
we  furnish,  is  in  all  cases  put  in  place,  otherwise  syphonic  action  cannot  take  place. 

Height  from  floor  to  top  of  seat  is  fifteen^ inches;  five-seat  Ranges  and  less  are 
furnished  with  4  inch  Traps;  six. seat  Ranges  and  over,  with  5  inch  Traps. 

If  with  Galvanized  Partitions  or  Backs,  add  to  above  prices  for  galvanizing^  Par- 
titions, each  $4.00,  and  for  Back,  each  $4.50.  It  with  Galvanized  Reinforcing:  Rin'tr  un- 
der Seat,  add  for  each  Seat  $1.50.  ^ 

Unless  otherwise  ordered  Ranges  will  be  sent  as  shown,  viz  ;  with  Outlet  on  Left 
Hand  End,  but  when  desired  Ranges  can  be  furnished  with  the  Outlet  on  Right  Hand 
End.  ^ 

If  wanted  without  Backs,  but  with  Partitions,  and  otherwise  as  above  described 
deduct  for  each  24  inch  Back  $6.50;  each  27  inch  Back,  $7.50. 
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A  -  9  O  6 

INDIVIDUAL  BOWL  DOUBLE  RANGE 

V.9  0  6  illustrates  "Weil's"  Individual  Flushing  Rim  Bowl  Syphon  Range,  with  Cast 
Iron  Fhish  Pipes,  Hardwood  Seats  with  Heavy  Brass  Hinges,  Painted  Cast  Iron 
Partitions  and  Backs  and  Copper  Lined  Automatic  Patent  Flushing  Tanks  and 
Upper  and  Lower  Traps,  as  showm,  and  Brass  Pipes  with  Union  Couplings  to  con- 
nect Flushing  Rims  of  Bowl. 

Number  Price  with  24  inch  Sections  .  Price  with  27  inch  Sections 

of  Sections  Painted  Range      Enameled  Range  Pamted  Range      Enameled  Range 

6                ■     S242  00  $266.00  $250.00  $278.50 

8  29400  324.50  304.50  .335.00 

10  345  50  383.00  358.50  396.00 

12  399  50  444.00             .    415.50  459.50 

14  451  50  502.00  471.50  522.00 

16  503  50  561.00  526.50  584.00 

18  560.50  624.50  582.50  646.75 

20  614  00  685.00  638.25  709.00 

22  667  50  745.25  694!25  771.75 

24  721.25  805.75  750.00  834.00 

Height  from  floor  to  top  of  seat  is  15  inches;  10-seat  Ranges  (five  on  a  side)  and 
less  are  furnished  with  4-inch  Traps,  12-seat  Ranges  (six  on  a  side)  and  over  with  5-inch 
Traps. 

If  with  Galvanized  Partitions  or  Backs  add  to  above  prices  for  Galvanizing  Par- 
titions, each  $4.00,  and  for  Backs,  each  $4.50.  If  with  Galvanized  Ring  under  Seat,  add 
SI. 50  for  each  vSeat. 

Unless  otherwise  ordered  Ranges  will  be  sent  as  shown,  viz:  with  Outlets  on  Left 
Hand  End  but  when  desired  Ranges  can  be  furnished  with  theOutlets  on  Right-Hand  End. 

Note:  Care  should  be  taken  when  roughing  in  that  the  Lower  Trap  which  we 
furnish  is  in  all  cases  put  in  place,  otherwise  syphonic  action  cannot  take  place. 
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WEIL'S  SYPHON  EDUCTION  CLOSET  RANGE 


A-90  7 

-907  illustrates  "Weil's"  Automatic  Syphon  p:duction  Range  Closet  with  Syphon 
Eduction  Copper  Lined  Wood  Tank,  Galvanized  Iron  Flush  Pipe  and  Hardwood 
Seats  with  Brass  Hinges  and  Iron  Reinforcements. 


Number 

of 
Seats 

Price  with  24  inch  Seats 

Price  with  27  inch  Seats 

Price  with       inrh  Spate 

t'ainted 

E;nameled 

Painted 

Knameled 

Painted 

Enameled 

Range 

Range 

Range 

Range 

Range 

Range 

3 

$  68.25 

$  81.50 

$  71.75 

$  86.25 

$  74.75 

$  93.00 

4 

79.50 

96.00 

83.50 

102.00 

89.25 

109.50 

5 

93.00 

113.00 

98.50 

120.50 

105.25 

129.75 

6 

105.50 

128.75 

111.75 

138.00 

119.25 

148.00 

7 

118.75 

145.50 

126.00 

156.00 

134.25 

167.75 

8 

130.50 

160.50 

139.00 

172.75 

148.00 

185.50 

9 

143.50 

177.25 

154.25 

192.00 

164.75 

206.75 

10 

]  56.00 

193.00 

168.75 

209.25 

180.75 

226.50 

11 

169.50 

209.25 

183.50 

227.75 

197.25 

247.00 

12 

182.75 

225.50 

197.75 

246.00 

211.75 

266.00 

13 

196.75 

242.75 

212.75 

264.50 

14 

209.75 

259.50 

15 

223.50 

276.75 

If  Seats  are  wanted  stationary  instead  of  hinged,  deduct  for  each  Seat  50c. 
If  Seat  Covers  are  wanted,  add  for  each  Seat  $1.00. 
2x5  inch  Local  Vent  Connections  on  Each  Section  for  Sheet  Iron  Pipe,  each  $1.50 
2  inch  Tyocal  Vent  Connections  on  each  Section  for  Wrought  Iron  Pipe,  each  $1.50 
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WEIL'S    SYPHON    EDUCTION    CLOSET  RANGES 


A  -  9  O  8 

A-908  illustrates  Weil's  Automatic  Syphon  Eduction  Closet  Range  with  Syphon  Educ- 
tion Copper  Lined  Wood  Tank,  Galvanized  Iron  Flush  Pipe  and  Hardwood  Seats 
with  Brass  Hinges  and  Iron  Re-inforcements  and  Painted  Iron  Partitions  and 


Backs. 


Number  of 

Price  with  24  inch  Seats 

Seats 

Painted 

Knanieled 

Range 

Range 

3 

$113.75 

$127.00 

4 

138.00 

154.50 

5 

164.50 

184.50 

6 

190.00 

213.25 

7 

216.25 

243.00 

8 

241.00 

271.00 

9 

267.00 

300.75 

10 

292.50 

329.50 

11 

319.00 

358.75 

12 

345.25 

388.00 

13 

372.25 

418.25 

14 

398.25 

448.00 

15 

425.00 

478.25 

Price  with  27  inch  Seats 
Painted  Enameled 


Range 
$120.25 

146.00 
175.00 
202.25 
230.50 
257.50 
286.75 
315.25 
:344.00 
372.25 
401.25 


Range 
$134.75 
164.50 
197.00 
228.50 
260.50 
291.25 
324.50 
355.75 
388.25 
420.50 
453.00 


Price  with  ; 
Painted 
Range 

$126.25 
155.75 
186.75 
215.75 
245.75 
274.50 
306.25 
337.25 
368.75 
398.25 


)  inch  vSeats 
Knanieled 
Range 

$144.50 
176.00 
211.25 
244.50 
279.25 
312.00 
348.25 
383.00 
418.50 
452.50 


If  Enameled  Iron  Seat  Tops  are  desired  in  place  of  Wood  Seats,  add  |or  each  $2.25. 
If  Seats  are  wanted  stationary  instead  of  hinged,  deduct  fojr  each  Seat  50c. 

If  Seat  Covers  are  wanted,  add  for  each  Seat  $1.00.      ^        ^_    „  , 
If  without  Backs  but  with  Partitions,  deduct  for  each  24  inch  Back  $6.50;  for  each 
27  inch  Back  $7.50;  for  each  30  inch  Back  $8.50.  ^ 
5x2  inch  Vent  Connection  on  each  section  for  Sheet  Iron  Vent  Pipe  each  $1  oO. 
2  inch  Vent  Connection  on  each  section  for  Wrought  Iron  Pipe  each  ^l.bU. 
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fWEIUS  SYPHON  EDUCTION  CLOSET  RANGES 


A  -  9  O  9 

A  -  9  09  illustrates  "Weil's"  Automatic  Syphon  Eduction  Range  Closet  with  Syphon  Educ- 
tion Copper  Lined  Wood  Tank  with  Galvanized  Iron  Flush  Pipe  and  Enameled 
Iron  Seat  Tops. 


Number 
of 

Seats 

Price  with  24  inch  Seats 
,  Painted  Enameled 
Range  Range 

Price  with  .27  inch  Seats 
Painted  Enameled 
Range  Range 

Price  with  30  inch  Seats 
Painted  Enameled 
Range  Range 

3 

$  75.00 

$  88.25 

1  78.50 

$  93.00 

$  81.50 

$  99.75 

4 

88.50 

105.00 

92.50 

iii.a) 

98.25 

118.50 

5 

104.25 

124.25 

109.75 

131.75 

116.50 

141.00 

6 

119.00 

142.25 

125.25 

151.50 

132.75 

161.50 

7 

134.50 

161.25 

141.75 

171-75 

150.00 

183.50 

8 

148.50 

178.50 

157.00 

190.75 

166.00 

2a3.50 

9 

163.75 

197.50 

174.50 

212.25 

ia5.oo 

227.00 

10 

178.50 

215.50 

191.25 

281.75 

203.25 

249.00 

11 

194.25 

234.00 

208.25 

252.50 

222.00 

271.75 

12 

209.75 

252.50 

224.75 

273.00 

238.75 

293.00 

13 

226.00 

272.00 

242.00 

293.75 

14 

241.25 

291.00 

15 

257.25 

310.50 

If  wanted  with  Painted  Iron  Partitions,  add  $6.50  If  Backs  are  wanted,  add  for  each  24 
inch  wide  Back  $6.50;  for  each  27  inch  Back  $7.50;  for  each  30  inch  wide  Back,  each  $8.50. 

5x2-inch  Vent  Connection  on  each  section  for  Sheet  Iron  Vent  Pipe,  each  $1.50. 

2  inch  Vent  Connection  on  each  section  for  Wrought  Iron  Pipe,  each  $1.50. 
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ElUS    SOLID    PORCELAIN    KITCHEN  SINKS 


A-9  2  O 

A- 9  20  illustrates  "Weil's"  White  Glazed  Solid  Porcelain  Sink  hon^  Back  Drain  Board 
and  Apron  Integral,  Solid  Porcelain  I.egs  with  Braces  to  Wall;  fitted  complete 
with  ^  inch  Nickel  Plated  Extra  Heavy  Long  Spout  Fuller  Faucets  with  China 
Handles,  Nickel  Plated  Standing  Overflow  and  1^  inch  Nickel  Plated  Cast 
Brass  S  Trap  to  Wall.  , 

D  I  M  R  N  S  I  O  N  S    A  N  D    P  R  I  C  E  vS         •  O  -     -  ^ 

I^eiigth  over  all  5  ft.  2  inches:  Width  2  ft.  2  inches; 

Height  of  Back  9  inches. 

A  -  9  2  0  Class  '  *  A"  Complete  as  described   $136.00 

A-9 2 0  Class  -'B"  Complete  as  described   •  •  HO-O^ 


If  without  Faucets,  Trap  and  Overflow,  deduct  $11.00 
If  with  Rubber  Drain  Board  Mat,  add  $2.50. 
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EIL'S  SOLID  PORCELAIN  KITCHEN  SIN 


A  -  9  2  1 

A-92  1  illustrates  "Weil's"  Glazed  White  Solid  Porcelain  Sink  Short  Back  Drain  «  . 
and  Apron  Integral,  Solid  Porcelain  Legs  with  Braces  to  W^ll    fi^.  ,  ? 

DIMENSIONS    AND  PRICES 
I^ength  over  all  5  ft.  1  inch;  width  2  ft.;  2  inches- 

Height  of  back  9  inches. 


A-9  2  1  Class  '*A"  complete  as  described  . 
A-9  21  Class  '^B"  complete  as  described. 


If  without  Faucets,  Trap  and  Overflow,  deduct  $10.00 
If  without  Rubber  Drain  Board  Mat,  deduct  12.50. 


$127.50 
95.50 
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WEIL'S    SOLID    PORCELAIN    KITCHEN  SINKS 


A  -  9  2  2  \ 

\ 

\-9  2  2  illustrates  "Weil's"  Glazed  White  Solid  Porcelain  Roll  Rim  Kitchen  Sink  and 
Back  Integral,  set  on  Solid  Porcelain  Legs  with  Braces  to  Wall;  fitted  complete 
with  Nickel  Plated  Compression  Faucets  and  IJ^  inch  Nickel  Plated  Cast  Brass 
Trap  to  Wall. 

DIMKNvSIONSANDPRICKS 


Size  of  Sink  inches  22x24 

Height  of  Back  -----  inches  9 
Depth  inside     ------     inches  7 


A  -  9  2  2  Class  *  'A"  complete  as  described   $44.00 

A -92  2  Class  "B"  complete  as  described   34.75 


22x30 
9 
7 

$49.00 
38.00 


24X.30 
9 
7 

$53.75 
41.25 


24x42 
9 
7 

$64.00 
48.75 


If  without  Faucets  and  Trap,  deduct  $6.00. 
If  with  Hinged  Drain  Board  and  Bracket,  as  shown  with  A-923,  add  $12.00 
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WEIL'S  SOLID  PORCELAIN  KITCHEN  SINKS 


A  -  9  2  3 

A-923  illustrates  " Weil's"  Solid  Porcelain  Roll  RinuSink,  with  Separate  Porcelain  Back 
set  on  Nickel  Plated  Cast  Brass  Legs  and  Wall  Braces  with  Special  Hardwood 
Drain  Board  with  Wall  Hinges  and  Reinforcing  Rina;  Nickel  Plated  Adjustable 
Self  Locking  Supporting  Bracket;  fitted  complete  with  Nickel  Plated  Fuller 
Faucets,  and  IJ^  inch  Nickel  Plated  Cast  Brass  Trap. 


DIM KN SIGNS   AND  PRICKS 


Size  of  Sink 
Height  of  Back 
Depth  of  Sink  - 
l/cngth  of  Drain 


inches 
inches 
inches 
inches 


17x24 
15 

6 


20x24 
15 
7 

30 


20x30 
15 
7 

30 


23x36 
15 


30 


24x42 
18 


24x48 
18 
7 

30 


A>9  23  Class -A"  complete  as  described  $48.50  $52.00  $56.00  $61.00  $70.00  §79.00 
A-923  Class -B- complete  as  described    43,25     45-75     48.50     52.00     58.25  64.60 


If  without  Faucets  and  Trap,  deduct  $6.00. 


WRIL   B  R  O  S  .  , '  C  H  I  C  A  G  O 


213 


I  4  illustrates  "Weirs"  Porcelain  Kitchen  Sink,  Glazed  White  Inside,  with  Ij^  inch 
Italian  Marble  Top  and  Right  Hand  Drain  Board  in  One  Piece,  %  inch  Marble 
Back  and  8  inch  Aprons  on  Front  and  Ends,  Nickel  Plated  Brass  Adjustable 
Legs,  Apron  Supports,  Enameled  Iron  Grease  Trap,  with  Nickel  Plated  Brass 
Connections,  Nickel  Plated  Brass  Sink  Supports  with  Wrought  Iron  Frame  and 
Brackets  to  Wall,  Nickel  Plated  Fuller  Faucets  and  Soap  Cup. 


DIMENSIONS,   AND  PRICES 

Size  of  Sink      -      -  -      -      inches      20x30  23x36  24x42  24x48 

I,eiigth  of  Slab     -      -      -      -         inches         60  *2  78  M 

Width  of  Slab   .      -      =      -      -      inches         2^  28 


Length  of  Drain  Board      -      -         niches         ^  E 
HeilhtofBack       -       -      -      -      inches         20  20  20  20 

2  4  Complete  as  described   ^^103.00      $121.00      $132.25  $147.50 
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WEIUS  GERMAN  SILVER  AND  COPPER   PANTRY  SINKS 


A-925  illustrates  "Weil's"  German  Silver  or  Copper  Pantry  Sinks  with  Double  Wood 
Drain  Board,  covered  with  German  Silver  or  Planished  Copper,  Tennessee  or 
Italian  Marble  Back  and  Marble  Aprons  Front  and  Ends,  supported  on  Nickel 
Plated  Heavy  Cast  Brass  Legs;  fitted  complete  with  Nickel  Plated  Fuller  Brack- 
et Faucets,  Nickel  Plated  Standing  Overflow  and  Nickel  Plated  Cast  Brass  Trap 
to  Wall  with  Vent. 

Note:    These  Combinations  are  not  carried  in  stock  made  up  to  specific  dimensions, 
but  are  made  up  to  order  to  suit  particular  requirements  as  determined  by  avail- 
able space  or  special  conditions,  and  can  be  furnished  with  single  or  with  double 
-     drains  as  shown  or  for  Right  or  I^eft  Hand  Corners 
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WEIL'S  PORCELAIN  PANTRY  SINKS 

MARBLE  TRIMMED 


A  -  9  2  6 


A-9  2  6  illustrates  ''Weil's"  Porcelain  Pantry  Sink,  Glazed  White  Inside  with  m  inch 
thick  Countersunk  Marble  Top  and  Drain  Boards  in  one  piece,  inch  Marble 
Back  and  Ends,  and  8  inch  Apron  on  front,  Nickel  Plated  Brass  Apron  Supports, 
1%  inch  Nickel  Plated  Brass  Trap  with  Vent,  Overflow  Strainer  and  Connection, 
Nickel  Plated  Brass  Sink  Support  with  Wrought  Iron  Frame,  and  Nickel  Plated 
Fuller  Pantry  Faucets  and  Supplies  to  floor. 

•  ,  '  ^ 

DIMENSIONS    AND    PRICES  '  . 


Size  of  Sink 
I^ength  of  Slab  - 
Width  of  Slab  - 
I^ength  of  Drain  Boards  - 
Height  of  Back  and  Ends 


A-9  26  Complete  as  < 


inches 

14x20 

16x23 

17x24 

17x28 

20x30 

inches 

56 

60 

60 

64 

66 

inches 

2U 

22 

24 

24 

27 

inches 

20 

20 

20 

20 

20 

inches 

18 

18 

18 

18 

18 

$68.00 

$75.00 

$80.50 

$86.00 

$96.50 

Above  Combinations  can  be  furnished  in  any  length  to  suit  special  requirements. 
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WEIUS    PORCELAIN    PANTRY  SINKS 


MARBLE  TRIMMED 


A  -  9  2  7 

A-927  illustrates  "WeiPs"  Porcelain  Pantry  Sink,  Glazed  White  Inside,  with  inch 

.^''ki   T"!"'"''"^  ^^'^'^^  ^""^^  ^"^^  One  Piece  inch 

Marble  Back  and  8-inch  Aprons  on  front  and  ends,  Nickel  Plated  Heavy  Cast 
Brass  Adjustable  Legs,  Nickel  Plated  Brass  Apron  Snpports,  ly,  inch  Nickel 
Plated  Brass  Vented  Trap,  Nickel  Plated  Overflow  Strainer  and  Overflow  Con- 
nection Nickel  Plated  Brass  Sink  Support,  with  Wronglit  Iron  Frame.  Nickel 
Plated  duller  Pantry  Faucets  and  Soap  Cup. 

The  Sink  Support  is  adjustable  with  Wrought  Iron  Frame  and  Braces  to  Wall. 


DIMENSIONS    AND  PRICKS 


Size  of  Sink      -      -      .  inches 

I^ength  of  Slab      -      -  inches 

Width  of  Slab      -      .  inches 

I^eiigth  of  Drain  Boards  inches 

Height  of  Back      -      -  inches 


14x20 
56 
20 
20 
18 


16x23 
61) 
22 
20 
18 


A-927  Complete  as  described   $76.50 


17x24 
6t> 
24 
20 
18 


17x28 
64 
24 
2t) 
18 


mSXK)      $85.75  $90.50 


2Ux3t) 
66 
27 
20 
IS 

8100.(X) 


Above  Combination  can  be  furnished  to  order  with  any  size  Marble  Top,  with  one 
Dram  Board  or  for  Right  or  I^eft  Corner. 
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WEIUS  ENAMELED  IRON  KITCHEN  SINKS 


A-9  4  O 

A-9  40  illustrates -Weirs"  Enameled  Iron  -One  Piece"  Sink  Combination;  Sink  Double 
Drain  Boards  and  Back  Cast  Integral,  on  Adjustable  Painted  Legs  and  Wall 
Hanger  with  Nickel  Plated  Strainer  and  Coupling,  Nickel  Plated  inch  Fuller 
Flanged  Faucets. 

DIMENSIONS   AND  PRICES 
I^eugth  over  all  72  inches;  Sink,  Nominal  Size  22x34  inches;  Drain  Boards  21  inches  long. 
Height  of  Back  12  inches 

A-9 1  0  Complete  as  described  (Trap  not  included)   ^^^.50 

If  without  Faucets,  deduct  $2.50.  •; 
If  with  Rubber  Drain  Board  Mats,  add  for  each  $1.75. 
If  with  Air  Chambers,  add  $2.00. 
If  with  Enameled  I^egs,  add  $3.00. 


218 


WElIv    BROS.,  CHICAGO 


WEIL'S  ENAMELED  IRON   KITCHEN  SINKS 


A  -  9'4  T 

A-9  41  illustrates  "WeilV  Enameled  Iron  ''One  Piece-  Sink  Combination  for  Left 
Hand  Corner;  Sink  Drain  Board  Apron  Back  and  End  Cast  Integral,  on  Adjust- 
able Painted  Legs  and  Wall  Hanger,  Nickel  Plated  Strainer  and  Coupling  and 
Nickel  Plated  %  inch  Fuller  Flanged  Faucets. 


^  ■  DIMEXSIONSANDPRICES 

Length  over  a,I  52  inches;  Sink  (Nonunal  Size,  20x30  inches;  Drain  Board  20x2.  inches 

Height  of  Back  and  Kiid  12  inches 


1 

4 


A-9  4  1  Complete  as  described  (Trap  not  included)   50 


If  without  Faucets,  deduct  12.50. 
If  with  Rubber  Drain  Board  Mat,  add  $1.75. 
If  with  Air  Chambers,  add  $2.()0. 
If  with  Enameled  Legs,  add  |3.00. 
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WEIUS    ENAMELED]jRONr  KITCHEN  SINKS 


A  -  9  4  2 

A-9  4  2  illustrates  "Weil's"  Enameled  Iron  "One  Piece"  Sink  Combination;  Sink  Drain 
Board  Back  and  Apron  Cast  Integral,  on  Adjustable  Painted  Legs,  Nickel 
Plated    Strainer  and   Coupling  and  Nickel  Plated   %  inch  Fuller  Flange 

Faucets.  - 

D  I  M  R  N  S  I  O  N  S  A  N  D  P  R  I  C  K  S  .  • 

I^ength  over  all  52  inches;         Sink  (nominal  size)  20x30  inches;         Drain  Board  20x24  inches; 

Height  of  Back  12  inches. 

A  -  9  4  2  As  described  (Trap  not  included )   $42.50 

If  without  Faucets;  deduct  $2.50 
If  with  Rubber  Drain  Board  Mat,  add  $1.75. 
If  with  Air  Chambers,  add  $2.00. 
If  with  Enameled  I^egs,  add  $3.00 
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WEIUS  ENAMELED  IRON   KITCHEN  SINKS 


A  -  9  4  3 

A  -94  3  illustrates  "Weil's"  Enameled  Iron  "One  Piece"  Sink  Combination  for  Left  Hand 
Corner;  Sink  Drain  Board  Back  and  End  Cast  Integral,  on  Adjustable  Painted 
Legs,  Nickel  Plated  Strainer  and  Coupling,  Nickel  Plated  )i  inch  Fuller  Flanged 


Faucets. 


DIMENSIONS  AND  PRICKS 


I^eiigth  over  all  52  inches;  Sink  {Nominal  Size)  20x30  itiches;  Drain  Board  20x24  inches 
Height  of  Back  12  inches 

A-943  Complete  as  described  (Trap  not  included).  ...  [  . .    i^^JQ.TS 


If  without  Faucets,  deduct  $2.50. 
If  with  Rubber  Drain  Board  Mat,  add  $1.75. 
If  with  Air  Chambers,  add  $2.00. 
If  with  Enameled  Legs,  add  13.00. 
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WEIL'S    ENAMELED    IRON    KITCHEN  SINKS 


A-944 


illustrates  "Weil's"  Knameled  Iron  "One  Piece"  Sink  Combination;  Sink  Drain 
Board  and  Back  Cast  Integral,  on  Adjustable .  Painted  Legs,  with  Nickel  Plated 
Strainer  and  Coupling,  and  Nickel  Plated  '/s  inch  Fuller  Flanged  Faucets. 


DIMENSIONS   AND  PRICKS 


I,eiigth  over  all  52  inches;         Sink  (nominal  size)  20x30  inch  en;  Drain  Boiird  20x24  inches; 

Height  of  Back  12  inches. 


9  4  4  Complete  as  described  (Trap  not  included  ) . .  . 


If  without  Faucets,  deduct  $2.50. 
If  with  Rubber  Drain  Board  Mat,  add  $1.7'). 
If  with  Air  Chambers,  add  2.00. 
If  with  Knameled  Legs,  add  $3.00. 
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WEIUS   ENAMELED  IRON   KITCHEN  SINKS 


A  -  9  4  5 

A-  945  illustrates  "Weil's"  Enameled  Iron  Roll  Rin.  Sink  with  Double  Kuau.eled  Drain 
Boards,  15  inch  high  Enameled  Back  over  Sink  and  Drain  Boards,  and  En,l 
Piece  for  Left  Hand  Corner,  on  Painted  Legs  with  Nickel  Plated  Strainer  and 
Nickel  Plated  ^  inch  Fuller  Flanged  Faucets. 

PRICES  (WITHOUT  TRAP)  AS  DESCRIBED 

Size      .      .      .   16x24      18x24      18x30      18x36      20x30      20x36      20x40      22x.%  .0,4, 

A-9  4  5  With^24mch   $29.50  $.30.55  $.32.05  $.3.3..30  $34.45  $.35.70  $.36.95  $.37.75  $.39.00 
™oaTd's  ^'''^    ^-'^  -^-SO 

If  without  Faucets,  deduct  $2.50. 
If  with  Brackets  instead  of  Legs,  deduct  50c. 
If  with  Air  Chambers,  add  per  pair  $2.00. 
If  with  Ash  Drain  Boards  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  Sinks 
$3..50;  for  20  inch  $4.50;  for  22  inch  wide  $5.50. 
Above  Fixture  can  also  be  furnished  for  Right  Hand  Corner  if  desired. 
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I  WEIL'S   ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  4  6 


A  9  46  illustrates  "Weil's"  Enatneled  Iron  Roll  Rim  Sink  with  Double  Enameled  Drain 
Boards,  15  inch  High  Back  over  Sink  and  Drain  Boards,  on  Painted  Legs;  with 
Nickel  Plated  Strainer  and  Nickel  Plated  )i  inch  Fuller  Flanged  Faucets. 


PRICES    (WITHOUT    TRAP)    AS    DESCRIBED.  - 

16x24      18x24      18x30      18x36      20x;3O      20x36      20x40      22x36  22x42 
A  94  6  With  24  inch 

Drain  Boards..    $28.25  129.05  830,55  $31.80  $32.70  $33.95  $35.20  $35.75  $37.00 

^"^^^  Drain  B^rds^.^^     25.75    26.55    28.05    29.30   30.20    31.45   32.70   a3.25  34.50 


If  without  Faucets,  deduct  $2.50. 
If  with  Brackets  instead  of  I^egs,  deduct  50c. 
If  with  Air  Chambers,  add  $2.00. 
If  with  Ash  Drain  Boards  instead  of  Enameled,  deduct  for  16  and  18  inch  wide 
Sinks,  $3.50;  for  20  inch  wide,  $4.50;  for  22  inch  wide,  $5.50. 
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WEIL'S  ENAMELED  IRON   KITCHEN  SINKS 


A  -  9  4  7 

A-9  4  7  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back  and  Left  Hand  End  over  Drain,  24  inch  Left  Hand  Enameled  Drain  Board, 
Painted  Legs,  Nickel  Plated  Strainer  and  Nickel  Plated  %  inch  Fuller  Flanged 
Faucets. 

PRICES  (WITHOUT  TRAP)  AS  DESCRIBED 

vSize      -      -     16x24      18x24      18x30      18x86       20x30       20x36       20x40       22xm  22x42 

A-94  7  Less  Trap    $22.25  $23.15  $24.65  $25.90  $26.35  $27.10  $28.85  $29.00  $30.25 

If  without  Faucets,  deduct  $2.50. 
If  with  Brackets  instead  of  Legs,  deduct  50c. 

If  with  Air  Chambers,  add  $2.00.  f 
If  with  18  inch  Long  Enameled  Drain  Board,  deduct  $1.25. 
If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  Sinks  $1.75; 
for  20  inch  wide  $2.25;  for  22  inch  wide  $2.75. 
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WEIL'S  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  4  8 

A-9  4  8  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back  over  Sink  and  Drain,  24  inch  Long  Right  Hand  Enameled  Drain  Board, 
15  inch  High  Enameled  Right  End  Piece  over  Drain,  Painted  Legs,  Nickel 
Plated  Strainer  and  Nickel  Plated  >^  inch  Fuller  Flanged  Faucets. 

P  R  I  C  K  vS    AS  DESCRIBED 
Size   inches      16x24      18x24       18x30      18x36       20x30       20x36      20x40      22x36  22x42 
A -94  8  Less  Trap    $22.25     23.15     24.65     25.90     26.35     27.10    28.85     29.00  30.25 

If  without  Faucets,  deduct  $2.50.  » 
If  with  Brackets  instead  of  Legs,  deduct  50c. 
If  with  Air  Chambers,  add  $2.00. 
If  with  18  inch  Ivong  Enameled  Drain  Board  instead  of  24  inch,  deduct  $1.25. 
If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  $1.75;  for 
20  inch  wide  $2.25;  for  22  inch  wide  $2.75, 
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WEIUS  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  4  9 

A-9  4  9  illustrates  ''Weil's^'  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back  over  Sink  and  Drain  Board,  15  inch  High  Right  Hand  Enameled  End  Piece 
over  vSink,  24  inch  Jvong  I,eft  Hand  Enameled  Drain  Board  and  Painted  Bracket, 
Painted  I^eg,  Nickel  Plated  Strainer  and  Nickel  Plated  }i  inch  Fuller  Flanged 
Faucets. 

P  R  r  C  E  S   A  S    D  K  S  C  R  I  B  K  D  . 
Size   inches     16x24      18x24       18x30       18x;i6       20x30      20x36       20x40       22x36  22x4:; 

A-949  Less  Trap   $21.50    22.40     23.90    25.15     25.60    26.85    28.10    28.25  29.50 

If  without  Faucets,  deduct  $2.50. 
If  with  Bracket  instead  of  Leg,  deduct  25c. 
If  with  Air  Chambers,  add  $2.00. 
If  with  18  inch  Long  Enameled  Drain  Board  instead  of  24  inch,  deduct  $1.25. 
If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  $1.75; 
for  20  inch  wide  $2.25;  for  22  inch  wide  $2.75. 


A  -  9  5  O 

A-950  illustrates  "Weil's"  Knameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back  over  vSink  and  Drain  Board,  15  inch  High  Enameled  End  Piece  over  vSink 
for  Left  Hand  Corner,  24  inch  I^ng  Right  Hand  Enameled  Drain  Board  and 
Painted  Bracket,  Painted  Leg,  Nickel  Plated  Strainer  and  Nickel  Plated  %  inch 
Fuller  Flanged  Faucets. 

PRICKS    AS    DESCRIBED  . 

Size   inches      16x2 1      18x24      18x30      18x36       20x30      20x36      20x40      22x36  22x42 
A- 9 50  Less  Trap     $21.50     22.40     23.90     25.15     25.60     26.85     28,10    28.25  29.50 

If  without  Faucets,  deduct  $2.50.  ■ 
If  with  Bracket  instead  of  Leg,  deduct  25c. 
If  with  Air  Chambers,  add  $2.00. 
If  with  IS  inch  Enameled  Drain  Board  instead  of  24  inch,  deduct  $1.25. 
If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  $1.75;  for 
20  inch  wide  $2.25;  for  22  inch  wide  $2.75. 
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WEIL'S  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  5  1 

A -9  51  illustrates  ''Weil's"  Enameled  Iron  Roll  Rim  vSink  with  15  inch  High  Enameled 
Back  over  Sink  and  Drain  Board,  24  inch  Long  Left  Hand  Enameled  Drain 
Board,  and  Painted  Bracket,  Painted  Legs,  Nickel  Plated  Strainer  and  Nickel 
Plated  %  inch  Fuller  Flanged  Faucets. 

P  R  I  C  K  vS    AS  DESCRIBED 
Size   inches      16x24      18x24       18x30      18x36       2l)x30      20x36       20x40      22x36  22x42 

A-951  Less  Trap    $20.50    21.15    22.65    23.90    24.10    25,35     26.60    26.50  27.75 

I 

.        If  without  Faucets,  deduct  $2,50.  m 
If  with  Air  Chambers,  add  $2.00.  ^  ] 

If  with  Painted  Brackets  instead  of  Legs;  deduct  50c.  I 
If  with  18  inch  Long  Enameled  Drain  Board  in  place  of  24  inch,  deduct  $1.25. 
If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  $1.75;  for 
20  inch  wide  $2.25;  for  22  inch  wide  $2.75. 


WEIIv    BROS.,  CHICAGO 


229 


WEIL'S  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  5  2 

A-9  5  2  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back  over  Sink  and  Drain  Board,  24  inch  I^ong  Right  Hand  Enameled  Drain 
Board  and  Painted  Brackets,  Painted  Legs,  Nickel  Plated  Strainer  and  Nickel 
Plated  ^  inch  Fuller  Flanged  Faucets. 

PRICES    AS    DESCRIBED  '  - 

Sizes   inches     16x24       18x24       18x30       18x36      20x30      20x36       20x40      22x36  22x42 

A-952  Less  Trap    $20.50    2L15.     22.65    23.90    2L10    25.:^    26.60    26.50  27.75 

If  without  Faucets,  deduct  $2.50. 
If  with  Air  Chambers,  add  $2.00. 
If  with  Painted  Brackets  instead  of  Legs,  deduct  50c. 
If  with  18  inch  Ivong  Enameled  Drain  Board  instead  of  24  inch,  deduct  $1.25. 
If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  $1.75;  for 
20  inch  wide  $2.25;  for  22  inch  wide  $2,75. 
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WEIL'S  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  5  3 

A-95  3  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back  over  Sink  and  Drain  Board,  24  inch  Long  Special  Oak  Drain  Board  with 
Reinforcing  Rim  and  Nickel  Tlated  Bolts  and  Angle,  Nickel  Plated  Hinged 
Bracket,  Painted  Iron  Legs  and  Nickel  Plated  %  inch  Fuller  Flanged  Faucets. 

PRICKS    AS    DKvS  CRIB  KD 


Size   inches       16x24      18x24       18x30       18x36      20x3()       20x;%      2()x40       22x36  22x42 

A-953  Less  Trap     $25.75     26.25    27.75    29.00    28.50    29.75    31.00    ;}0.25  3L50 


If  without  Faucets,  deduct  $2.50. 
If  with  Brackets  instead  of  Legs,  deduct  50c. 
If  with  Air  Chambers,  add  $2.00. 


WEIL   BROS.,  CHICAGO 


231 


A  '  9  5  4 

illustrates  -Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Marble 
Back  over  Sink  and  Drain  Board,  15  inch  High  Marble  End  Piece  for  Right 
Hand  Corner,  24  inch  Long  Grooved  Marble  Drain  Board,  Painted  Legs  and 
Nickel  Plated      inch  Fuller  Flanged  Faucets. 

PRICKS    AS    DK  SCRIBED  "^"^-^.^ 

Sizes  inches       18x36        20x30       20x36       20x40       22x36  22x42 

A-9 5 4  Italian  Marble  (Less  Trap)  $25.25     25.50     27.00     28.00     28.50  29.75 

A  -  9  5  4  Tennessee  Marble  ( Less  Trap)     $22.50     23.00     24.25     25.25     25.75  27.00 

If  without  Faucets,  deduct  $2.50. 
If  without  End  Piece,  deduct  for  Italian  Marble  18  inch  wide  $2.75;  20  inch  wide  $3.00; 
22  inch  wide  3.25,  deduct  for  Tennessee  Marble  18  inch  wide  $2.25;  for  20  • 
inch  wide  $2.50;  for  22  inch  wide  $2.75. 
Above  Fixtures  can  also  be  furnished  for  I^eft  Hand  Corner. 
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WEIUS  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  5  5 


A-95  5  illustrates  "WeiPs"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
_  Back  over  Sink  Drain  and  Pump  Boards,  24  inch  Enameled  Iron  Drain  Board, 
.      11  inch  Enameled  Iron  Pump  Board,  Painted  Legs,  Nickel  Plated  Strainer  and 
Nickel  Plated  %  inch  Fuller  Flanged  Faucets. 


P  R  I  C  K  S    A  S    D  K  vS  C  R  I  B  K  D 
Size    -      -      -    inches       18x24      18x30     18x36      20x30     'lO^m     20x40     22x3ti  22x42 
A-9  55  Less  Trap  and  Pump      |26.50    28.00    29.25    30.25    31.50   32.75    ;]3.25  34.50 

If  without  Faucets,  deduct  $2.50. 
If  with  Brackets  instead  of  LcK-s,  deduct  50c. 
If  with  Air  Chambers,  add  $2.00. 
If  with  15  inch  High  Enameled  End  Piece  for  Corner,  add  for  18  inch  wide  $1.50'  for  20 
mch  wide  $1.75;  for  22  inch  wide  $2.00. 
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WEIL'S  ENAMELED  IRON   KITCHEN  SINKS 


A-9  5  6 

A-9r)G  illustrates  ''Weil's"  Enameled  Iron  "One  Piece"  Roll  Rim  Apron  Sink  and 
12  inch  High  Back  Cast  Integral,  with  24  inch  Enameled  Iron  Reversible  Drain 
Board  with  Bracket,  Enameled  Iron  I^egs,  Nickel  Plated  Strainer  and  Nickel 
Plated  ^  inch  Fuller  Flanged  Faucets.  ^ 

PRICE  vSASDKSCRIBKD 


Size                                                                inches      2Dx3l)         20x36        22x30  22x36 
A- 9 56  Enameled  All  Over,  Ivess  Trap   $30.00      32.50      32.75  34.50 

If  without  Faucets,  deduct  $2.50. 

If  with  Air  Chambers,  add  $2.00. 

If  with  Enameled  Iron  Brackets  instead  of  Legs,  deduct  for  20  inch  wide  Sinks  $1.00; 
for  22  inch  wide  Sinks  $1.25. 

If  without  Drain  Board,  deduct  for  20  inch  wide  $4.25;  for  22  inch  wide  $4.50. 
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WEIUS  ENAMELED  IRON   KITCHEN  SINKS 


i 


A  -  9  5  8 


A>958  illustrates  -Weil's"  Enameled  Iron  -One  Piece"  Roll  Rim  Sink  and  12  inch 
Cast  Integral  with  24  inch  LonR  Enameled  Iron  Drain  Board  with  Painted  Back, 
Bracket,  Painted  Legs,  Nickel  Plated  Strainer  and  Nickel  Plated  %  inch  Fuller 
Flanged  Faucets. 


PRICES    AS    D  K  vS  C  R  I     K  D 


Si^e  inches  16x24  18x24  18x30  18x36  20x30  20x:i6  20x40  22x30  22x36  22x42 
A  -  9  5  8  Enameled  Exterior, 

Less  Trap  $15.50  16.00  17.50  18.75  18.50  19.75  21.00  20.00  20.50  21.75 
A- 959  Enameled  All  Over, 

Less  Trap       $20.00   20.50  22.00  24.25    24.00  25.25  26.50   25.50  26.00  27.25 

.;  If  without  Faucets,  deduct  $2.50. 

If  with  Air  Chambers,  add  $2.00. 
If  with  Painted  Brackets  instead  of  Legs,  deduct  50c. 
If  with  18  inch  Long  Drain  Board  instead  of  24  inch,  deduct  50c. 
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WEIUS  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  6  O 

A -96  0  illustrates  "Weil's"  Enameled  Iron  "One  Piece"  Roll  Rim  Sink  and  12  inch 
Back  Cast  Integral  with  Concealed  Wall  Hanger,  Nickel  Plated  Strainer  and 
Nickel  Plated      inch  Fuller  Flanged  Faucets. 

PRICKSAS  DESCRIBED 


Size   inches   16x24     18x24  18x30     18x36      20x:30  20x36  20x40  22x30     22x36  22x42 

A -9  60  Enameled  Exterior, 

Less  Trap       $11.25    11.75  13.25    14.50   14.00  15.25  16.50  15.25    15.75  17.00 

A  -  9  6 1  Enameled  All  Over, 

Less  Trap       $15.25    15.75  17.25    19.50    19.00  20,25  21.50  20.25   20.75  22.00 


If  without  Faucets,  deduct  $2.50     If  with  Air  Chambers,  add  $2.00. 
If  with  Painted  Brackets,  add  50c.    If  with  Painted  Legs,  add  $1.00. 
If  with  Enameled  Brackets,  add  $1.00.    If  with  Enameled  Legs,  add  $1.50. 
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WEIUS  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  7  O 

A-970  illustrates  **Weil's"  Enameled  Iron  Roll  Rim  Sink,  depressed  for  Drain  Board 
with  15  inch  High  Enameled  Short  Back  and  End,  for  Left  Hand  Corner,  24 
inch  Right  Hand  Enameled  Drain  Board  with  Painted  Bracket,  Painted  Leg, 
Nickel  Plated  Strainer  and  %  inch  Nickel  Plated  Fuller  Flanged  Faucets. 

PRICE SASDKSCRI BED 

Sizes      -      -      -      16x24      18x24      18x30     18x36     20x30     20x36     20x40     22x36  22x42 
A-9  7  0  Less  Trap  $16.50   17.25    18.75    20.00   20.00   21.25   22,50   22.25  23.50 

If  without  Faucets,  deduct  $2.50. 

If  with  Painted  Sink  Bracket  in  place  of  Leg,  deduct  25c. 

If  with  18  inch  Long  Drain  Board  instead  of  24  inch,  deduct  50c. 

If  with  Air  Chambers,  add  $2.CX). 

If  with  Ash  Drain  Board  instead  of  Enameled,  deduct  for  16  and  18  inch  wide  Sinks$1.75; 
for  20  inch  wide  $2.25;  for  22  inch  wide  $2.75. 
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WEIL'S  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  7  1 

A-9  71  illustrates  '^Weil's"  Enameled  Iron  Roll  Rim  Sink,  depressed  for  Drain  Board 
with  15  inch  High  Enameled  Short  Back,  24  inch  Long  Right  Hand  Enameled 
Iron  Drain  Board,  Painted  Legs,  Nickel  Plated  Strainer  and  Nickel  Plated  % 
inch  Fuller  Flanged  Faucets. 

P  K  I  C  K  S    A  vS    D  K  S  C  R  1  B  K  D 

Sizes   -      -   inches   16x24      18x24      18x30     18x36      20x30     20x36      20x40      22x36  22x42 
A-9  71  Less  Trap  $15.25    16.00    17.50    18.75    18.50    19.75    21.00    20.50  21.75 

If  without  Faucets,  deduct  $2.50. 
If  with  Air  Chambers,  add  $2.00. 
If  with  Brackets  instead  of  Legs,  deduct  50c. 
If  with  12  inch  High  Back  instead  of  15  inch,  deduct  50c. 
If  with  18  inch  Long  Drain  Board  instead  of  24  inch,  deduct  50c. 
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WEIUS    ENAMELED    IRON    KITCHEN  SINKS 


A  -  9  7  2 

A-972  illustrates  ''Weirs"  Enameled  Iron  Roll  Rim  vSink  with  15  inch  High  Enameled 
Back  and  End  Piece  for  Left  Hand  Corner,  with  24  inch  Enameled  Reversible 
Drain  Board  and  Painted  Bracket,  Painted  Leg,  Nickel  Plated  Strainer  and 
Nickel  Plated  ^  inch  Fuller  Flanged  Faucets. 

P  R  I  C  E  vS    AS  DESCRIBED 


sizes  - 
A -9  72  Less  Trap. 


16x24       18x24      18x30      18x36      20x30     20x36      20x40      22v36  *>^x-r' 

^16.50    17.25    18.75    20.00.  20.00   21.25    22.50    22.25  23.50 


If  without  Faucets,  deduct  $2.50. 

If  with  Painted  Sink  Bracket  in  place  of  Sink  Leg,  deduct  25c. 

If  with  18  inch  Drain  Board  instead  of  24  inch,  deduct  50c. 

NoTK^A-972  can  be  furnished  with  Back  and  End  for  Right  Hand  instead  of  for  Left 

Hand  Corner  as  shown. 
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WEIL'S  ENAMELED  IRON  KITCHEN  SINKS 


A  -  9  7  3 

A  -  9  73  illustrates  * 'Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Back,  24  inch  Enameled  Iron  Reversible  Drain  Board,  Painted  Legs,  Kickel 
Plated  Strainer  and  Nickel  Plated      inch  Fuller  Flanged  Faucets. 

P  K  I  C  K  S    A  S    D  K  S  C  R  I  B  K  D 

Sizes   inches  16x24        18x24     18x30      18x36     20x30      20x36     20x40     22x36  22x42 

A-973  Less  Trap  $L1.25    16.00    17.50    18.75    18.50    19.75    21.00    20.50  21.75 

If  without  Faucets,  deduct  $2.50. 
If  with  Brackets  instead  of  Legs,  deduct  50c. 
If  with  18  inch  Long  Enameled  Drain  Board  instead  of  24  inch,  deduct  50c. 
If  with  Air  Chambers,  add  $2.00. 
If  with  12  inch  High  Back  instead  of  15  inch,  deduct  50c. 
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WEIUS  ENAMELED  IRON   KITCHEN  SINKS 


A  -  9  7  4 

74  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Enameled 
Iron  Back,  .Painted  Legs,  Nickel  Plated  vStrainer,  and  Nickel  Plated  %  inch 
Fuller  Flanged  Faucets. 

PRICKS   AS  DESCRIBED 
16x24      18x24      18x30     18x36     20x30      20x36      20x40      22x36  22x42 

$11.75    12.25    13.75    15.00   14.50   15.75    17.00    16.25  17.50 

If  without  Faucets,  deduct  $2.50. 
If  with  Air  Chambers,  add  $2.00. 
If  with  12  inch  High  Back  instead  of  15  inch  deduct  50c. 


sizes  inches 
A-9  7  4  I^essTrap 
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WEIUS    ENAMELED  IRON    KITCHEN  SINKS 


A  -  9  7  5 


A-9  7  5  illustrates  "Weirs"  Enameled  Iron  Roll  Rim  vSink  with  15  inch  High  Enameled 
Iron  Back,  Tainted  Brackets,  Nickel  Plated  Strainer  and  Nickel  Plated  %  inch 
Fuller  Flanged  PVucets.  ^''====:5:5::^^     ..  v 

PRICKS   A SDKSCRIBKD 
Sizes    -    inches       16x24       18x24      18x30      18x36     20x30      20x36      20x40      22x36  22x42 

A-975  Less  Trap....     $11.25    11.75    13.25    14.50   14.00   15.25    16.50   15.75  17.00 

If  without  Faucets,  deduct  $2.50. 
If  with  Air  Chambers,  add  $2.00. 
If  with  12  inch  High  Back  instead  of  15  inch,  deduct  50c. 
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WEIUS  ENAMELED  IRON   KITCHEN  SINKS 


A  -  9  7  6 


A-9  7  6  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Sink  with  15  inch  High  Back  and 
fntef^^fr^rd  Prnce^"'''  ^  N-'^el  ?l?ed"?f  inch 

PRICK SASBKSCRIBKD 
A  arra  i'^^^-'^  ^  "^ches    18x30  18x36  20x;«  n)x-^a 

A  -9  7  6  Less  Trap       16.25        17.50        17^-30        18  75 


20x40 

20.00 


22x36 

19.75 


ROLL  RIM  ON  BRACKETS 


22x42 
21.00 


ROLL  RIM  FOUR  SIDES 


9  7  7 

A-9  7  7 


ROLL  RIM  ON 


A  - 

BRACKETS 


9  7  8 


vSink  Center  Outlet  with  Painted 


-  J77  illustrates  ''WeiPs"  Enameled  Iron  Roll  Rim 
Brackets  and  Nickel  Plated  Strainer. 

Q77  ^6^24      18x24      18x30  18x36 

-9  /  7  As  described  5.75     7.00     7.00     7  50 

If  with  Legs  instead  of  Brackets,  add  50c. 

Q7Q  •„    ^    ,     ,  ,     .  ROLL  RIM  ON  ALL  SIDES 

''''  '^^:^rc^^:^s^^'i:^:L\':''' °"      -^^^  ^•a-ted 


20x30 

7.75 


20x36 

8.25 


20x40 

9.00 


8.75 


22x42 
9.25 


sizes  inches 
-978  As  described 


16x24 
$7.00 


18x24 

8.25 


18x30 

8.25 


18x36 

8.75 


20x30 

9.00 


20x36 

9.50 


20x40 

10.25 


22x36 

10.00 


22x42 
10.50 
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WEIUS  SOAPSTONE  KITCHEN  SINKS 


A  -  9  7  9 

A -9  79  illustrates  ''Weil's*'  Virginia  Soapstone  Sink,  6  inches  inside  depth,  with  16  inch 
High  Back  and  End  Pieces  for  Recess,  two  18  inch  Long  Drain  Boards,  Front 
Apron,  Polished  Brass  Rim  and  Nickel  Plated      inch  Fuller  Flanged  Faucets. 

DIMENSIONS     AND  PRICES 


Size  of  Sink   -      -  inches  18x24       20x30  20x36  20x40       22x42        22x48  24x48 

I^ength  over  all  -   -     -    -  5  Ft.    5  Ft.  6  in.  6  Ft.  6  Ft.  4  m.  6  bt.  6  m.     7  Ft.  7  M. 

A-9 7 9  As  described   43.(K)     45.00  47.00  49.00     51.00     53.25  55.00 

A -9  80  Same    as  above  with- 
out Brass  Rim   38.00 


39.75     41.50     43.25     45.25     47.25  48.75 


If  without  Faucets,  deduct  $2.00. 
If  without  Soap  Cup,  deduct  50c. 
If  Brass  Rim  is  Nickel  Plated,  add  ^3.50 
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WEIL    BROS.,  CHICAGO 


WEIL'S  SOAPSTONE  KITCHEN  JSINKS 


A    9  8  1 


A- 981  illustrates  "Weil's"  Virginia  Soapstone  Sink,  6  inches  inside  depth,  with  two  18 
inch  Drain  Boards,  16  inch  High  Back,  8  inch  Aprons  Front  and  Ends,  Polished 
Brass  Rini,  Galvanized  Iron  Legs  and  Frame,  Galvanized  Soap  Cup  and  Nickel 
Plated  %  inch  Fuller  Flanged  Faucets. 


1  ^ 

DIMENSIONS 

AND 

PRICES 

size  of  Sink  inches 

18x24 

20x30 

20x36 

20x40 

22x42 

22x48 

24x48 

I^ength  over  all 

5  ft. 

5  ft.  6  in. 

6  ft. 

6  ft.  4  in. 

6  ft.  6  in. 

7  ft. 

7  ft, 

A-9  81  As  described 

M4.00 

46.00 

48.00 

50.00 

52.00 

54.25 

56.50 

A  -  9  8  2  Same  as  above 

without  Brass  Rim  ^35.25 

37.00 

38.75 

40.50 

42.50 

44.50 

46.50 

If  without  Faucets,  deduct  $2.00. 
If  without  Soap  Cup,  deduct  50c. 
If  with  Nickel  Plated  Brass  I.egs,  Frame  and  Brackets,  add  ^15.00, 
If  Brass  Rim  is  Nickel  Plated,  add  $3.50. 
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WEIL'S  SOAPSTONE  KITCHEN  SINKS 


A  -9  8  3 


A-9  8  3  illustrates  "Weil's"  Virginia  Soapstone  Sink,  6  inches  inside  depth,  with  16  inch 
Back  and  End  for  I^ft  Hand  Corner,  24  inch  Right  Hand  Drain  Board,  8  inch 
Aprons  Front  and  End,  Polished  Brass  Rim,  Galvanized  Iron  Legs  and  Frame, 
Galvanize,!  Soap  Cup  and  Nickel  Plated  %  inch  Fuller  Flanged  Faucets. 


Size  of  Sink 
I^eiigth  over  all 
A-983  As  described 


DIMENSIONS  AND   PRICES  "^^.^^ 

18x24          20x30  20x36         20x40  22x42        22x48  24x48 

4  ft.         4  ft.  6  in.  5  ft.       5  ft.  4  in.  5  ft.  6  in.       6  ft.  6  ft. 

$36.50      38.00  39.50      40.75  42.50      44.00  46.50 


A -9  8  4  Same  as  above 

without  Brass  Rim  $30.50      31.75      33.00      34.00      3o.75      37.00  39.25 


If  without  Faucets,  deduct  $2.00. 
If  without  Soap  Cup,  deduct  50c. 
If  Brass  Rim  is  Nickel  Plated,  add  $3.50. 
Alx)ve  can  be  furnished  for  Right  Hand  instead  of  Left  Hand  Corner  as  shown. 
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WKII.    BROvS.,  CHICAGO 


WEIL'S    SOAPSTONE    KITCHEN  SINKS 


A  -  9  8  5 

A- 98 5  illustrates  "WeiPs"  Virginia  Soapstone  Kitchen  Sink,  6  inches  inside  depth, 
with  24  inch  Left  Hand  Drain  Board,  16  inch  High  Back,  8  inch  Aprons  Front 
and  Ends,  Polished  Brass  Rim,  Galvanized  Legs  an,l  Frame,  Cialvanized  Soap 
Cup,  and  Nickel  Plated  ^  inch  Fuller  Flanged  Faucets. 

DIMENSIONS   AND  PRICES 


m 


size  of  Sink 
lycng-th  over  all 

A-9  85  As  described.. 


inches 


A  -  9  8  6  Same  as  above  without 
Brass  Rim  


fm^  il?^?^-       ^^^'^  20x40       22x42  22x48  '^4x48 

4  Ft.  ih  t.  b  in.     5  Ft.  5  Ft.  4  in.  5  Ft.  6  in.  6  Ft  6  fT 

535.50     37.00  38.50  40.75     41.50  44.25  45.50 

27.50     28.75  30.00  32.25     32.50  35.00  36.50 


If  without  Faucets,  deduct  $2.00. 
If  with  Nickel  Plated  Brass  LeRs  Frame  and  Bracket,  add  $15.00. 
If  Brass  Rim  is  Nickel  Plated,  add  $3.50.  ^ 
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WEIUS  SOAPSTONE  KITCHEN  SINKS 


A  -  9  8  7 

A -9  8  7  illustrates  Weil's"  Virginia  Soapstone  Sink,  6  inches  inside  depth,  with  10 inch 
Extension  for  Pump,  24  inch  Left  Hand  Drain  Board  16  inch  High  Back, 
Polished  Brass  Rim  8  inch  Aprons  Front  and  Ends,  Galvanized  Iron  Legs  and 
Frame,  Galvanized  Soap  Cup  and  Nickel  Plated  fi  inch  Fuller  Flanged  Faucets. 

DIMENSIONS     AND  PRICES 

Size  of  Sink  18x24        20x30         20x36         20x40        22x42         22x48  24x48 

I^engthoverall         4ft.lOin.    5  ft.  4  in.    Sft.lOin.    6  ft.  2  in.  6  ft.  4  in.    6  ft.  lOin.  6  ft.lOin. 

A-9  8  7  As  described  $39.75      41.75      43.75      44,00      47.25      49.75  51.75 

^■'''IXot^t^^rRim  $33.75      35.25      36.75      38.25      39.75      41.75  43.50 


If  without  Faucets,  deduct  2.00. 
If  without  Soap  Cup,  deduct  50c. 
If  with  Nickel  Plated  Legs  Frame  and  Brackets,  add  $15.00. 
Pump  is  not  included  in  above  prices. 
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WEIUS    SOAPSTONE    KITCHEN  SINKS 


A  -  9  8  9 


A  -  9  8  9  illustrates  *  'Weil's"  Virginia  Soapstone  Kitchen  Sink,  inside  depth  6  inches,  with 
12  inch  High  Back,  Galvanized  Legs  and  Frame,  Galvanized  Soap  Cup  and 
Nickel  Plated  ^  inch  Fuller  Flanged  Faucets. 


DIMENSIONS   AND  PRICES 

Size  of  Sink      -      inches        18x24       20x30  20x36       20x40  22x42  22x48  24x48 

A -98 9  As  described                    16.50     17.25  18.00     19.00  19.75  21.50  22.50 

A -9  90  Same  as  above  with 

  22.00     23.00  24.00     24.75  26.00  28.00  29.00 


If  without  Faucets,  deduct  $2.00. 
If  without  Soap  Cups,  deduct  50c. 
If  with  Nickel  Plated  Legs  Frame  and  Brackets,  add  $15.00 
Above  Fixtures  can  be  furnished  in  Slate  at  same  prices. 


WEIL   BROS.,  CHICAGO 


249 


WEIL'S  SLATE  TOP  ENAMELED  SINKS 


A-  99  1 


A-9  9  1  illustrates  "Weil's"  Enameled  Iron  vSink  with  Slate  Top  and  24  inch  Right  Hand 
Grooved  Drain  Board  in  one  piece,  16  inch  High  Back,  8  inch  Aprons  Front  and 
Ends,  Galvanized  Iron  Legs  and  Frame,  Sink  Clamps  and  Nickel  Plated  %  inch 
Fuller  Flanged  Faucets. 

DIMENSIONSANDPRICEvS 

Size  of  Sink      .      -      -      -  18x30 
I^ength  over  all     -      -      -         4  ft.  6  in 

A  -  9  9 1  As  described   $34.25 

A-  9  9  2  Same  as  above   $40.75 

With  Polished  Brass  Rim 


20x30  20x36 

4  ft.  6  in.  5  ft. 

35.25  37.25 

42.00  44.25 


20x40  22x42 

5  ft.  4  in.  5  ft.  6 in. 

38.75  40.75 

46.00  48.50 


Note: 


If  without  Faucets,  deduct  $2.00. 
Above  Fixtures  can  be  furnished  in  Virginia  Soapstone  at  same 


prices  as  for  Slate. 
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WEII.    BROS.,  CHICAGO 


WEIL'S    PORCELAIN    KITCHEN  SINKS 


FLAT  RIM 


ROLL  RIM 


^-993  A-994 

A-993   FLAT  RIM 

Size  outside         -       -  ■  , 

Depth  inside      -      -          "      "      "       f"ches       20x30  23x36  24x42 
A-993  Class  **A"                       "     '     '    ^^^^  ^  ^ 
A-993  Class -B" P'^^^  1^.00  19.00 
  $  9.10  11.20  13.30 

A-994  ROLL  RIM 

DepthfnsMe                               /"Sff      ^'^24          20x30  23x36  24x42 

A-9  9  4:  Class  "A"                                           t>             7  7  7 

A-9n  Class -B- f^l^       ^^-^  22.00  29.00 

^                                         ^  8:40      12.60  15.40  20.30 

WEIUS    PORCELAIN    PANTRY  SINKS 

"""•^^   ""^                                            FLAT  RIM,  RECESS 


^'^^^  A-996 

A-995   FLAT   RIM  WITH    OVERFLOW  OPENING 

Se^th  iS^e                              ■      i;:^!:  1^?20  16x23  17x24  17x28 

A-995  Class  "A"  ^ 

A-9.95  Class  "R'  ^^'^  ^-^^  ^-^^  11.00 

Ayyouass    B,   ^^^0  5.60  6.30  7.70 

Nickel  Plated  Plug  and  Coupling  Extra,  $2.50. 
Nickel  Plated  Overfllow  Grate  and  Coupling  Extra,  $1.50. 

A-996   FLAT   RIM,  RECESS 

Size  outside      -      -      .  .  , 

Depth  inside       -      .         -      -      -      -  inches      17x24  I7x28 

A-996  Class  ^^A"   '     "  "     "  """'^^ 

A-996  Class  ''B"  12.a) 

  $  7.(X)  8  40 

Nickel  Plated  Standing  Overflow  and  Waste  Extra,  $4  00 

V  1  T^f  .^l^^^^^l^'^"^  ^"'^  Coupling  Extra,  $2.50. 
Nickel  Plated  Overflow,  Grate  and  Coupling  Extra,  $1  50 


24x48 
7 

27,00 
18.90 


21x48 

36.00 
25.20 


20x30 
7 

13.00 
9.10 


20x3<) 
7 

14.00 
9.80 
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WEIUS  GERMAN  SILVER  AND  COPPER  SINKS 


RECESS  PANTRY  SINK 


OVAL  PANTRY  SINK 


A-1  000  A-1001 

A-1000    RECESS  PANTRY 

Si,es  inside      -----   i»ches      14x20         Ux24         16x24         16x30  18x30 

A- l(XK.  Tr:d  Copper                                 S15.00      16.00       17.50      19.50  21.00 

A-1000  German  Silver                                  $26.50      29.00      31.50      34.50  36.50 

NOTE— Inside  widtli  as  stated  does  not  include  recess. 

A-1001    OVAL  PANTRY 

■     ,            10^1  ft      i9v-?0     Uxlfi      14x20      14x24    16x24     16x30  18x30 

A-1001  T-:;:ieaCopper;.'^^:    16;^^     6.50               7.50     9.00   10.00   12.00  13.00 

A-1001  German  Silver                $10.50    11.50   12.50    13.00   16.00   18.00   21.00  23.00 

SQUARE  WITH  STANDING  OVERFLOW  SQUARE  PANTRY 


A   100:2  ,  A-1003 

A-1002    SQUARE  WITH  STANDING  OVERFLOW 

m,es                   -   inches        12x18      12x20     14x16       14x20      14x24     16x24      16x30  18x30 

A-1002  Timied  Copper                17.00     7.50     7.(X)     8.25     9.25    10.00   12.00  13.00 


Sizes 

A  -  1003  Tinned  Copper 


A-1003    SQUARE  PANTRY 

inches        12x18      12x20     14x16      14x20       14x24     16x24     16x30  18x30 


1.50     5.00     4.50     6.00     7.00     8.00   10.00  11.00 
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WElIv    BROS.,  CHICAGO 


WEIL'S    STEEL    KITCHEN  SINKS 


A  -1  O  O  4 

A-1004  illustrates  ^'Weil's"  Roll  Rim  Steel  Sink  with  15  inch  High  Enameled  Roll 
Edge  Sink  Back. 

PRICES   OF   SINKS   ONI,  Y 


^'"''^^      ■      -      -      inches  lfix24  18x30  18x36  20x30  20x36  20x40 

Painted   Kach  $2.25  2.70  3.25  3  25  4  00  4  30 

Galvanized   Bach  $2.70  3.55  4.30  4.30  5  10  5  90 

White  Enameled..   Each  $5.90  7.60  9.45  9  45  11  55  12  65 

Blue  Enameled   Each  $3  55  4.30  4.80  4  80  5  35  6  95 


P  R  I  C  K  S  O  F   15  I  N  C  H   H  I  c;  ir  B  A  C  K  S  O  N  I,  Y 

Ivcngth  inches  24  30  36  40 

Painted   Bach  $1.60  1.90  2  20  2  60 

Galvanized..  Bach  $2.20         2.60  3  00  3  50 

Blue  Enameled   Bach  $3.10         4.10  5  10  6  20 

White  Enameled   Bach  $4.00         5.00  6  00  710 


WEIL'S  ENAMELED  IRON  KITCHEN  SINKS  ROUND  CORNERS 


A  -  1  O  O  5 

A -1005  illustrates  "Weil's"  Iron  Kitchen  Sink,  Round  Corner,  Center  Outlet. 
Size 

A -1005  Painted... 
A -1005  Galvanized 
A -1005  Enameled. 


inches  16x24  16x30  18x30  18x36  20x30  20x3g 

  Each  $2.15  2.50  2.75  3.50  3.25  3  95 

  Each  $3.50  4.15  4.50  5.00  4.75  5  50 

  Each  $3.50  4.15  4.50  5.00  4.75  5.50 
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ENAMELED    IRON    KITCHEN  SINKS 


FLAT  RIM 


SIZES 

12 

12 
12 
U 
14 
15 
16 
16 
16 
16 
18 
18 


18 
18 
20 
20 
20 
20 
20 

mi 

20 

20 

20 

22 

22 

24 

22 

22 


:  12 
c  16 
:  18 
c  14 
i  20 
^  27 
^  16 
s:  24 
28 
30 
X  24 
X  30 
X  32 
X  36 
X  24 
X  28 
X  30 
X  36 
X  38 
X  32  J4 
X  36 
X  40 
X  42 
X  48 
X  42 
X  48 
X  50 
X  62 
X  75 


A  -  1  0  O  6 


1.  (K) 
1.10 

1.25 
1.35 
1.50 

2.  a) 

1.50 
1.90 
2.10 
2.25 
2.10 
2.50 
2.75 
3.25 
2.40 
2.70 
3.00 
3.70 
3.80 
3.35 
3.80 
4.00 
4.25 
5.25 
4.75 
5.50 
7.50 
12.00 
15.00 


G  A  LVANIZED 

$  2.15 
2.25 
2.40 
2.50 
3.00 
3.65 
2.65 
3.25 
3.75 
3.90 
3.50 
4.25 
4.65 
4.75 
3.75 
4.00 
4.50 
5.25 
5.50 
5.00 
5.50 
5.75 
6.00 
6.75 
6.25 
7.25 
9.00 
30.00 
35.00 


ENAMELED 

$  2.15 
2.25 
2.40 
2.50 
3,00 
3.65 
2.65 
3.25 
3.75 
3.90 
3.50 
4.25 
4.65 
4.75 
3.75 
4.00 
4.50 
5.25 
5.50 
5.a) 
5.50 
5.75 
6.00 
6.75 
6.25 

^  7.25 

r  9.00 

30.00 
,  35.00 


For  Patent  Overflow  add  for 
For  Patent  Overflow  and  Plug 


Painted,  $1.25;  Galvanized  or  Enameled,  $1.50. 

Strainer  add  for  Painted,  $1.75;  for  Galvanized  or 
Enameled,  $2.00. 
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WEIL'S  ENAMELED  IRON  SINK  BACKS 

1)4  INCH  SHALLOW  PATTERN 

12  INCHES  HIGH 


A  -  1  O  O  8 

A-1008    IV,    INCHES    H  I  G  H  ,  S  H  A  L  L  O  W  PATTERN 

Ivength   -     inches       24  28  m  32  36  40  4'' 

A-1(X)8  Kach   $2.20      2.60      2.80      3.00      3.40      3.80  4.00 


48 

5.00 


2%  IN.  DEEP  PATTERN  BACK 
12  INCHES  HIGH 


2  Vj  IN.  DEEP 
PATTERN  END  PIECE 

12  INCHES  HIGH 


A-100  9  A- 1010 

A-1009  12   INCH    HIGH   DEEP   PATTERN  BACK. 

I^ength    -     inches  24  80  '^n  An 

A-1009  Each   $2.50  3X)0  3.75  4.25  4  50 

A-1010   12    INCH    HIGH    DEEP    PATTERN    END  PIECE 

A    lAin  ^^"^1^^  inches      16  18  20  22 

A^OlOEach   $1,50  1.75  2.00  2.25 


m  ® 

A-1  01  1 


A  -  1  0  1  2 


A -1011  Each 


A-1011    15    INCH    HIGH    DEEP    PATTERN  BACK 

I^ength    -     inches       24  30  36  42  48  54 


3.75 


4.50 


60 


7.00      7.75      8.50  10.r>0 


A-1012   15    INCH    HIGH    DEEP    PATTERN  BACK 

A    imo  "fe^"?^^      -------        inches      16  18  on 

A-1012  Each   11,75         2.00  2.25 


22 

2.50 
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WEIL'S    SINK  TRIMMINGS 

REVERSIBLE  ENAMELED  IRON  ASH  WOODDRAINBOARD 

DRAIN  BOARD 


A-1013  A-1014 

A-1013   REVERSIBLE   ENAMELED  DRAIN 


Width 


Width 

4  18  or  24  inches  long  

RUBBER   DRAIN  MAT 


inches 

18 

20 

22 

  Each 

$3.25 

3.50 

3.75 

  Each 

$3.75 

4.00 

4.25 

DRAIN 

inches 

18 

20 

22 

c 

B2.75 

3.00 

3.25 

ASH  WOOD 

SINK 

MAT 

J, 


I  ^  A 


A  -1  O  1  5  A  -  1  O  1  6 

A-1015    RUBBER    DRAIN  MAT 

Width      -      -      -      -  inches  18 

A-1015  For  18  inch  Ivong  Drain   Each  $2.25 

A-1015  For  24  inch  Long  Drain   Each  $2.75 

A-1016  ASH  WOOD   SINK  MAT 

Length  of  Sink      -       inches  24  30  40 

A-1016....  Each    $1.80      2.50      3.60  4.25 

SINK  BRACKET  WEST-  SINK  BRACKET 

ERN  PATTERN  JAPANNED  STEEL 


20 

2.50 
3.00 


2.75 
3.25 

48 

5.50 

SINK  BRACKET 
EXTENSION  PATTERN 


42 

4.50 


10  17 


10  18 


A  -  1  O  1  9 


Size      -      -      -             .....            .   inches  16x16  16x18  16x20 

A -1017  Painted                                                               Each  $  .50  .50  .70 

A -1017  Galvanized                                                           Each  $1.00  1.00  1.25 

A- 1017  Enameled                                                              Each  $1.00  1.00  1.25 

A  - 1018  Japanned                                                               Each  ....  .40 

A-1019  Extension  Pattern  for  any  width  of  Sink  from  14  to  22  inches,  Painted,  Each  50c. 

Aluminum  Plated,  Each  75c. 
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WEIUS  SINK  TRIMMINGS 


lU'^.^J  t,^?-  ADJUSTABLE  LEG  FOR       ADJUSTABLE  SINK      U  P  P  n  p  t 

ROLL  RIM  SINK  ROLL  RIM  SINK  F  O  R  P  O  R  C  E  L  A  I  N  s"  K 


A-1020  A-T021  A-1022 

A -1020  24  inches  long,  Painted,  Each   SI  00 

A  - 1021  Adjustable  21  to  27  inches  or  27  to  30  inches,  Each.' .[[[..,,.]../..]  1^25 
A  - 1022  Polished  Brass  or  Nickel  Plated  Standard,  Cast  Iron  Top,  *  Each . .  ' .  . . .  .  5.00 

SINK  PLUG  WITH       "DUFFY"  STRAINER  AND 
OPEN  STRAINER  RUBBER  STOPPER  SINK  STOPPER 


A-1023                              A-1024  A-1025 

Finish                                        Painted  Galvanized  Knameled  Nickel  Plated 

A-1023  Per  dozen                             $1.25  $2.60  $3.00  $4  00 

A  - 1024  Per  dozen                              3.50  5.00  5.00  8  00 

A-1025  Each   ....    1.25 

SINK  COLLAR  SHORT 

SINK  COLLAR           FOR  IRON  PIPE  LONG  SINK  BOLT  SINK  BOLT 


A-1026  A-1027  A-1028  A-1029 

A  - 1026  Sink  Collar  for  Lead  Pipe,  Plain,  per  dozen   $1.25 

A  - 1026  Sink  Collar  for  Lead  Pipe,  Galvanized,  per  dozen   1  50 

A  - 1027  Sink  Collar  for  Iron  Pipe,  Plain,  each   0.60 

A-1027  Sink  Collar  for  Iron  Pipe,  Galvanized,  each   0.75 

A-1028  Long  Sink  Bolts,  }ix2)4  inch,  Iron,  per  dozen    $0.40         Nickel  Plated 

Brass  J  per  dozen                                                                              ...  0.70 

A-1029  Short  Sink  Bolts,  Brass,  per  dozen   0.40 
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WEIUS    SINK  TRIMMINGS 


so  A  PSTO  N  E  SINK 
PLUG  FOR   LEAD  PIPE 


SOAPS  TONE  SINK 
PLUG  FOR   IRON  PIPE 


A  -  1  O  3  3 


A  -  1  O  3  4 

SOAPSTON  E  SINK 
STRAINER 


PORCELAIN  SINK 
STRAINER 


A  -  1  O  3  6 


A-1  03  5 

Size      -      .      -             _      .      _      _      inches  1  1^  1?^  2 

Diam.  of  Flange  inches  1%  3  3%  31^ 

A -1033  Finished,  Metal  Stopper   Each  $1  15  1.25  1.60  2.35 

A- 1033  Nickel  Plated,  Metal  Stopper   Each  1.25  1.45  1.75  2.60 

A -1034  Finished,  Metal  Stopper.   Each  .80  .85  1.45  2.10 

A-1034  Nickel  Plated,  Metal  Stopper   Each  .90  1.00  1.60  2.35 

A -1035  Finished,  Stamped  Brass  with  Bolts    Each  .35 

A-1036  Flange  3^  inches;  Coup.  2  inches.    Fin.,  Each  $2.50.    Nic.  Plated,  Each  $2.80 


PORCELAIN  SLOP 
SINK  STRAINER 


SOAPSTON  E  SI  N  K 
STRAINER  WITH 
COUPLING 


OVERFLOW  STRAINER  AND 
COUPLING    FOR  PORCELAIN 
PANTRY  SINK 


A-103T  Flange  inch.  Coupling  2  inch.  Fin.,  Each  $2.75; 
A-ia38  Flange  3%"  inch,  Coupling  1}4  inch.  Fin.,  Each  .75; 
A-ia39  Overflow  Strainer  with  1^  in.  Coup.    Fin.  Each  1.40; 


Nic.  Plated  Each  $3.25 
Nic.  Plated  E;ach  ,85 
Nic.  Plated  Each  1.65 
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WEIUS    SINK  TRAPS 


BRASS  "S"  TRAP  BRASS  "SATRAP 

VENTED 


BRASS  "P"  TRAP 


A  -  1  O  4  2 

BRASS  "P"  TRAP 
VENTED 


A -1040  A-1041  A-1043 

Sizes  inches  1%  1%  2 

A-1040  Nickel  Plated ''S"  Trap   Each    $2,50       3  25  6.00 

A-1041  Nickel  Plated  "S"  Trap  Vented   Each     3.00       3.60  6.50 

A-1042  Nickel  Plated  "P"  Trap   Each     2.40      3.10  5.75 

A-1043  Nickel  Plated  "P"  Trap  Vented   Each     2.90      3.50  6  25 

IRON  "P"  TRAP  IRON  "S"  TRAP  I  R  O  N  B  O  TT  L  E  T  R  A  P 

'  VENTED 


vSizes   -      -  inches 

A4044  Iron  "P"  Trap   Each    $  .75 

A-1045  Iron  "S"  Trap    Each  1.50 

A-1046  Iron  Bottle  Trap  Vented   Each  1.50 

If  without  Vent,  deduct  either  size  50c. 


1.00 
2.00 
2.00 
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WEI  US    GREASE  TRAPS 

CAST  BRASS  ENAMELED  IRON 


A  -  1  O  4  7 


A-1  048 


A-10  47   CAST  BRASS  GREASE  TRAP 

I)  I  M  K  N  S  1  C)  N  S                                 .  ^^'^'^^ 
Height  10  inches;         Jiianieter  5  inches;         Connections  2  inches. 

Polished  Brass  ; .    $16.00 

Nickel  Plated   18.00 

A- 1048   ENAMELED   IRON   GREASE  TRAP 

Size                                                                                       inches     8x8x9  12x16x14 

deep  deep 

A -1048  With  Polished  Brass  Fittings                                                $12.00  $20.00 

A -1048  With  Nickel  Plated  P'ittings                                                   13.50  22.00 

For  Enameled  All  Over,  add  for  8x8  Size,  $3.00;  for  12x16  Size,  add  $5.00. 
8x8  Size  is  fitted  with  \}i  inch  Trap,  and  12x16  Size  with  2  inch  Trap. 
If  with  2  inch  Trap  on  8x8  Size,  add  $2.50. 
If  Tapped  both  sides,  wath  Spuds  and  ^  inch  Galvanized  Iron  Cooling  Pipe,  add  $1.50. 


EXTRA    LARGE   CAST   IRON  ROUND   CAST   IRON    ON  LEGS 


A  - 1  O  4  9  A  -  1  0  5  O 

A- 1049   EXTRA   LARGE   GREASE  TRAP 

Size                                                                               inches   18x21x18  21x31^x18^ 

^eep  deep 

A -1049  Painted. .                                                                      $15.00  $22.00 

A -1049  Enameled                                                                    22.00  29.00 

A-1050    ROUND   GREASE  TRAP 

D  I  M  E  N  S  I  O  N  S 
Height  13  inches;         Diameter  16^/4  inches. 

Painted   %  7.00 

Enameled  Inside   10.00 
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WEIUS   GREASE  TRAPS 

"SIEBEN"  X  "DEHN" 


A-1051  '  ^  A-1052 


A-1051    "SIEBEN"   GREASE  TRAP 

Sizes                                          inches     5x10  6x10  10x12 

A-1051    I.ead   $6.00 

A-1051    Polished  Brass.   10.00  16.00 

If  without  Vent  Coupling,  deduct  50c.    Add  for  Nickel  Plating,  50c. 

A-1052    "DEHN"    GREASE  TRAP 

A-1052    Cast  Iron,  Painted;  Size,  13x9x9  inches  deep,  1%  inch  Connections. . 

"PARKER"  "EXCELSIOR" 


A  -  1  O  5  3 


A  -  1  O  5  4 


A-1053    "PARKER"    GREASE  TRAP 

A  - 1053  Cast  Iron,  Painted;  10x12x10^  inches  deep,  Tapped  1^  inches. 
A  - 1053    Cast  Iron,  Painted;  10x14x10  inches  deep,  Hub  2  inches  

A-1054    "EXCELSIOR"    GREASE  TRAP 

A  - 1054  Cast  Iron,  Painted;  8x12x9  inches  deep,  Connections  1}4  inches. 
A  - 1054    Cast  Iron,  Painted;  12x18x10  inches  deep,  Connections  2  inches. 
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WEIUS    PORCELAIN    SLOP  SINKS 


A-1060  illustrates  Weil's  Heavy  Solid  Porcelain  Flushing  Rim  and  Cleansing  Jet  Slop 
Sink  on  Heavy  Solid  Porcelain  Trap  Standard,  A-772,  Highly  Polished  Solid 
Bent  Hardwood  High  Tank  with  10  ounce  Tinned  Copper  Lining,  Nickel  Plated 
Flush  Pipe  and  Flush  Connection,  Nickel  Plated  Rod  Guide  with  Rod  and  China 
Pull,  Nickel  Plated  Compression  China  Indexed  Double  Faucet,  Air  Chamber 
Supply  Pipes  with  China  Indexed  Valves  and  Nickel  Plated  Supply  Pipes  to 
Cleansing  Jet. 


A-1060  Class  '*A"  as  described 
A-1060  Class  "B"  as  described 
A-1060  Class  "C"  as  described 


$86.00 
70.00 
60.00 
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WEIL'S   PORCELAIN   SLOP  SINKS 


A  -  T  O  6  1 

A-1061  illustrates  "Weil's"  Solid  Porcelain  Flushing  Rim  Slop  Sink  on  Solid  Porce- 
lain Trap  Standard  with  Vent,  A-772  Highly  Polished  Solid  Bent  Hardwood 
High  Tank,  with  10-ounce  Tinned  Copper  Lining  and  Nickel  Plated  Combina- 
tion Bracket,  Nickel  Plated  Rod  Guide,  with  Rod  and  China  Pull,  Nickel  Plated 
Flush  Pipe  and  Flush  Connection,  Nickel  Plated  Compression  China  Indexed 
Double  Faucet  and  Nickel  Plated  Air  Chamber  Supply  Pipes. 

A-1061  Class  "A,"  as  described  

A-1061  Class  "B,"  as  described   53 

A-1061  Class  "C,"  as  described  ;   ^ 
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WEIL'S    PORCELAIN    SLOP  SINKS 


A-1  06  2  A-106  3 

A-1062   BRASS  FLUSHING  RIM 

Brass  Strainer,  Nickel  Plated  Compression  Cliuia  Indexed  Double  Fancet,  Nickel 
Plated  Air  Chamber  Supply  Pipes  and  China  Indexed  \alves. 

.      .      -      inches   16x20x12         18x22x12  20x24x12 

^'^^     ■          '     "m  "i    "     "                               $61  75         65.75  69.75 

A-1062  Class  "A"  as  described                                              •  _          ^2  25  65.50 

A-1062  Class  "B"  as  described                                          J;?^-'            ^g'^^  ^2.75 

A-1062  Class  "C"  as  described  

A-1063   ROLL  RIM 

Nfckel  pi^^^^^  ^  Special  Compression  China  Indexed  Faucets  and  Nickel  Plated 
Brass  Rim  Guard. 

-      -      inches   16x20x12         18x22x12  20x24x12 

^'"'^     '     ~     '               '                                    S38  50         43.50  48.50 

A-1063  Class  -A"  as  described                                          ^                  ^  42.00 

A-1063  Class  -B"  as  described                                                           ^  3^  50 

A  - 1063  Class  '  'C"  as  described   ^'^-^-^ 

If  without  Faucets,  deduct  $5.00.  • 
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WEIL'S   PORCELAIN   SLOP  SINKS 


A-1065 

A-1064    ROLL  RIM 
A-1064  illustrates  "Weil's"  Solid  Porcelain  Roll  Rim  Slop  Sink,  on  Enameled  ^11 
Over  Cast  Iron  2-in.  Trap  Standard,  with  Nickel  Plated  Brass  Strainer  Nickel 
Plated  Compression  Double  China  Indexed  Faucet  and  Nickel  Plated  Air 
Chamber  Supply  Pipes. 

«    inn.  ^^'^^ inches  16x20x12  18x22x12  •>n^->lTc1-> 

A-1064  Class  "A,"  as  described   $34  00  \  no  "T9  m 

A-1064  Class  "B,"  as  described   ^75  I'S 

A. 1064  Class  "C,"  as  described  ! ! ! ! ! ! !  i :  I ! !  fj.^  1.^ 

A-1065    ROLL    RIM,  INTEGRAL  BACK 
A-1065  illustrates  "Weil's- -Solid  Porcelain  Roll  Ri,u  Slop  Sink,  with  Integral  Back 

N^.!° Vi,  ^""a.?  Standard  with  Vent,  Nickel  Plated  BrassSuer  and 

Nickel  Plated  Fuller  Flanged  Faucets.  oLiamer  ana 

A    ir\nfr  ^'f'^      --------        inches  16x20x12  18x22x12  2()x'4xl» 

A-1065  Class  "A,"  as  described.  On  4n  m  ^V^' 

A-1065  Class  "B,'-asdescribed.       :: ^'^^ 

A-1065  Class"C,"  as  described  !  !  1 ! . ! ! !  i !  i  f^^ 

If  without  Faucets  deduct  $2.00. 
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WEIL'S    VITREOUS    PORCELAIN    SLOP  SINKS 


A-1  066         '  A-106  7 

A-1066   WITH  TANK 

A-1066  illustrates  WeiPs  Vitreous  Porcelain  Flushing  Rim  Slop  vSink  on  Vitreous  Por- 
celain Trap  Standard  with  Vent,  A-772,  Highly  Polished  Solid  Bent  Hardwood 
Hieh  Tank  with  10  ounce  Tinned  Copper  Uning  and  Nickel  Plated  Combination 
Bracket.  Nickel  Plated  Flush  Pipe  and  Flush  Connection,  Nickel  Plated  Rod 
Guide  with  Rod  and  China  PuU,  Nickel  Plated  Compression  Double  China  In- 
dexed Faucet  and  Nickel  Plated  Air  Chamber  Supplies. 

A-1066  Size  21x21  inches,  complete  as  described  ■  •  •  $54.00 

A-1067   LESS  TANK 

A- 1037  illustrates  WeiPs  Vitreous  Porcelain  Flushing  Rim  Slop  Sink  on  Vitreous  Por- 
celain Trap  Standard,  Nickel  Plated  Compression  Double  China  Indexed  Flush 
and  Supply  Faucets  and  Nickel  Plated  Air  Chamber  Supply  Pipes. 

A-1067  Size  21x21  inches,  complete  as  described   $45.50 

lj4  inch  Italian  Marble  Foor  Slab,  27x27  inches,  Extra  $7.50 
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WEIL'S   ENAMELED   IRON   SLOP  SINKS 


HOSPITAL  PATTERN 


A-  1  O  6  8 


A-1068  illustrates  "Weil's"  Enameled  All  Over  Flushing  Rin,  Hospital  Slop  Sink. 

with  Cleansing  Jet,  on  Enameled  All  Over  Trap  Stan.lard  with  Vent,  A-772 
Highly  Polished  Solid  Bent  Hardwood  High  Tank  with  10-ounce  Tinned  Copper 
Lining  and  Nickel  Plated  Combination  Bracket,  Nickel  Plated  Flush  Pipe, 
Nickel  Plated  Rod  Guide,  with  Rod  and  China  Pull,  Nickel  Plated  Double 
Compression  China  Indexed  Faucet,  Nickel  Plated  Compression  China  Indexed 
Supply  Valves  for  Jet,  and  Nickel  Plated  Air  Chamber  Supply  Pipes. 

A-1068  Size  17x22  inches,  complete  as  described   ^rj- 

IX-inch  Italian  Marble  Floor  Slab,  27x27  inches,  extra,  $7.50. 
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WEIUS   ENAMELED   IRON   SLOP  SINKS 

WALL   OUTLET  ^ 


A  -  1  O  6  9 

A -1069  illustrates  Weil's"  Enameled  All  Over  Flushing  Rim  Slop  Sink,  on  Trap 
Standard  to  wall,  with  Vent,  A-772  Highly  Polished  Solid  Bent  Hardwood  High 
Tank,  Nickel  Plated  Combination  Bracket,  Nickel  Plated  Flush  Pipe  and  Flush 
Connection,  Nickel  Plated  Rod  Guide  with  Rod  and  China  Pull,  Nickel  Plated 
Compression  Double  China  Indexed  Faucet  and  Air  Chamber  Supply  Pipes. 

A -1069  Size  22x22  inches,  complete  as  described    $50.00 

If  with  Trap  to  floor,  as  shown  in  A-1068,  add  $4.00. 
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WEIL'S    ENAMELED    IRON    SLOP  SINKS 


A  -  1  0  7  O 


A  -  1  O  7  2 


A-1  O  70   WITH  BACK 


-1070  Illustrates  ^'WeU's-  Enameled  Iron  Roll  Rim  Slop  Sink  12  i,i.  deep  with  15 
inch  Enameled  Roll  Edge  Back,  Enameled  Inside  2  hich  Adjnstable  Tr%.^t^^^^^^ 
minS^^^         ^^P^'  ^^^^^^  ^^^^^^  Niiel  Plated"!  F^d  er 


Size 

A -1070  Enameled  Inside.....  

A -1071  Enameled  All  Over  Sink  and' 


rrap. 


16x16  16x20 
$19.00  21.00 
24.00  26.00 


1 8x22      20x21     20X.30  20x.56 

23.00  25.00  28.50  33.50 
28.00   30.50   34.50  40.00 


A-1071   WITH   BACK  AND  END 

A-1071  illustrates  -Weil V'  Enameled  Iron  Roll  Rim  Slop  Sink  12  inches  deep  with  15 
inch  High  Enameled  Back  and  End  for  Right  Hand  Corner,  EiliS  lnside 
2  "ich  Adjustable  Trap  Standard  Tapped  for  2  inch  Pipe,  Nickel  pTa  ed  Strafner 
and  Nickel  Plated  ys  inch  Fuller  Flanged  Faucets  strainer 


A    in70  ^         -------   inches     16x16      16x20  18x22 

A   lOTQ  ^"^'''^M  ^""^'"^^   ^21.a.)    23.00  25.00 

A-lU7d  Enameled  All  Over  Sink  and  Trap..    $26.00    28  00   30  00 


20x24      20X.30  20x36 

27.00  30.50  a5.50 
32.50   36.50  42.00 


If  with  Air  Chambers,  add  $2.00. 
If  without  Faucets,  deduct  $2.50. 
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WEIL'S   ENAMELED   IRON   SLOP  SINKS 


1 


A-1074  A-1076  . 

A-1074    BRASS    FLUSHING  RIM 

A-1074  illustrates  "Weil's"  Enameled  Iron  Slop  Sink,  12  inches  deep,  with  Nickel 
Plated  Brass  Flushing  Rim,  on  Enameled  Inside  2-iuch  Adjustable  Trap  Stand- 
ard Tapped  for  2-inch  Pipe,  Nickel  Plated  Strainer,  Nickel  Plated  Compression 
Double  China  Indexed  Faucet,  Nickel  Plated  China  Indexed  Supply  Valves  and 
Nickel  Plated  Air  Chamber  Supply  Pipes. 

gi^^  ....      -       inches      16x20  18x22  20x24 

A-1074  Enameled  Inside   ^46.50  49.50  52.50 

A-1075  Enameled  All  Over   51.50  54.50  58.00 

If  with  Polished  Brass  Trap  Standard,  add  $11.00;  Nickel  Plated,  add  $13.00. 
A-1  O  7  6    R  O  LL    R  I  M 

\.1076  illustrates  "Weil's"  Enameled  Iron  Roll  Rim  Slop  Sink,  12  inches  deep,  on 
Enameled  Inside  2-inch  Adjustable  Trap  Standard,  Tapped  for  2-inch  Pipe,  with 
Nickel  Plated  Strainer  and  Nickel  Plated  Fuller  Long  Spout,  Double  Faucet. 
Si.e      -      -      -       inches      16x16  16x20        18x22         20x24        23x30  20x36 

A-1076  Enameled  Inside   $19.50      21..50      23.50      25.50      29.00  .33.00 

A-1077  Enameled  All  Over   24.50      26.50      28.50      31.00      35.00  39.50 

If  without  Fuller  Double  Faucet,  deduct  $8.50. 
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WEIL'S   ENAMELED   IRON   SLOP  SINKS 

END  OUTLET 

CENTER  OUTLET 


A  -  1  0  7  8 

Si^e  A-1078    END   OUTLET     ^  '  ^  ^  ^ 

A-1078  E„a.eIedorO;H..:::.:::  4.00  ...00      aOO  10.-00 

size    -      -      _                    ...                                                                 .  -I.  M 

IJeptli        -      -      -      "      "      ""^l''^^  -0^*8      20x48      20xtH)  Wx7!>      9j,i9  .„  -„ 

A-107  8  Painted                    "     "     '"^^'^  17         12'  -'{j-* 

A-1078  Enameled  or  Gaiv:: flm    00^  ^0.00  24700 

Note:  All  of  abovesizes  haJe  2-inch  Outlet  extent  12^72  ^^f^ u  f      •  ^^'^  ^'"^ 
For  Patent  Overflow  add  $3.(10     Por  Patent  n v.r?.        ,'  ^l""^^       ^""''^'^  0""'=*- 

i-or  Patent  Overflow  and  Plug  Strainer  add  $3.50. 

Si,e  A-1079    CENTER  OUTLET 

A -1079"painted.  "      "   '"^"^  20x22x12  20x24x12  20x30x12  20x36x12 

A -lOJ  9  Enameled  or  Galvanized  ^-OO  10.00 

All  of  above  sizes  have  i-inch  Outlei,'  except'liie/wTich  haiiincXlet  ''  '' 
CORNER.   CENTER    OUTLET  H  O  S  P ,  T  A  L,  W  .  T  H  H  O  PP  E  R  A  N  0  T  R  A  P 


^■^^^0  A.108T 

Size       -      /"^^^O    CORNER    CENTER  OUTLET 

A  - 1  0  8  0  Painted   inches  I8xi8xi2 

A  - 1  0  8  0  Eiianieled  or  Gaivanized   $5.00 

  7.00 

Size      -      -  A-1081    HOSPITAL  PATTERN 

A -1081  Painted  ------     i„ches  20x24x12 

A-1081  Galvanized.' •   f^-JP 

A- 1081  Enameled  }?-00 
  14.50 


20x30x12 

10.25 
17.00 
18.00 


lPxl9xl2 
5.25 
7.50 


If  without  Trap,  deduct' for  Painted  «9  m-*      'r^  *  i      •    \  ^^-^  2 

t^,     uucL  lor  raintea,  for  Galvanized  or  Enameled,  $3.00. 


21x36x12 
11.25 
20.00 
21.25 
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WEIUS    PORCELAIN    URINAL  STALLS 

HIGH   TOP  STALLS 


v«lv^  Nickel  Wat«l  Flush  Pipe  and  Double  Flush  Connections,  Nickel  Plated 
Curved  Flush  Rlnitpreaders,  Ind  Nickel  Plated  Brass  Outlet  Connections  with 

China  Strainers. 

DIMENSIONS 

.  f  cf^ii«  1  ft  S  ill  ■  width  of  Two  Stall  over  all  5  feet; 

Height  from  Floor  to  Top  of  btallb  4  tt.  8  in,,  ^ 

Width  of  Three  Stall  over  all  7  feet. 


PRICES 

One    Compartment,  Class"  A- •,  ^^o'^Pj'^te  ^«    ^^TO 

Two    Compartment,  Class  "A'  ,  comp  ete  as  descnbed  ■ 

Three  Compartment,  Class  "A",  comp  ete  as  described  

One    Compartment,  Class  "B' ' ,  comp  ete  as  describe   

Two    Compartment,  Class  "B;;,  comp  ete  as  desc^^^^^^^^  249.00 

Three  Compartment,  Class  "B",  complete  as  descnbed  

For  each  additional  Class  'A"  Stall,  complete  as  described,  add  $90.00. 
For  each  additional  Class  "B"  Stall,  complete  as  described,  add  $71.00. 
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WEIL'S    PORCELAIN    URINAL  STALLS 


LOW  TOPS,  EXTENDED  SHIELDS 


A  -  1  O  9  1 

A-1091  illustrates  "Weil's"  Two  Compartment  Porcelain  TTHn.i  „ 
White  Solid  Porcelain  Urinals,  Bas^s  Side  SlaK^^ 

umns,  Top  Pieces  and  Seam  Cover,   'ft  T.7.^1t^?l^^^^  ^^1".^!^^  Front  Col- 


nections  with  China  Strainers. 

D  I  M  K  N  vS  I  O  N  S 
Height  from  Floor  to  Top  of  Stalls  iV/  inches-  w;^.i    ,  ^ 

Width  ofihrfe  sian  over  au"  °'  "-^^  ^"  '  '^'^ 

PRICES 

One  Compartment,  Class  "A",  complete  as  described 
Two    Compartment,  Class  "A",  complete  as  described 

Three  Compartment,  Class  "A-,  complete  as  described ^07  75 
One  Compartment,  Class  "B' • ,  complete  as  descr  bed 292.00 
Two  Compartment,  Class  "B",  complete  as  described 00 
Three  Compartment,  Class  "B",  complete  as  described. l^  '^ 

  ^jO.OO 

For  each  additional  Class  "A"  Stall,  complete  as  described  a.kl  S85  71 
For  each  additional  Class  ''B"  Stall,  compete  as  described.'  at!  8^.^: 
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WEIL'S    PORCELAIN    URINAL  STALLS 

LOW  TOP  STALLS 


A  -  1  O  9  2 

A -1092  illustrates  "Weil's"  Two  Compartment  Porcelain  Urinal  Stall,  comprising  Glazed 
White  Solid  Porcelain  Urinals,  Bases,  Side  Slabs,  Front  Columns,  Top  Pieces 
and  Seam  Covers,  with  Vitreous  China  Flushing  Tank  with  Automatic  Flushing 
Valve,  Nickel  Plated  Flush  Pipe  and  Double  Flush  Connections,  Nickel  Plated 
Curved  P^lush  Rim  Spreaders  and  Nickel  Plated  Outlet  Connections  with  China 
Strainers. 


DIMENSIONS 

Height  from  Floor  to  Top  of  Stalls  iVA  inches;  Width  of  Two  Stalls  over  all  5  feet; 

Width  of  Three  Stalls  over  all  7  feet. 


PRICES 

One  Compartment,  Class  "A",  complete  as  described 
Two  Compartment,  Class  "A",  complete  as  described 
Three  Compartment,  Class  "A",  complete  as  described 
One  Compartment,  Class  ''B'\  complete  as  described 
Two  Compartment,  Class  "B",  complete  as  described 
Three  Compartment,  Class  "B",  complete  as  described 

For  each  additional  Class  "A"  Stall,  complete  as  described,  add  $80.50. 
For  each  additional  Class  '*B"  Stall,  complete  as  described,  add  $49.50. 


$117.00 
196.50 
277.00 
96.00 
157.50 
219.50 
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WEIUS    PORCELAIN    URINAL  STALLS 


HIGH   EXTENDED  PARTITIONS 


1 

A  -  1  O  9  3 

A -1093  illustrates  *'Weil's"  Two  Compartment  Porcelain  Urinal  Stall,  comprising 
Glazed  White  Solid  Porcelain  Urinals,  Bases,  and  High  Extended  Partitions, 
with  Vitreous  China  Flushing  Tank  with  Automatic  Flushing  Valve  Nickei 
Plated  Flush  Pipes,  Double  Flush  Connection,  Nickel  Plated  Fan  Sprays  and 
Nickel  Plated  Outlet  Connections  with  China  Strainers. 

DIMENSIONS 

Height  from  Floor  to  Top  of  Shields  6  feet  9  inches;  Width  of  Two  Stall  over  all  4  feet  6%  inches. 


PRICES 

One     Compartment,  Class  "A",  complete  as  described    $140  00 

Two    Compartment,  Class  "A",  complete  as  described  '....,.....[,  229^00 

Three  Compartment,  Class  "A",  complete  as  described  .......[...,[  319  00 

One     Compartment,  Class  ''B",  complete  as  described  , /. .  I . . .  . .  112^00 

Two     Compartment,  Class  *'B",  complete  as  described  ' ' '  180:00 

Three  Compartment,  Class  "B",  complete  as  described   249!00 


For  each  additional  Class  "A''  Stall,  complete  as  described,  add  $90.00. 
For  each  additional  Class  *'B"  Stall,  complete  as  described,  add  $69.00. 
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WEIUS    PORCELAIN    URINAL  STALLS 


STALL  AND  SHIELDS  INTEGRAL 


I 


A  -  1  O  9  4 


A -1094  illustrates ''Weil's"  Single  Conipartment  Glazed  White  Porcelain  Urinal  Stall 
with  Shields  Integral;  fitted  with  Nickel  Plated  Brass  Flushing  Valve  with 
China  Handle,  Nickel  Plated  Spreaders,  Nickel  Plated  Outlet  Connection  and 
China  Strainer. 

DIMENSIONS  .  '■•} 

Height  from  Floor  to  Top  of  Stall  3  feet  7  inches;         Width  over  all  24  inches. 


I*  R  I  C  ES 

Single  Compartment,  Class  "A",  complete  as  described 
Single  Compartment,  Class  "B",  complete  as  described. 


$90.00 
73.00 


If  without  Nickel  Plated  Flushing  Valve,  but  with  other  fittings  described,  deduct  $12.00. 
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WEIL'S    PORCELAIN    URINAL  STALLS 


STALL  FOR   MARBLE   OR   SLATE  DIVISIONS 


A  -  1  O  9  5 

-1095  illustrates  "Weil's"  Glazed  White  Porcelain  Urinal  Stall  designed  to  encase  be- 
tween Marble  or  Slate  Divisions  and  to  set  into  Tile  Floor;  fitted  with  Nickel 
Plated  Curved  Flush  Rim  Spreader,  Nickel  Plated  Flush  Connection,  Nickel 
Plated  Outlet  Connection  and  China  Strainer. 


DIMlilNSI  ONS 
Made  in  Two  Sizes 

TT  •^u}^^^  over  all  Top  to  Bottom,  No.  1  Size  48  inches;  No.  2  Size  48  inches 
Height  Floor  Uiie  to  Top  of  Stall,  No.  1  Size  42^  inches;  No.  2  Size  Jsj/,  inches 
^,1^^,^  of  Urinal  outside.  No.  1  Size  24  inches;  No!  2  Size  28  inches 
^f.  iw  ^^''^^  ?^  1  ^i^-e  19  inches;  No.  2  Size  19  inches.  ' 

Wall  to  Point  of  Top,  No  1  Size  12  inches;  No  2  Size  12  inches 


Single  Compartment,  Class  "A' 
Single  Compartment,  Class  "A' 
Single  Compartment,  Class  "B' 
Single  Compartment,  Class  *'B" 


PRICKS 

,  as  described   Size  No.  1  $68.25 

,  as  described   size  No.  2  77.50 

,  as  described   size  No.  1  54.25 

as  described   size  No.  2  60.75 


Above  Prices  do  not  include  Flushing  Tank.  ! 

NoTK:-We  do  not  append  Prices  of  above  Stall  with  Slate  and  Marble  Divisions  as  the 
Dimensions  of  these  are  usually  varying  and  according  to  available  space  and 


WEIL    BROS.,  CHICAGO 


277 


WEIUS   MARBLE   URINAL  STALLS 


A  -  1  O  9  6 

A  1096  illustrates  ^'WeiVs"  Four  Compartment  Marble  Urinal  Stalls,  %-incli  Marble 
Backs,  Partitions  and  Ends,  7-inch  wide  Marble  Capping  over  space  for  connec- 
tions 2-inch  Countersunk  Marble  Base  fitted  complete  with  Vitreous  China 
Syphon  Jet  Lipped  Urinals,  Nickel  Plated  Inlet  and  Outlet  Connections  Hard- 
wood Automatic  Flush  Tank,  with  Nickel  Plated  Flush  Pipe,  Nickel  Plated  Top 
Railing  with  12-inch  Supporting  Standards,  Nickel  Plated  Partition  Legs  and 
Nickel  Plated  Stirrups  and  Bolts. 

DIMENSIONS 


PRICKS   COMPIvKTK  AS 


2-  Stall  Italian  Marble 

3-  Stall  Italian  Marble 

4-  Stall  Italian  Marble 

5-  Stall  Italian  Marble 

6-  Stall  Italian  Marble 

7-  Stall  Italian  Marble 

8-  Stall  Italian  Marble 

9-  Stall  Italian  Marble 
10-Stall  Italian  Marble 

Can  be  furnished 


DESCRIBED 

Height, 
5  ft. 

Urinal  fitted  with  one    4-gal.  Auto.  Tank, 
Urinal  fitted  with  one    6  gal  Auto.  Tank, 
Urinal  fitted  with  one    8-gal.  Auto.  Tank, 
Urinal  fitted  with  one  10-gal.  Auto.  Tank, 
Urinal  fitted  with  two    6-gal.  Auto.  Tanks, 
Urinal  fitted  with  two    8-gal.  Auto.  Tanks, 
Urinal  fitted  with  two    8-gal.  Auto.  Tanks, 
tirinal  fitted  with  two    8-gal.  Auto.  Tanks, 
Urinal  fitted  with  two  10-gal.  Auto.  Tanks, 
of  Tennessee  Marble  or  Slate  if  desired;  prices  upon  application. 


$164  50 
225.00 
288.25 
350.00 
421,50 
488.50 
548.50 
608.50 
669.50 


Height, 

5^^  ft. 

171.50 

234.25 

299.75 

363.75 

437.50 

506.75 

569.00 

631.25 

694.50 


Height, 
6  ft. 
178.50 
243.50 
311.25 
377.50 
4o3.50 
525.00 
589.50 
654.00 
719.50 
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A  -  1  O  9  7 

A-1097  illustrates  "Weil's"  Two  Conipartnient  Marble  or  Slate  TIri„»l  7/  ■  t. 

Marble  or  1  inch  Slate  Backs,  Ends  and  Parti  on  Lid  '^  inclfro!  '  ^"""^ 

fitted  con.plete  with  No.  2  Vitreous  China  I  fpp^d    friT.X  N^pTat^d 

s^^u^^:^d^S"^'^' '''''''' ''''''' ^-'^  ^:r^:^T^z 

DIMENSIONS 

Height,  5  or  5y.  feet;  Width  from  center  to  center  of  Partitions,  2  feet;  Depth  of  Ends  and  Partitinrm  •>n 
inches;  Base  projects  2  inches;  I,egis  12  inches  Partitions.  20 


PRICES   COMPI^ETK    AS  DESCRIBED 


2-Stall  Unnal,  with  1-gallon  Automatic  Tank 
d-Stall  Unnal,  with  2-j^mllon  Automatic  Tank 

4-  Stall  Urinal,  with  3  gallon  Automatic  Tank 

5-  Stall  Urinal,  with  3-gallon  Automatic  Tank 

6-  Stall  Urinal,  with  4-gallon  Automatic  Tank 

7-  Stall  Unnal,  with  4-galIon  Automatic  Tank 

8-  Stall  Unnal,  with  6-gallon  Automatic  Tank 
y-Stall  t  nnal.  with  6-gallon  Automatic  Tank 

lU-Stall  Urinal,  with  8-gallon  Automatic  Tank, 

If  with  Polished  Brass  Fittings,  deduct  for  each  Stall  $1.00 
If  with  Bronzed  Iron  Bracket,  deduct  $1.25. 


MARBLE 

Height, 
5  tt. 

$101. a) 
i42.a) 

183.75 
224.00 
266.00 
309.00 
348.75 
389.00 
440.75 


SLATE 


Height, 
TiM'ft. 

Height 

Height 

5  ft. 

h%  ft. 

$106.00 

$  87.00 

$  91.00 

149.00 

122.75 

128.00 

192.75 

158.75 

166.25 

235.00 

193.75 

203.00 

279.50 

230.75 

242.00 

324.00 

267.75 

280.50 

365.00 

302.00 

311.50 

407.50 

a37.00 

348  25 

461.00 

383.00 

396.00 
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A  -  1  O  9  8 

A -1098  illustrates  ''Weil's"  Three  Conipartiuent  Marble  Urinal  Stall,  %  inch  Backs, 
Ends  and  Partitions,  2  inch  Countersunk  Base;  fitted  complete  with  No.  2  Vit- 
reous China  Lipped  Urinals,  Polished  Brass  Inlet  Connections,  Polished  Brass 
Urinal  Traps,  Hardwood  Automatic  Flushing  Tank  with  Polished  Brass  Com- 
bination and  Polished  Brass  Outlet  Connection,  Polished  Brass  Top  Railing  wrth 
12  inch  Brackets,  Supporting  Standards,  Polished  Brass  12  inch  High  Legs, 
Stirrups  and  Bolts  and  Polished  Brass  Capping  on  Tops  and  Fronts  of  Partitions 
and  Ends.  . 

DIMENSIONS 

Height  from  Floor  to  Top  of  Partition,  5  feet,  5'/^  feet  or  6  feet;  Width  from  Center  to  Centerof  Partitions, 
2  feet;  Depth  of  Partitions.  1  foot  10  inches. 

PRICK  vS    COMPLKTE    AS  DESCRIBED 

Height,        Height,  Heigth, 
5  ft.  5/2  ft.  6  ft. 

2-  Stall  Italian  Marble  Urinal  fitted  with  1-gal.  Auto.  Tank,  $  142.50  $  149.25    $  156.25 

3-  Stall  Italian  Marble  Urinal  fitted  with  2.gal.  Auto.  Tank,  195.75  205.00  214.50 

4-  Stall  Italian  Marble  Urinal  fitted  wuth  .3-gal.  Auto.  Tank,  250.00  261.75  ^^-^XX) 

5-  Stall  Italian  Marble  Urinal  fitted  with  3-gal.  Auto.  Tank,  303.00  317.50  332.2o 

6-  Stall  Italian  Marble  Urinal  fitted  with  4-gHl.  Auto.  Tank,  356.50  373.50  390.7D 

7-  Stall  Italian  Marble  Urinal  fitted  with  4-gal.  Auto.  Tank,  409  75  429.25  449.2o 

8-  Stall  Italian  Marble  Urinal  fitted  with  6-gal.  Auto.  Tank,  465. 7o  488.00  o09.o0 

9-  Stall  Italian  Marble  Urinal  fitted  with  6-gal.  Aulo.  Tank,  519.00  544.00  obS.OO 
10-Stall  Italian  Marble  Urinal  fitted  with  8-gal.  Auto.  Tank,  573.00  bOO.oO  b^8.UU 

If  Brasswork  is  furnished  Nickel  Plated,  add  for  each  Stall  $2.50. 
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WEIUS   MARBLE  AND   SLATE   URINAL  STALLS 


A-1099 

A-I099  illustrates  -Weil's"  Two  Compartment  Marble  or  Slate  Urinal  Stalls  ^^-inch 
Marble  or  1-inch  Slate  Backs,  Ends  and  Partitions,  7-inch  wide  Capping  over 
space  for  connections,  2-inch  Countersunk  Base,  fitted  complete  with  No  2 
Vitreous  China  Upped  Urinals,  Nickel  Plated  Inlet  Connections,  Nickel  Plated 
Urmal  Traps,  Hardwood  Automatic  Flushing  Tank,  with  Nickel  Plated  Flush 
I     Pipe  and  Nickel  Plated  Stirrups  and  Bolts. 

DIMENSIONS 
allowed  back  of  Stall  for  connections. 


1-  Stall 

2-  Stall 

3-  Stall 

4-  Stall 

5-  Stall 

6-  Stall 

7-  Stall 

8-  Stall 

9-  Stall 
10-Stall 


PRICKS  COMPI,eT]h:  as  described 

MARBLE 

Height,  Height, 

^  ft.  ft. 

Urinal,  with  1-gallon  Automatic  Tank              $75.75  79  50 

Urinal,  with  1-gallon  Automatic  Tank              107,70  113  50 

Urinal,  with  2-gallon  Automatic  Tank              148^50  156  25 

Urinal,  with  3-gallon  Automatic  Tank              190.00  200  00 

Urinal,  with  3-gallon  Automatic  Tank.             231.75  242  75 

Urinal,  wi.h  4-gallon  Automatic  Tank              272.00  285  75 

Urinal,  with  4-gallon  Automatic  Tank              309.50  325  25 

Urinal,  with  6-gallon  Automatic  Tank              352.00  370  00 

Urinal,  with  6-gallon  Automatic  Tank              392.00  412  00 

Urmal,  with  8-gallon  Automatic  Tank              435.25  457  00 


SLA 

Height, 
5  ft. 

59.00 
90.30 
124.50 
160.00 
195.50 
229.00 
260.00 
296.50 
a30.00 
366.50 


TE 

Height, 
^Yz  5t. 

61.50 
94.75 
130.50 
167.50 
204.25 
239.50 
272.25 
310.25 
340.50 
3^3.50 
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WEIUS    MARBLE    AND    SLATE    URINAL  STALLS 


A  -  1  1  O  O 


A -1100  illustrates  "Weirs"  Two  Compartment  Marble  or  Slate  Urinal  Stall,  %  inch 
Backs.  Ends  and  Partition,-  7  inch  wide  Capping  over  Space  for  Connections, 
2  inch  Countersunk  Base;  fitted  complete  with  Nickel  Plated  Boston  Self  Closing 
Urinal  Faucets  with  Slip  Joint  and  Adjustable  Flange,  Nickel  Plated  TTrinal 
Traps  and  Nickel  Plated  Stirrups  and  Bolts. 

IJ  I  M  K  N  s  I  o  N  vS 

Height,  5  or  51/^  feet;  Width  from  Center  to  Center  of  Partitions,  2  feet;  Deptli  of  Partitions,  20  inches; 
Depth  of  Ends,  2  feet  2  inches;  Base  projects  2  inches;  rt  inch  space  allowed  at  back  for  Con- 
nections; Capping  7  inches  wide. 

PRICKS  •  ■ 

Two-Stall  Marble  Urinal,  complete  as  described 

For  each  additional  Stall  (continuous),  add  

If  one  Stall  only  is  required,  deduct  


SLATE  URINAL  STALLS 

Same  dimensions,  and  fitted  in  same  manner  as  described  above.  . 

PRICKS 


Two-Stall  Slate  Urinal,  complete  as  described 
For  each  additional  Stall  (continuous),  add. . 
If  one  Stall  only  is  required,  deduct  


Height  5  ft  Height  ft. 

^98.50  1104.25 

40.75  42.75 

40.75  42.75 


Height  5  ft.  Height  5^  ft. 

181.00  185.50 

34.00  35.75 

34.00  35.75 
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WEIUS    VENTILATED    SLATE    URINAL  STALLS 


FOR   SCHOOLS    AND    PUBLIC  BUILDINGS 


A  -  1  1  O  1 

A -1101  illustrates  -  Weil's' '  Ventilated  Slate  Urinal  Stall,  1  inch  Backs,  Partitions  and 
Ends,  2  inch  Grooved  Base;  Solid  Slate  Waste  Trough,  extending  under  Slate 
Clean  Out  Cover  at  End  with  3  inch  Removable  Standing  Overflow  and  End 
Overflow:  fitted  complete  with  Nickel  Plated  Partition  Caps  and  Supply  Pipe 
Ho  ders,  1 34:  inch  Galvanized  Supply  Pipe  with  Two  Special  Pet  Cocks  for  each 
btall,  Brass  Supporting  Clamps  and  Cistern  Supports  and  Bolts 


DIMENSIONS 


Height  5  feet;  Width  Cente^^^^^  Partitions  21  inches;  Width  of  Ends  205/.  i„ches-  width  of  Par 

titions  14  inches;  Width  of  Base.l5  inches;  Distance  from  Front  of  Base  to^^^!4ll  2  ft  ^'f  in 
Waste  Trough  12  inches  wide  inside  and  4  inches  deep  inside. 

No.  of  Stalls    -  3  4  5  6  7  8  9  10 

Complete  as  described   $147.00   196.00   2i5.00   294.00   3i3.00   392.00   441.00  490.00 


Copper  Vent  Flue  not  included  in  above  prices. 
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WEIL'S    DOUBLE    VENTILATED    SLATE   URINAL  STALLS 


FOR    SCHOOLS    AND    PUBLIC  BUILDINGS 


A  -  1  1  O  2 


- 1102  ilustrates  "Weil's"  Double  Ventilated  Slate  Urinal  Stall,  1  inch  Backs,  Partitions 
and  Ends  2  inch  Grooved  Base,  Solid  Slate  Waste  Trough  extending  under 
Slate  Clean  Out  Cover  at  End  with  3  inch  Removable  Standing  Overflow  and 
End  Overflow;  fitted  complete  with  Nickel  Plated  Partition  Caps  and  Svipply 
Pipe  Holders,  2  inch  Galvanized  Supply  Pipe  with  two  Special  Pet  Cocks  for 
each  Stall.  Brass  Supporting  Clamps  and  Cistern  Supports  and  Bolts. 


DIMENSIONS 


Heiffht  5  feet-  Width  Center  to  Center  of  Partitions  21  inches;  Width  of  End  Partitions  2  feet  11%  inches, 
Width  of  inside  Partitions  14  inches;  Width  of  Floor  Slabs  15  inches;  Width 
over  Floor  Slabs  4  feet  1)4  inches;  Width  of  Gutter  mside 
20yi  inches;  Depth  inside  4  inches. 


No.  of  Double  Stalls   -  3 
Complete  as  described  $240.00 


4  5  6  7-8 

320.00   400.00   480.00   560.00  640.00 


9  10 
720.00  800.00 


Copper  Vent  Flue  not  included  in  above  prices. 
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WEIL'S    VENTILATED    SLATE    URINAL  STALLS 
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SINGLE   PATTERN   TO  SET 
AGAINST  WALL 


DOUBLE   PATTERN    TO  SET    OUT  IN 
ROOM   AND   AWPiY   FROM  WALL 


SECTIONAL  VIEWS   OF  VENTILATED    URINALS.  A-1101    AND  1102,   CROSS  SECTIONAL 
VIEW,   SHOWING    DETAILS   OF   FLUSHING   CISTERN,    VENTILATING  DUCT 
AND  WASTE  TROUGH 

This  is  absolutely  a  sanitary  fixture;  the  water  for  flushing  the  urinal  is  fed  into 
slate  cisterns  through  the  pet  cocks,  which  reduces  the  water  consumed  to  the  most 
economical  degree. 

The  water  overflows  from  the  cisterns  through  the  grooves  at  upper  edge  of  back 
and  forms  a  perfect  and  continuous  sheet  on  the  urinal  backs  and  falls  into  the  slate 
waste  trough  below.  By  using  the  standing  overflow  in  the  slate  waste  trough  a  body  of 
water  two  inches  deep  is  carried  in  it  and  so  dihites  the  urine  as  to  keep  the  whole  fix- 
ture free  from  odor. 

The  urinal  is  efliciently  ventilated  by  having  an  air  duct  between  the  backs  as 
shown  in  the  double  pattern  and  between  the  back  and  wall  in  the  single  pattern,  and  a 
draught  can  be  created  by  placing  a  gas  jet  in  the  copper  flue  attached  at  the  end '  or  the 
fixture  can  be  placed  on  the  fan  system,  or  attached  to  a  hot  air  flue  or  chimney  All 
odors  are  drawn  up  from  the  waste  trough,  then  pass  between  the  backs  and  out  into  the 
flue;  thus  ventilating  not  only  the  urinal,  but  the  entire  room  in  which  it  is  located. 

When  a  gas  jet  is  placed  in  the  copper  flue,  a  very  small  flame  only  is  required 
to  create  the  necessary  draught. 
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WEIL'S    MARBLE    AND    SLATE    URINAL  STALLS 


A  -  1  1  O  3 


A -1103  illustrates  "Weil's"  Thres  Compartment  Slate  and  Marble  Urinal  Stall,  1  inch 
Slate  or  %  inch  Marble  Backs,  Partitions  and  Ends,  lYz  inch  Countersunk  Slate 
or  Marble  Base,  Perforated  Brass  Washdown  Pipe,  Ivoose  Key  Stop,  Galvanized 
Iron  Gutter  with  Straight  Outlet  Connection,  Brass  Clamps  and  Bolts. 

DIMENSIONS  ; 
Height  5  or  5><  feet;       Width  from  Center  to  Center  of  Partitions  2t  inches;         Depth  inside  20  inches. 


PRICES 


For  each  additional  Stall  (Continuous)  5  feet  High,  add. 
If  only  two  Stalls  are  required,  deduct  for  one  Stall 

(from  Three-Stall  list)  5  feet  High   

One  Single  Stall,  as  described  above,  5  feet  High  . . 

feet  High,  as  described,  Three-vStall  Urinal.  

Foi  each  additional  Stall  (Continuous)  feet  High,  add 
If  only  two  Stalls  are  required,  deduct  for  one  Stall  from 

(Three-Stall  list)  b%  feet  High  

One  Single  Stall,  as  described  above,  5J^ 


Tennessee 

Italian 

Slate 

Marble 

Marble 

586.75 

$110.25 

$120.25 

27.0() 

31.25 

34.00 

27.00 

31.25 

34.00 

38.00 

45.00 

49.25 

92.00 

117.25 

128.25 

28.50 

33.00 

36.25 

28.50 

,33.00 

36.25 

40.25 

48.00 

52.75 

Can  also  be  furnished  with  Outlet  in  Center  or  on  Right  Hand  End,  or  with  Bent  Outlet. 


Gutter  can  also  be  furnished  of  Euameled  Iron;  prices  on  application. 
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WEIUS    MARBLE    AND    SLATE    URINAL  STALLS 


./.I  M 

i 


A  -  1  1  O  4 

Aai04  illustrates  '^Weil's"  Marble  and  Slate  Open  Urinal  Stalls  with  Back  and  Ends, 
Counter  unk  Base,  Galvanized  Iron  Gutter,  Perforated  Brass  Washdown  Pipe 
Brass  Loose  Key  Stop  and  Brass  Stirrups  and  Bolts. 


DIMENSIONS 

20  inches;  Backs  and  1  ^ 

Base,  Marble  or  Slate,  inch. 


Height  5  or  55^  feet;  Depth  inside  20 jnches;  Backs  and  Ends,  Slate,  1  inch;  Marble  %  inch; 


PRICES 

I^ength      -      .      .      _      feet         2             4               6  8  10  9 

^^Z.^^^^tr'-l^k^t.i-,  ^lO^-OO  ^125:50 

^^J:^^^}^.^.A:i-i.;^  128.50  150.75 

^'^^                                        i''-'!'^     69.75      93.25  115.25     138.75  162.50 

^4-25  91.25     111.25  131.50 

ItalilrM''a;f;^asd;scribed-5jiVeel  '^''^     ^^^-^'^  165.50 

^'^^                                         •''^0.75     73.50     107.75  130.50     154.75  177.50 

Above  Stall  can  be  made  in  any  length  to  suit  .special  requirements. 
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WEIL'S    DOUBLE    SLATE    URINAL  STALLS 


A  -  1  1  O  5 


A -1105  illustrates  "Weil's"  Double  Urinal  Stall  for  vSchools,  with  Slate  Partitions  Rab- 
beted Back  and  Countersunk  Base,  fitted  with  Galvanized  Cast  Iron  Gutter,  Gal- 
vanized Iron  Top  Clamps  and  Brass  Stirrups  with  Bolts,  Perforated  Brass  Wash- 
Down  Pipes  and  Copper  Lined  Automatic  Syphon  Tank. 

•  ■  DIMENSIONS 

Height  of  Stalls  is  4  feet  6  inches;  Width  from  Center  to  Center  of  Partitions  20  inches;  Depth  inside  20 
inches;  Base  is  26  inches  wide  and  Conntersnnk  as  shown;  Backs,  Partitions  and  Knds 
1  inch  thick;  Base  1%  inches  thick. 

PRICKS 


* 

Total 
Number 
of  Stalls. 

Capacity  of 
Flnshing'Tank 
Gallons. 

Price 
complete  as 
described  above 

Double 

Slate  Urinal  Stall,  2 

Stalls  on 

each 

side. . 

4 

5 

$  98.00 

Double 

Slate  I>inal  Stall,  3 

Stalls  on 

each 

side. . 

6 

5 

143.00 

Double 

Slate  I'rinal  Stall,  4 

Stalls  on 

each 

side. . 

8 

8 

188.00 

Double 

Slate  Trinal  Stall,  5 

Stalls  on 

each 

side . . 

10 

8 

232.00 

Double 

Slate  Urinal  Stall,  6 

Stalls  on 

each 

side. . 

12 

10 

278.00 

Double 

Slate  Urinal  Stall,  7 

Stalls  on 

each 

side . . 

14 

10 

322.00 

Double 

vSlate  Urinal  Stall,  8 

Stalls  on 

each 

side . . 

16 

12 

368.00 

Double 

Slate  Urinal  Stall,  9 

Stalls  on 

each 

side . . 

18 

12 

412.00 

Double 

vSlate  Urinal  Stall,  10 

Stalls  on 

each 

side .  . 

20 

15 

459.00 

Dotible 

vSlate  Urinal  Stall,  11 

Stalls  on 

each 

side . . 

22 

15 

503.00 

Double 

Slate  Urinal  Stall,  12 

Stalls  on 

each 

side . . 

24 

18 

550.00 

Double 

Slate  Urinal  Stall,  15 

Stalls  on 

each 

side. . 

30 

24 

688.00 

The  Brass  "Y"  Connection  on  Wash-Down  Pipe  and  Connection  on  Tank  are 

for  Iron  Pipe. 

The  Iron  Pipe  Hangers  on  Tank  shown  in  illustration  are  not  furnished. 
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WEIUS     SLATE    URINAL  STALL 


A  -  1  1  O  6 


A -1106  illustrates  ''Weil's"  Single  Urinal  Stall  for  Schools,  with  Slate  Partitions,  Rab- 
beted Back  and  Countersunk  Base;  fitted  with  Galvanized  Cast  Iron  Gutter, 
Galvanized  Iron  top  Clamps  and  Brass  Stirrups  with  Bolts,  Perforated  Brass 
Wash- Down  Pipe  and  Copper  Lined  Automatic  Syphon  Tank  with  Bronzed  Iron 
Brackets. 

I)  I  M  E  N  vS  I  O  N  vS 

Height  of  vStalls  is  4  feet  6  niches;  Width  from  Center  to  Center  of  Partitions  20  inches;   Depth  inside  ''O 
inches;  Base  is  26  inches  wide,  and  Countersunk  as  shown;  Backs 
Partitions  and  Ends  1  inch  thick;  Base  1%  inch  thick. 

PRICES 


2-  Stall  Urinal,  as  described  above,  with   2-gallon  Automatic  Tank   $  52  25 

3-  Stall  Urinal,  as  described  above,  with  3-gallon  Automatic  Tank                . ,  74.25 

4-  Stall  Urinal,  as  described  above,  with  3-gallon  Automatic  Tank.* '  .* ] '  .*  * [  96.25 

5-  Stall  Urinal,  as  described  above,  with   5-gallon  Automatic  Tank  .......  120.00 

6-  Stall  Urinal,  as  described  above,  with  5-gallon  Automatic  Tank  , ,  142.00 

7-  Stall  Urinal,  as  described  above,  with  5-gallon  Automatic  Tank'  ..........  164*00 

8-  Stall  Urinal,  as  described  above,  with   8-gallon  Automatic  Tank . .  * . .  * . . *  *  190.00 

9-  Stall  Urinal,  as  described  above,  with  8-gallon  Automatic  Tank. ...[...[[,  212.00 
10-Stall  Urinal,  as  described  above,  with  8-gallon  Automatic  Tank  * . . * .' .  *  * .  234.00 
12-Stall  Urinal,  as  described  above,  with  10-gallon  Automatic  Tank. .' ' .  .  .  ' '  278  00 
15-Stall  Urinal,  as  described  above,  with  12-gallon  Automatic  Tank! ....'.....[  346^00 
20-Stall  Urinal,  as  described  above,  with  15-gallon  Automatic  Tank.  ,  .  459^00 


Above  can  be  furnished  with  Outlet  on  left-hand  end,  in  center  or  with  Bent  Outlet 
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WEIL'S    SYPHON    WASHOUT  URINALS 


A  -  1  1  O  7 


A -1107  illustrates  "Weil's"  Superior  Grade  Enameled  or  Painted  Iron  Syphon  Wash- 
out Urinal  on  Painted  Bracket  Legs,  with  Painted  Cast  Iron  Partitions;  fitted 
complete  with  Tinned  Copper  Lined  Automatic  Flushing  Tank,  Flush  Pipe, 
Perforated  Washdowai  Pipe  at  F^'ront  and  on  Back,  Capping  on  Front  Rim  and 
Upper  and  Lower  Cast  Iron  Traps. 

DIM  KNS  IONS    AND  PRICES 


Height  from  Floor  to  Top  of  Urinal  at  Front  2t  inches;  Center  to  Center  of  Partitions  24  inches; 
Partitions  18x48  inches;  Short  I^egscan  be  fnrnished  to  lower  height  of  Urinal  2  inches. 


I^ength      -    feet  4  6  8  10  12  14  16  18  20 

No.  of  Partitions  -3  4  5  6  7  8  9  10  U 

Enameled  Urinal   $85.00  110.00  135.00  160.00  185.00  210.00  235.00  260.00  285.00 

Painted  Urinal   $60.00   75.00   90.00  105.00  120.00  135  00  150.00  165.00  180.00 


If  Partitions  are  Galvanized  instead  of  Painted  add  for  each  $4.00. 
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WEIUS    SYPHON    WASHOUT    LIPPED  URINALS 


4 


A  -  1  10  9 


A-1109  illustrates  "Weil's"  Superior  Grade  Eiiameledor  Painted  Roll  Rim  Iron  Syphon- 
Washout  Lipped  Urinal  on  Painted  Bracket  Legs,  with  Painted  Cast  Iron  Par- 
titions;  fitted  complete  with  Tinned  Copper  Lined  Automatic  Flushing  Tank, 

•  /  Flush  Pipe,  Perforated  Washdown  Pipe  and  Upper  and  Lower  Cast  Iron  Traps* 


DIMENSIONS    AND  PRICKS 

Height  from  Floor  to  Top  of  Urinal  at  Front  24  inches;  Partitions  apart  24  inches-  Partitions 
18x48  inches;  Short  I,egs  can  be  furnished  to  lower  height  2  inches.  ' 


I^ength     -     feet       4  6  8  10 

No.  of  Partitions        3  4  5  6 

No.  of  I^ips    -    -        2  3  4  5 

Enameled....      $91.00  119.00  147.00  175  00 

Painted  $Qim  81.00  98.00  115.00 


12 
7 

6 

203.00 
132.00 


14 

8 
7 

231.00 
149.00 


16 
9 

8 

259.00 
166.00 


18 
10 
9 

287.00 


20 

11 

10 

315.00 


183.00  200.00 


If  Partitions  are  Galvanized  add  for  each,  $4.00. 

For  Enameled  Urinals  we  furnish  Brass  Washdown  Pipe  and  for  Painted  Urinals  Galvan- 
ized Iron  Washdown  Pipe. 
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WEIUS    AUTOMATIC    WASHOUT  URINALS 


A  -  1  1  1  1 


A -1111  illustrates  "Weil's"  Superior  Grade  Enameled  or  Painted  Cast  Iron  Washout 
Urinal  on  Bracket  Legs  and  Cast  Iron  Trap  Standard  with  Brass  Cleanout  Screw; 
fitted  complete  with  Tinned  Copper  Lined  Automatic  Flushing  Tank,  Flush 
Pipe  and  Perforated  Washdown  Pipe  on  Front  and  Back  of  Urinal. 


dimp:xsions  and  pricks  f 

Height  from  Floor  to  Top  of  Urinal  at  Front  24  inches;  Short  I,,egs  can  be  furnished 
to  lower  height  2  inches. 

I.engthfeet         4            5           6           7             8              10            12             14  16 

A -1111  Enameled    $65.00    75.00    85.00    95.00    105.00    125.00   145.00    165.00  185.00 

A -1112  Painted..    $45.00   50.00   55.00   60.00     65.00     75.00     85.00     95.00  105.00 


For  Enameled  Urinals  we  furnish  Brass  Washdown  Pipe  and  for  Painted  Urinals  Gal- 
vanized Iron  Washdown  Pipe. 
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WEIL'S   SYPHON   WASHOUT   LIPPED  URINALS 


A-1  1  1  3 


A-1 113  illustrates  "Weil's"  Superior  Grade  Euameled  or  Painted  Roll  Rim  Cast  Iron 
Syphon  Washout  Lipped  Urinal  on  Painted  Bracket  Legs  and  Cast  Iron  Trap 
Standard  with  Brass  Cleanout  Screw;  fitted  complete  with  Tinned  Copper  Lined 
Automatic  Flushing  Tank,  Flush  Pipe  and  Perforated  Washdown  Pipe. 


DIMENSIONS    AND  PRICES 

Height  from  Floor  to  Top  of  Urinal  at  Front  24  inches. 
Short  I,egs  can  be  furnished  to  lower  height  2  inches. 


I^ength  of  Feet     -  4         6  8  10  12  14  16  18  20 

No.  of  I^ips    -      -  2         3  4  5  6  7  8  9  10 

A -11 13  Enameled  TTrinal  $69.00  91.00  113.00  135.00  157.00  179.00  201  00  223  00  245  00 
A-1114  Painted  llrinal       47.00  58.00    69.00    80.00    91.00  102,00  113.00  124  00  135  00 


For  Enameled  Urinals  we  furnish  Brass  Washdown  Pipe,  and  for  Painted  Urinals  Gal- 
vanized Washdown  Pipe. 
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WEIL'S   ENAMELED  ''ONE-PIECE"  LIPPED  URINALS 


A  -  1  1  t  5 

A-1U5  illustrates  '*Weil's"  Superior  Grade  Euanieled  Roll  Rim  Lipped  Urinal  and 
10-inch  Back  cast  Integral;  fitted  with  Hardwood  Automatic  Flushing  Tank, 
Brass  Flush  Pipe,  Perforated  Brass  Washdown  Pipe,  Beehive  Strainer,  Couphng 
and  Painted  Brackets. 

PRICES    AS  DESCRIBED 
I^eiigth      --------    inches  24  36  48 

A-1115  Enameled  Inside. . .".      $29.00  36.00  40.50 

A -1116  Enameled  All  Over    32.50  40.50  46.00 


A-1  1  1  7 

1117  illustrates  "Weil's"  Superior  Gra<le  P^nameled  Roll  Rim  Urinal  and  10-inch 
Back  cast  Integral;  fitted  with  Brass  Perforated  Brass  Washdown  Pipe,  L,oose 
Key  Stop,  Beehive  Strainer,  Coupling  and  Painted  Brackets. 

I^eiigth  /  -    inches        24  3|  48 

.1117  Enameled  Inside.  $18.50  26.00  30.50 

-1118  Enameled  All  Over   22.00  30.50        ^  ^^^-^ 

If  without  Washdown  Pipe  and  Stop  deduct  for  24-inch,  $5.00;  for  36-mch,  $6.o0; 

for  48-inch,  $6.00. 
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WEIL'S    ENAMELED    ''ONE-PIECE''  URINALS 


A  -  1  1  1  9 

A-1119  illustrates  "Weil's"  Superior  Grade  Rnameled  Roll  Rim  Urinal  and  10  inch 
Back  Cast  Integral;  fitted  with  Hardwood  Automatic  Flushing  Tank  Brass 
Flush  Pipe,  Perforated  Brass  Washdown  Pipe,  Beehive  Stainer,  CoupliiW  and 
Painted  Brackets.  - 

PRICES    AS  DESCRIBED 
I,ength      -      -      .      .      .         inches         24  30  36  42  48 

A-1119  Enameled  Inside   $26.00      27.50  30.00  32  00  34  50 

A -1120  Enameled  All  Over   $29.50      31.50  34.50  37.00  40^00 


A  -  1  1  2  1 

A -1121  illustrates  Weil's"  Superior  Grade  Enameled  Roll  Rim  I^rinal  and  10  inch 
Back  Cast  Integral;  fitted  with  Perforated  Brass  Washdown  Pipe  I,oose  Kev 
Stop,  Beehive  Strainer,  Coupling  and  Painted  Brackets. 

I^ength      -      -      .      .      .         inches        24  30  36  42  48 

^"ilE                 ^"^^"^^                             ^^^-^^      I'^-'^S      20.00      22^25  24  50 

A -1122  Enameled  All  Over                           $19.00       21.75       24.50      27,25  3o!0O 

If  without  Washdown  Pipe  and  Stop  deduct  for  24  inch,  $5.00;  for  30  inch  $5  75-  for  36 
inch,  $6.50.  for  42  inch,  7.25;  for  48  inch,  $8.00. 
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WEIUS   ENAMELED   IRON    LIPPED  URINALS 


A-l  1  2  3 

\-1123  illustrates  "WeiPs"  Superior  Grade  Enameled  or  Painted  Roll  Rim  Lipped 
Urinal  with  10-inch  High  Separate  Back;  fitted  with  Hardwood  Automatic 
Flushing  Tank,  Brass  Flush  Pipe,  Perforated  Washdown  Pipe,  Beehive  Strainer, 
Coupling  and  Painted  Brackets. 


I^ength  -   inches  21  '^0  3(5 

No.  of  Ivips    -    -  1  1  1 

1123  Enameled  ...  $28.00  SLOG  33.00 

•  1124  Painted   24.00  25.00  26.00 


48 
2 

41.00 
31.25 


60 
2 

48.00 
34.75 


60 
3 

51.00 
36.75 


3 

57.50 
40.50 


A-1  1  2  5 

A-l  125  illustrates  * 'Weil's"  Superior  Grade  Enameled  or  Painted  Roll  Rim  Lipped 
I^rinal,  with  10-inch  High  Separate  Back;  fitted  with  Perforated  Washdown 
Pipe,  Loose  Key  Stop,  Beehive  Strainer,  Coupling  and  Painted  Brackets. 
Length   -  inches  24  30  36  48  60  60 


A-1125  Enameled   $18.50      20.75       23.00  30.50 

A-1126  Painted   13.50      14.50       15.75  20.50 

Note:  For  Enameled  Urinals  we  furnish  Brass  Washdown  Pipe,  and  for  Painted  Urinals 

Galvanized  Iron. 


36.50 
23.25 


3 

39.50 
25.25 


46^00 
28.50 
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WEIL'S   ENAMELED   IRON  URINALS 


A  -  1  1  2  7 

^XuLhut^i^J^^'f"^  ^r^}-'-'^  °-  P-nted  Roll  Rim  Urinal 

T^nl  ^       T^V^.  T^^^P''''''''^.  '^"^'^  with  Hardwood  Automatic  Flushine 

Infv^Zaltt^^r:  ^^P^'  Beehive  Strained  CoupHnf 

•H28Pamted   22.00      2.3.(X)      24.00      25.75      27.25      ^:75  34!^ 


^^Al'^'''''^  ^^r"'''  '^"^''"S  ^"^^  ?^'"ted  Brackets. 
A-H29  Enameled....     $15.50         17  75         9n  m         «4V         ofr„  '2 

A-1130  Painted   *11.50  lls'o  li7^         ifi         fe^li  'Sf 

Note:  For  Enameled  Urinals  we  furnish  Brass  Washdown  Pipe,  and  for  Painted  Urinals 

Cralvanized  Iron. 


WBIL  BROS.,  CHICAGO 


297 


WEIL'S    VITREOUS    CHINA  URINALS 


PEDESTAL  SYPHON  JET 
HIGH  BACK 


PEDESTAL  SYPHON  JET 
FLAT  TOP 


A  -  1  1  4  O 


A  -  1  1  4  1 


A-1140   PEDESTAL  SYPHON  JET   URINAL  HIGH  BACK 

Height  at  Back  29  inches;  Floor  to  I^ip20  inches;  Width  at  Back  13^^  inches. 

A-1140  $25.00 

A-1141   PEDESTAL   SYPHON  JET  URINAL  FLAT  TOP 

Height  Floor  to  Top  of  Rim  20  inches;  Width  overall  1B%  inches. 
A-1141   $23.00 


SYPHON  JET  BACK  OUTLET 


SYPHON  JET  BOTTOM  OUTLET 


A  -  1  1  4  2 


A  -  1  1  4  3 


A-1142   SYPHON   JET  URINAL  BACK  OUTLET 

Dimensions  13^x24  inches. 

A  1142   $20.00 

A- 1143  SYPHON  JET  URINAL  BOTTOM  OUTLET 

Height  22  inches. 

A-1U3   S15.00 
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WEIUS   VITREOUS   CHINA  URINALS 


PLAIN    FLAT  BACK. 


FLAT   BACK  LIPPED. 


FLAT   BACK  LIPPED 
WITH  SPUDS. 


A-1144     \  A-1145 

FLAT    BACK  URINALS 

Size      .      -      -      .  .  , 

inches  12x14 

A- 1144  Flat  Back   ^^^^^^ 

A-1145  Flat  Back  J.ipped  Hacli,  7.00 

A  - 1 1  4  6  Flat  Back  Ivipped  with  Spuds  Each,  7.00 

PLAIN   CORNER  CORNER  LIPPED 


A  -  1  1  4  6 


13x15 

6.00 
8.00 
8.00 


15x18 

8,00 
10.00 
10.00 


CORNER  LIPPED 
WITH  SPUDS 


A  -  1  1  4  7 


A  -  1  1  4  8 

CORNER  URINALS 


Size      -      -      .  .  , 

niches  10lf^xtO% 

A-1147  Plain  Corner  I^,,!^^  ^r,^^ 

A -11  48  Corner  Tripped  ^ach,  7.00 

A  - 1 1  4  9  Corner  Lipped  with  Brass  vSpuds. . .  .Each,  7.00 


A  -  T  1  4  9 


llMxllK 

6.00 
8.00 
8.00 


13x1.3 
8,00 
10.00 
10.00 
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WEIUS    CAST    IRON  URINALS 


FLAT  BACK  LIPPED 


CORNER  LIPPED 


A  -  1  1  5  O 


A  -  1  1  5  1 


A- 1150   FLUSHING   RIM   FLAT  BACK 

Size      -      -      .      .                                                                 inches  12x15  15x18 

A- 1150  Enameled  All  Over,  with  Spuds  only   $11.00  13.00 

A-1151   FLUSHING   RIM  CORNER 


Size 


A-1151  Enameled  All  Over,  with  Spuds  only. 


inches  11x11  12x12 
  $9.00  11.00 


PLAIN   FLAT  BACK 


PLAIN   CORNER  PLAIN    CORNER  WITH 

OPENING    FOR  PIPE 


A  -  1  1  5  2 


A  -  1  1  5  3 


A  -  1  1  5  4 


A- 1152    PLAIN    FLAT  BACK 

Description  Tainted. 

A -1152  Length  of  Back  12  inches   $1.15 

A  - 1152  Length  of  Back  15  inches   $1.50 


Galvanized.  Knanieled. 
%m  2.50 


3,00 


A-1153    PLAIN  CORNER 

Size,  I^ength  on  Side,      _      .  inches         7  9  12 

A-n53  Painted   $  .90  1.15  1.45 

A -1153  Enameled  Inside   $1,75  2.25  2.75 


A-1154   PLAIN    CORNER   WITH   PIPE  OPENING 

vSize,  I^ength  on  Side      --------       inches        7              9  12 

A-1154  Painted                                                                          $1.00  1.25  1.50 

A-1154  Enameled  Inside                                                               $2.00  2.50  3.00 
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WEIL'S    URINAL  TRIMMINGS 


TEE   HANDLE  FOR 
LEAD  PIPE 


COMPRESSION   URINAL  COCKS 

TEE   HANDLE  FOR 
FOR   IRON  PIPE 


LOOSE  KEY  FOR 
FOR   LEAD  PIPE 


A  -  1  T  6  O 


A  -  T  t  6  T 


A    1  1  6  2 


A-1160        A-1161  A-1162 


Numbers      -      -  . 

Finished,  vSize      inch....  '     '     '     '     '        '  ^    ,  ^   

Nickel  Plated,  Size  >^  inch                                               ^^''}^  ^^'^^       1.70  2.10 
  ^^ach  $1.95       1.95  2.40 

For  Stuffing  Box  add  Each,  25c. 


TEE   HANDLE  WITH   UNION  an 
JUSTABLE   FLANGE    AND  BENt" 
COUPLING 


LOOSE  KEY   WITH  UNION  ADJUST 
ABLE   FLANGE  AND  BENT 
COUPLING 


A  -  T  I  6  3 


A  1  t  6  4 


Numbers 

Finished.  A-1163  A-im 

Nickel  Plated                                                                             ^ach  $3.85  4,a5 

  Each  $4.35  4.85 

For  Stuffing  Box  add  Each,  25c. 
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WEIUS    URINAL  TRIMMINGS 


SELF  CLOSING   URINAL  COCKS 

BOSTON   PATTERN    FOR  *    DOHERTY  PATTERN  FOR 

LEAD   PIPE  LEAD  PIPE 


A-1165  A -1166 

Number      -----  A-1165  A-1166 

Finished  (For  Lead  or  Iron  Pipe)   Bach  $3.20  3.20 

Nickel  Plated  (For  Lead  or  Iron  Pipe)    Each  $3.70  3.70 


BOSTON   PATTERN   WITH   UNION       DOHERTY  PATTERN  WITH  UNION 
ADJUSTABLE   FLANGE   AND  BENT        ADJUSTABLE   FLANGE   AND  BENT 
COUPLING  COUPLING 


A-1  1  6  7 


A  -  1  1  6  8 


Number      -------  ------  A-1167  A-1168 

Finished.   Bach    $5.50  5.50 

Nickel  Plated   Hach    $6.00  6.00 
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WEIUS  URINAL  AND  CLOSET  STALL  TRIMMINGS 


DOOR    BO  LTS 


INDICATING   RIM  BOLT 
OUTSIDE  INSIDE 


MORTISE  BOLT 


A  -1  1  6  9 

Number      .      -      -  _ 
Finished  or  Nickel  Plated. . . .  . 


A  -  1  1  7  0 

All  69  A-1170 

Each    $3.75  2.75 


D  0  O  R   S  T  R  I  K  E  S 

J£kf.^rol°A    .T.^^^.^^SlTs  .ol'l%^.\^sVL%1,s 

DOORS  OPENING  IN      DOORS  OPENING  FO  R   D  cJo  J4  O  P  E  N  I  N  G 

OUT  IN   OR  OUT 


A  -  1  1  7  2 


Finished  or  Nickel  Plated      ^  "  Ejach    ^'^^'^  """"^'^  ^'^''^ 


A-1173  A-T174 

72      A-n73  A 

$1.80      2.25      2.75  2.25 


DOOR   B  O  LT 


A  -  1  1  7  5 


Number 
Finished  or  Nickel  Plated 


DOOR  PULL 


A  -  1  1  7  6 


A-n75  A.1176 

Each    $  .50  .50 
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WEIL'S    URINAL  TRIMMINGS 

BRASS  TRAPS 


BOTTLE  PATTERN  WITH 
ADJUSTABLE  FLANGE 


BOTTLE   PATTERN  WITH 
VENT  AND  ADJUSTABLE 
FLANGE 


OFFSET  PATTERN 


A-1177  A-1178  A 

sizes 

A -1177  Bottle  Pattern  without  Vent,  Polished  or  Nickel  Plated. . .  p:ach 

A-1178  Bottle  Pattern  with  Vent,  Polished  or  Nickel  Plated   Kach 

A -1179  Offset  Pattern,  Polished  or  Nickel  Plated   Bach 

If  above  are  fitted  for  Threaded  Spnds,  add  50c. 


117  9 

I'd  VA 

$3.25  4.75 

$3.50  5.00 

$3.50  4.50 


INLET  CONNECTIONS 


FOR  IRON 
PIPE 


FOR  IRON       URINAL  INLET 
PIPE   AND  CONNECTION 
BRASS  SPUD   FOR  LEAD  PIPE 


BENT   COUPLING     BENT  COUPLING 
ADJUSTABLE  A D J U S T A B L E F O R 

THREADED  BRASS 
SPUD 


A  -  1  1  8  O     A  -  1  1  8  1 


A  -  1  1  8  2 


A-  1  1  8  3 


Number 

Polished  Brass   Each 

Nickel  Plated   Bach 


A- 1180 

%  .75 
$1.00 


A-1181 

1.75 

2.00 


A-1182 

1.75 
2.00 


A  -  1  1  8  4 

A-1183  A-H84 

2.35  3.35 

2.50  3.50 


Note: -Numbers  A-1180  and  A-1181  for  I^ead  l^ipe  or  Slip  Nut  on  Top,  same  price  as 
above. 

OUTLET  CONNECTIONS 


WITH  ADJUSTABLE 
FLANGE 


WITH   CLEANOUT  AND       ADJUSTABLE  WITH 
ADJUSTABLE   FLANGE  CLEANOUT,  FOR 

THREADED  BRASS  SPUD 


A-1185  A-1186  A-1187 

Polished  Brass                                                                  Each    $3.20      3.70  3.80 

Nickel  Plated  .  .                                                               Each    $3.50      4.00  4.00 

If  A-1186  is  wanted  without  Cleanoiit,  deduct  50c. 
For  Vent  on  Outlet  Connections,  add  50c 
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WEIL'S    STALL  TRIMMINGS 


RIGHT  W,NG  STIRRUP      D  O  U  B  L  E  W  ,  N  G  S  T  ,  R  R  U  P  LEFTW.N 


G  STIRRUP 


A  -  1  1  8  8 

Number 

Polished  

Nickel  Plated.'."**.""* 


A  -  1  1  8  9 


A  -119  0 

A-1188       A-1189  A-119D 

Kach    $1.25       1.50  1  25 

Each    11.50      1.75  1  50 


SINGLE  ACTION  SPRING 
HINGE 


A  -  1  1  9  1 

Number 
Polished  or  Kickel  Plated. 


R^°r,^^'-^  ACTION 

SPRING  HINGE 


A  -  1  1  9  2 


ANGLE  CLAMP 


A-1191 

Each  $4.50 


A  -  1  1  9  3 

A-1192  A-1193 
6.a)  .80 


CAST  BRASS 
FLANGE 


tl^^lltlllllllllftttiHfllillil^^ 


A-1  1  9  4 

Number 
Polished  or  Nickel  Plated. 


A  -  1  1  9  5 


""n^.^^^       Vl'u^T^gA^^      TAN^CY^NUT  ^^^BOLT 


WASHER 


A  -  1  1  9  6 

A-1194      A-1 195  A-1 196 

Each   $  .15       .25  .80 


THREADED  ROD 


A-1197      A-1, 98     A-1199  A-1  200  A-1201 

Number 

Polished  or  Nickel  Plated        "       "       '     '        i    ^^^^^     '"^'^^^^  ^""^^  ^"^^oo  A-1201 
Brass  Per  Foot  Each    $  .05       .10  .20       .05  _ 
       ■  .20 


WRIL  BROS.,  CHICAGO 


305 


WEIL'S    URINAL    AND    CLOSET    STALL  TRIMMINGS 


BRASS  TOP  STANDARDS 


CORNER 


CENTER 


PARTITION 


END 


A  ~  1  2  O  2 


A  -  1  2  O  3 


A  -  T  2  O  4 


Number      --------         -  A -1202 

Polished   Kach  $3.50 

Nickel  Plated   Bach  $4.00 


A-T  2  O  5 


A-1203 
3.50 
4.00 


A-1204  A-1205 

4.00  3.50 
4.50  4.00 


CORNER 


B  PASS  LEGS 
CENTER  PARTITION 


END 


A  -  1  2  O  6 

Number                                                            _  A-1206 

Polished   Bach  $3.50 

Nickel  Plated   Each  $4.00 


A-1208  A-1209 
4.00  3.50 
4.50  4.00 
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WEIL'S    URINAL  TANKS 


.  A  -  1  2  1  O 

A-1210  illustrates  ''Weil's"  Hi-hly  Polished  Hardwood  Tinned  Copper  Lined  Urinal 
rank  with  Automatic  Flushing  Valve,  Regulating  Stop  Valve  and  Bronzed 
Iron  Brackets. 

PRICES    AS  DKSCRIBKD 
Capacity       -      -      .      Gallons         1  2  3  4  5  8  10 

A-1210  with  Single  Coupling   $  6.25     7.25     8  25  

A-1210  with  Double  Coupling. .....       6.75     7.75     8.75    10.75    11  75    11  25  

A-1210  with  Triple  Coupling    9  25    11.25    12.25    15.75  17.00 

For  Nickel  Plated  Brass  Brackets  add  for  4  Gallon  and  smaller  sizes,  $1  50-  for 
5  and  8  Gallons,  $1.75;  for  10  Gallons,  $3.00. 


BRASS  BELL  TRAP 
FOR  URINAL  STALL 


BRASS  BEEHIVE 
STRAINER  WITH 
COUPLING  FOR 
URINAL  TROUGH 


WIRE  BASKET    FOR  CHINA 
U  R IN ALS 


A-1211  A-1212  A-1213 

-1211  Polished  Top,  Diameter  of  Flange  1  inches;  Coupling  1^^  inch   ^3.25 

-1211  Nickel  Plated  Top,  Diameter  of  Flange  4  inches;  Coupling  I'A  inch. 3.50 

■1212  Polished  Top,  Diameter  of  Flange  3  inches;  Coupling  1>^  inch   3^25 

■1212  Nickel  Plated  Top,  Diameter  of  Flange  3  inches;  Coupling  1  !4  inch 3  50 

■  1213  Wire  Basket  for  China  Urinal  \\V,',  3^50 
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WEIL'S    SHOWER    BATH  FIXTURES 


A  -  1  2  1  6 


A  -  1  2  1  7 


A- 1216   NEEDLE  AND  SHOWER   BATH   WITH  OUTSIDE 
OPERATING  VALVES 

A -1216  illustrates  ^'Weil's"  Nickel  Plated  Brass  Combinalion  Needle  and  Shower  Bath 
with  Valve  Column,  Operating  Valves  and  Supplies  to  Floor  on  outside;  fitted 
complete  with  Nickel  Plated  Cast  Brass  Shower  Head,  Nickel  Plated  7  inch 
Waste  Strainer  and  3  inch  Rough  Brass  Coupling. 

DIMENSIONS   AND  PRICES 

Outside  Measurements:  Height  to  top  of  Shower  7  ft.  6  in.;  Width  inchiding  Valve  Column  4  ft.,  4  in.; 
Depth  3  ft.  2  in.    Height  of  Stall  7  ft.;  3  ft.  2  in.x3  feet  2  in.  square;  Pilaster  for  Valve  Column 
1  ft.  3  in.;  Base  2  in.  thick;  Riser  6  in.  high. 

A -1216  Price  of  Shower  as  described.   $120.00 

Italian  Marble  Stall  Extra,  $115.00;  Slate  Stall  Extra,  $75.00. 


A-1217   UPRIGHT   NEEDLE   AND  SHOWER  BATH 

A -1217  illustrates  "Weil's"  Nickel  Plated  Brass  Upright  Combination  Needle  and 
Shower  Bath;  fitted  complete  with  China  Indexed  Needle  and  Shower  Valves, 
Tubular  Showier  Head,  Shampoo  Sprinkler  and  Nickel  Plated  7  inch  Waste 
Strainer  with  3  inch  Rough  Brass  Coupling. 

DIMENSIONSANDPRICES 

Outside  Measurements:  Height  to  top  of  Shower  7  ft.  6  in.;  Width  3  ft.  2  in.;  Height  of  Stall  6  ft.  6  in. 
Height  of  Riser  6  in.;  Width  of  Pilasters  6  in. 

A  - 1217  Price  of  Shower  as  described   $50.00 

Italian  Marble  Stall  Extra,  $111.25;  Slate  Stall  Extra,  $78.00. 


308 
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WEIUS    SHOWER    BATH  FIXTURES 


A  -  1  2  1  8  A  -  1  2  1  9 

A-1218   CIRCULAR    FOR    CORNER  STALL 

A-1218  illustrates  -^^^^^^  Nickel  Plated  Brass  Circular  Combination  Needle  and 
Shower  Bath  set  mto  Marble  or  Slate  Corner  Stall;  fitted  complete  with  China 
Indexed  Needle  and  Shower  Valves,  Nickel  Plated  Tubular  Shower  Head  and 
Nickel  Plated  7  inch  Waste  Strainer  aiul  Rough  Brass  Coupling. 

DIMENSIONS    AND  PRICKS 
Shower  Bath,  Height  over  all  7  ft  6  in.;  Diameter  3  ft.;  Stall,.  Height  over  all  6  ft.  6  in.;  Backs 
6  It.  b  in.  wide;  Casings  2  ft.  wide 

A-1218  As  described,  with  Italian  Marble  Stall..  nn 
A-1218  As  described,  with  Tennessee  Marble  Stall oqq  m 

A-1218  As  described,  with  Slate  Stall   *;.*.';.';;;;;        266  50 

A-1219   CIRCULAR   NEEDLE  AND  SHOWER 

A-1219  ill^ustrates  -WeiTs''  Nickel  Plated  Brass  Circular  Combination  Needle  and 
^iTi'^f^'i^.^.^^"^-  coniplete  With  China  Indexed  Needle  and  Shower  Valves 
Nickel  Plated  Mixing  Chamber  and  Thermometer,  Nickel  Plated  Cast  Bras^ 

Coupiinl^"''  ^         ^^^""'^'^  ^  ^"'^  ^^''^  ^^^^^^  ^  inch  Rough  Brass 

A  - 12 19  Price  as  described   $150  00 

Italian  Marble  Countersunk  Base  2  inches  thick,  3  ft.  9  in.  square,  add  132.00. 
If  with  Supply  Pipes  to  Floor,  with  Check  Valves,  add  $10.00. 
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WEIL'S    SHOWER    BATH  FIXTURES 


A  -  1  2  2  O  '  A  -  1  2  2  1 


A- 1224  CIRCULAR    WITH    PORCELAIN  RECEPTOR 

A -1220  illustrates  ''Weil's"  Nickel  Plated  Brass  Circular  Combiuation  Needle  and 
Shower  Bath  with  42x42  Class  "A"  Square  Porcelain  Receptor;  fitted  complete 
with  China  Indexed  Needle  and  Shower  Valves,  Nickel  Plated  Mixing  Chamber 
and  Thermometer,  Adjustable  Liver  and  Bidet  Sprays,  Nickel  Plated  Cast  Brass 
Shower  Head,  Curtain  Ring  and  Rubber  Curtain,  and  Nickel  Plated  7  inch 
Waste  Strainer  with  Rough  Brass  Coupling. 

A  - 1220  Price  as  described     1317.75 

If  with  Class  "B"  Receptor  instead  of  Class  *'A",  deduct  130.00. 

If  with  42x42  Enam.  Iron  Receptor  on  Base  instead  of  Class  "A"  Porcelain,  deduct  $61.50 

A-1221   TUBULAR   WITH   ENAMELED  RECEPTOR 

A -1221  illustrates  "Weil's"  Nickel  Plated  Shower  Bath  with  Enameled  Iron  Receptor;. 

fitted  complete  with  Nickel  Plated  Tubular  Shower  Head,  25  inch  Curtain  Ring 
and  Rubber  Curtain  and  Nickel  Plated  Waste  Strainer  with  Rough  Brass  Coup- 
ling. 

A-1221  Price  as  described  with  36x36  Receptor   $58.50 

A-1221  Price  as  described  with  42x42  Receptor   68.50 

If  with  Shampoo  Attachment,  add  $5.00. 

If  Receptor  is  with  Acme  Exterior  Finish,  add  $6.50. 

Note:-36  inch  Receptor  is  fitted  with  6  inch  Strainer  and  2  inch  Coupling,  and  42  inch 
with  7  inch  Strainer  and  3  inch  Coupling. 
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WEIUS    SHOWER    BATH  FIXTURES 


A  -  1  2  2  2 


A  -  1  2  2  3 


A-1222   GOVERNMENT  CONSTRUCTION  PATTERN 

A-1222  illustrates  "Weil's"  Extra  Heavy  Nickel  Plated  Brass  Government  Shower  Bath 
with  "Perfect"  Non-Scalding  Regulating  Valve  with  China  Controlling  Handle 
and  Brass  Indicator  Plate;  fitted  complete  with  Nickel  Plated  Cast  Brass  Adjust- 

•  •  able  Ball  Joint  vShower  Head  with  5  inch  Removable  P^ace  Plate,  Nickel  Plated 
Thermometer,Chii]a  Indexed  Shower  and  Shampoo  Valves,  Shampoo  Attachment 
Curtain  Ring  and  Rubber  Curtain,  and  Yz  inch  Iron  Pipe  Size  Supplies  to  Floor 
with  Check  Valves. 

A  - 1222  Price  as  described  

If  without  Curtain  Ring  and  Curtain,  deduct  iis.'oO. 


$74.50 


A-1223   ADJUSTABLE  HEAD 


A -1223  illustrates  "Weil's"  Nickel  Plated  Brass  Shower  Bath  with  6  inch  Adjustable 
Ball  Joint  Head  with  finely  Perforated  Face;  fitted  complete  with  China  In- 
dexed Supply  Valves  and  Upper  Self  Closing  Valve. 

A  - 1223  Price  as  described   _   125  qo 


If  with  Shampoo  Attachment,  add  15.00. 
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A-1224   RING  SHOWER  WITH  NON-SCALDING  REGULATING  VALVE 


A -1224  illustrates  "Weil's"  Nickel  Plated  Brass  Shower  Bath  Fixture,  with  Perforated 
Ring  Shower,  China  Lever  Handle  Non-Scalding  Regulating  Valve,  Check 
Valves  and  Supplies  to  Wall.  .  ' 

A-1224  Price  as  described    $30,25 

If  with  Supplies  to  Floor  add  $2.75. 


A-1225  CAST  BRASS  SHOWER  HEAD,  WITH  NON-SCALDING  REGULATING 

VALVE  ; 

A -1225  illustrates  "Weil's"  Nickel  Plated  Brass  Shower  Bath  Fixture,  with  Cast  Brass 
Shower  Head  with  Removable  Face  and  Adjustable  Ball  Joint,  China  Lever 
Handle  Non-Scalding  Regulating  Valve  and  Supplies  to  Floor. 


A  -  1225  Price  as  described  

If  with  Supplies  to  Wall,  deduct  $2.75. 


$30.80 
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WEIL'S  SHOWER  BATH  FIXTURES 


A-1226  TUBULAR   SHOWER   WITH   NON-SCALDING  VALVE 

A -1226  illustrates  "WeiPs-  Nickel  Plated  Brass  Shower  Bath  Fixture  with  24x30  Oval 
Curtain  Ring,  White  Duck  Curtain, Tubular  Shower,  Shampoo  Attachment,  China 
Lever  Handle  Non-Scalding  Regulating  Valve  and  Supplies  to  Floor. 

A  - 1226  Price  as  described   ^52  go 

If  without  Shampoo  Attachment  and  Upper  Valve,  deduct  $S.OO. 


A-1227  TUBULAR  SHOWER  WITH  NON-SCALDING  VALVE 

A  -1227  illustrates  "WeiPs"  Nickel  Plated  Brass  Shower  Bath  Fixture  with  24x30  Oval 
Curtain  Ring,  White  Duck  Curtain,  Tubular  Shower,  Shampoo  Attachment 
China  Lever  Handle  Non-Scalding  Regulating  Valve  and  Supplies  to  Wall. 

A  - 1227  Price  as  described   ^50  qq 

If  without  Shampoo  Attachment  and  Upper  Valve,  deduct  18.00. 


A  -  1  2  2  8  A  -  1  2  2  9 

A-1228  TUBULAR   SHOWER   AND  SHAMPOO 

A -1228  illustrates  "Weil's"  Nickel  Plated  Brass  Shower  Bath  Fixture  with  24x30  Oval 
Curtain  Rinj^,  Rubber  Curtain,  Tubular  Shower  and  Shampoo  Attachment; 
fitted  complete  with  China  Indexed  Valves  and  Supplies  to  Floor  with  Check 
Valves. 

DIMENSIONS    AND  PRICKS 
Height  over  all  8  ft.  2  in.;  Wall  to  center  of  Shower  22  inches. 

A-1228  Price  as  described    $45.00 

Above  Shower  can  be  made  up  with  '"Perfect"  Non-Scalding  Valve  as  shown  in  Plate 

A-1222,  add  for  same  $15.00. 
If  with  20  inch  Ring  Shower  instead  of  Tubular  Shower,  add  $5.00. 
If  with  12  inch  Mixing  Chamber  with  Thermometer,  add  $15.00, 
A- 1229    RING   AND  TUBULAR  SHOWER 
A -1229  illustrates  "'WeiPs"  Nickel  Plated  Brass  Shower  Bath  Fixture  with  24x30  Oval 
Curtain  Ring  and  Snaps,  20  inch  Ring  Shower,  Tubular  Shower,  Upper  Self 
Closing  Valves,  12  inch  Mixing  Chamber,  Thermometer  and  Shampoo  Attach- 
ment; fitted  with  Supplies  to  Floor  with  Check  Valves.  i 

DIMENSIONS   AND  PRICKS 
Height  over  all  8  feet;  Wall  to  center  of  Shower  20  inches. 

A -1229  Price  as  described   $59.50 

Rubber  Curtain  Extra,  $7.00. 
1)4  inch  Italian  Marble  Base  40x42  inches,  with  6  inch  Nickel  Plated  Strainer  and  2  inch 

Coupling  Extra,  $25.00. 
If  with  Cast  Brass  Shower  Head,  add  $5.00. 
If  without  Mixing  Chamber  and  Thermometer,  deduct  $15.00. 
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WEIL'S    SHOWER    BATH  FIXTURES 


A-1230  A1231 


A- 1230   RAIN   SHOWER  BATH 

A-1230  illustrates  "Weirs"  Nickel  Plated  Brass  Rain  Shower  Bath  Fixture  with  Cast 
Brass  Shower  Head  with  Removable  Face  and  Adjustable  Ball  Joint,  Mixing 
Chamber  with  Thermometer  and  Shampoo  Attachment;  fitted  complete  with 
China  Indexed  Supply  Valves,  Upper  Self  Closing  Valve,  Supplies  to  Floor  and 
6  inch  Waste  Strainer  with  2  inch  Rough  Brass  Coupling. 

DIMENSIONS   AND  PRICES 

Outside  Measurements:  Height  to  top  of  Shower  7  ft.6  in.;  Height  of  Stall  6  ft.  6  in,;  Width  of  Stall  3  ft.2iii. 

Base  2  inches  thick, 

A  -1230  Price  of  Shower  as  described   $43.00 

Italian  Marble  Stall  Extra,  $95.00;  Slate  Stall  Extra,  $60.00. 

A-1231    RING   SHOWER  BATH 

A -1231  illustrates  "Weirs"  Shower  Bath  Fixture  with  Nickel  Plated  Brass  Perforated 
Ring  Shower,  Curtain  Ring  and  Snap  Hooks,  and  Galvanized  Iron  Mixing 
Chamber;  fitted  complete  with  Nickel  Plated  Brass  China  Indexed  Supply 
Valves,  Upper  Self  Closing  Valve  and  Galvanized  Iron  Supplies  to  Flcor. 

A-1231  Price  as  described   $35.00 

Rubber  Curtain  Extra,  $7.00. 
Nickel  Plated  Cast  Brass  Cesspool  6x6  inches  Extra,  $5.00;  12x12  inches  Extra,  $12.00. 

Check  Valves  Extra,  $3.00. 
If  Supply  Connections  to  Wall  deduct  for  Supplies,  $1.50. 
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WEIL'S    SHOWER    BATH  FIXTURES 


A-1232  A-1233 

A-1232   OVERHEAD  SUPPLY  SHOWER 

A-1232  illustrates  "Weil's"  Shower  Bath  Fixture  with  Nickel  Plated  Cast  Brass  Shower 
Head  with  Removable  Face,  Galvanized  Iron  Mixing  Chamber;  fitted  complete 
with  China  Indexed  Nickel  Plated  Brass  Supply  Valves  and  Overhead  Galvan- 
ized Iron  Supplies. 

A-1232  Price  as  described   $30.50 

If  with  6x6  Cast  Brass  Cesspool,  add  $5.00. 
Galvanized  Iron  Supply  Pipes  to  Floor  same  Price  as  above.  ^ 

A-1233   MIXING  CHAMBER 

A-1233  illustrates  Galvanized  Iron  Mixing  Chamber  for  mixing  hot  and  cold  water; 

an  arrangement  for  supplying  showers  in  stalls  or  batteries  with  tempered  water 
as  indicated  by  Thermometer  at  Top.  It  is  equipped  with  necessary  Valves 
which  may  be  adjusted  by  attendant  to  supply  water  at  required  temperature. 

In  ordering  be  specific  as  to  number,  location  and  size  of  openings. 

Regular  sizes  are  as  follows  : 

24  Gallon,  4  feet  long,  12  inches  diameter;  40  Gallon,  5  feet  long,  14  inches  diameter. 
30  Gallon,  5  feet  long,  12  inches  diameter;       52  Gallon,  5  feet  long,  16  inches  diameter. 

Prices  on  applications. 
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WEIUS    SHOWER    BATH  FIXTURES 


A  -  1  2  3  4 


A  1  2  3  5 


A-1234  SPEAKMAN  PORTABLE 

A -12.34  illustrates  "Weil's"  Portable  Nickel  Plated  Brass  Shower  with  Curtain  Ring  and 
White  Duck  Curtain;  fitted  complete  with  Rubber  Tubing  and  Speakman  Patent 
Faucet  Attachment. 

A-1234  Price  as  described   $15.00 


A-1235   ECONOMY  PORTABLE 

A -1235  illustrates  "Weil's"  Economy  Portable  Nickel  Plated  Brass  Shower  with  Cur- 
tain Ring  and  Rubber  Curtain;  fitted  complete  with  Rubber  Tubing  and 
Faucet  Attachment. 


A  - 1235  Price  as  described 


il5.00 
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WEIL'S    SHOWER    BATH  FIXTURES 


A  -  1  2  3  6 

A -1236  illustrates  "Weil's"  Rain  Bath  Design  Shower  Bath  Fixtures,  arranged  in 
Battery  for  Gymnasiums,  Hospitals  and  Public  Institutions,  comprising  Marble 
or  Slate  Partitions,  Nickel  Plated  Brass  Top  Railing,  Front  Capping  for  Parti- 
tions and  Heavy  Cast  Brass  Legs,  Oak  Compartment  Doors  with  Nickel  Plated 
Hinges  and  Indicator  Bolts,  Nickel  Plated  Brass  Shower  Bath  Fixure  with  Cast 
Brass  Shower  Head  with  Removable  Face  and  Adjustable  Ball  Joint,  Upper  Self 
Closing  Valves,  Cast  Brass  Mixing  Chamber  with  Thermometer,  Shampo  Attach- 
ment, and  fitted  complete  with  China  Indexed  Valves  and  Supplies  to  F'loor 
with  Check  Valves. 

Price  of  one  Shower  only.  Partitions,  Doors  and  Brass  Trimmings  not  included  S56.00 

When  one  or  two  additional  Shower  Heads  with  Connecting  Pipe  to  adjoining  Stall  and 
Self  Closing  Valves  are  wanted  add  for  Each,  |15.00. 

For  more  than  three  Showers  a  larger  Mixing  Chamber  is  necessary  and  price  is  propor- 
tionately increased. 

Prices  will  be  furnished  on  application  for  Slate  or  Marble  Partitions  of  any 

dimensions. 
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WEIL'S    SHOWER    BATH  FIXTURES 


A  -  1  2  3  7  illustrates  "Weil's"  Rain  Bath  Shower  Fixtures  arranged  in  IJattery  of 
Open  Stalls,  for  Gymnasiums,  Hospitals  and  Publie  Institutions,  comprising 
Marble  or  Slate  Partitions,  Nickel  Plated  Brass  Top  Railing,  Front  Capping 
for  Partitions  and  Heavy  Cast  Brass  Legs,  Nickel  Plated  Brass  Shower 
Fixture  with  Cast  Brass  Shower  Head  with  Removable  Face  and  Adjust- 
able Ball  Joint,  Upper  Self-Closing  Valves,  Cast  Brass  Mixing  Chamber 
with  Thermometer,  Shampoo  Attachment  and  fitted  complete  with  China 
Indexed  Valves  and  Supplies  to  floor  with  Check  Valves. 

Price  of  One  Shower  only,  Partitions  and  Brass  Trimmings  not  included   $56.00 

When  one  or  two  additional  Shower  Heads  with  Connecting  Pipe  to  adjoining 

Stall  and  Self-Closing  Valve  are  wanted  add  for  Each  15.00 

For  more  than  three  Showers  a  larger  Mixing  Chamber  is  necessary  and  price  is 

proportionately  increased. 


Prices  will  be  furnished  on  application  for  Slate  or  Marble  Partitions 
of  any  dimensions. 
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WEIUS    SHOWER    BATH  FIXTURES 


A-1238  A-1239  ^ 

A-  1  2  3  8  ilkistratcs  "Weil's"  Nickel  Plated  Brass  Cold  Water^ Shower,  Supply  from 
Ceiling  with  Self-Closing  Valve,  Curtain  Ring  and  Snap  Hooks. 


A-  1  2  3  8  Price  as  described   $22.50 

A-  1  2  3  9  illustrates  ^'Weil's"  Nickel  Plated  Brass  Cold  Water  Shower  Fixture,  Sup- 
ply Pipe  from  Wall  with  Self-Closing  Valve,  Curtain  Ring  and  Snap  Hooks. 

If  with  Rubber  Curtain  add  $7.00.  •  • 

A-  1  2  3  9  Price  as  described    $22,50 


 e  •■  , 

A-1240  A-1241  A-1242 

A-  1  2  40  illustrates  ''Weil's"  llj^  inch  Shower  with  Self-Closing  Valve  for  Ceiling 
Connection.    Price  as  described    $12.00 

A-12  41  illustrates  "Weil's"  11^^  inch  Shower  with  Self-Closing  Valve  for  Wall 
Connection.     Price  as  described   $12.00 

A-  1  2  42  illustrates  "Weil's"    20  inch    Perforated  Ring  Shower  with  Self-Closing 
Valve  for  Wall  Connection.    Price  as  described   $12.00 
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WEIL'S  SHAMPOO  FIXTURES  AND  SHOWERS 


A  -  1  2  4  3 


A  -  1  2  4  4 


A  -  1  2  4  3  illustrates  "Weirs"  Nickel  Plated  Shampoo  Fixture  for  Rubbing  Slab  for 
Hot  and  Cold  Water  with  Shut  off  Valve,  Rubber  Tubing  and  Sprinkler. 

J:  rice    $18.00 

A-  1  2  44  illustrates  "Weil's"  Nickel  Plated  Shampoo  Fixture  for  Rubbing  Slab  for 
Hot  and  Cold  Water  with  Rubber  Tubing  and  Sprinkler   $8.60 


A  -  1  2  4  5 

A-  1  2  4  5  12  inch  Nickel  Plated  Shower  Ring  with  5  feet  of  Rubber  Tubing  and 
Rubber  Faucet  Connection   $2.00 

A  -  1  2  4  6  Rubber  Bound  4  inch  Shampoo  Sprinkler  with  5  feet  Rubber  Tubing  and 
Rubber  Faucet  Connection   $1.60 


A-12  47  A-1248  A-1249 

A-  1  2  47  Nickel  Plated  Shampoo  Sprinkler  with  Handle.   $1.25 

A-1  2  48  Nickel  Plated  Shampoo  Sprinkler,  Rubber  Bound   2.00 

A- 1  249  Nickel  Plated  Shampoo  Sprinkler,  Plain  85 
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WEIL'S  TINNED  COPPER  SHOWERS 


A  -  T  2  5  O  A  -  1  2  5  1  A  -  1  2  5  2 

A  -  1  2  5  0  No.  0      Plain  for  Vti  inch  Iron  Pipe  .  .  /   $0.95 

A- 125  1  No.  1      Plain  with  Arm  for  Vu  inch  Lead  Pipe   1.00 

A  -  1  2  5  2  No.  IV2  Plain  with  Arm  for  V>  inch  Iron  Pipe   1.25 

No.  2  NO.  3 

••  NO.  4 

A  "  1  2  5  3^^                             A  -  1  2  5  4                    A  -  1  2  5  5 

A-  1  2  5  8  No.  2  Fancy  with  Arm  for  I/2  inch  Lead  Pipe   ^13^ 

A-  1  2  54  No.  3  Fancy  with  Arm  and  Flange  and  Thimble   1.50 

A  -  1  2  5  5  No.  4  Tubular  for       inch  Lead  Pipe   2  25 

NO.  5  •  NO.  6 

^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^  l^^^^^^^^^^^^^^ll^^^l^ 

A-1256  A-1257 

A  -  1  2  5  6  No.  5  Fancy  Tubular  with  Arm   $2.50 

A-  1  2  5  7  No.  6  Fancy  Tubular  with  Arm  and  Flange  and  Thimble   2.70 
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WEIUS  SHOWER  BATH  RECEPTORS 

SQUARE  PORCELAIN 


A  -  1  2  7  O 

A-1270  SQUARE  PORCELAIN  SHOWER  BATH  RECEPTOR 

A  -  1  2  7  0  illustrates  "Weil's"  Square  Solid  Porcelain  Shower  Bath  Receptor,  Glazed 
White  Exterior  with  Nickel  Plated  Brass  Strainer  and  Coupling. 

DIMENSIONS   AND  PRICES 
Size       --------        inches        36  42 

A-  1  2  7  0  Class  A  as  described   $71.50  $106.50 

A-1270  Class  B  as  described   51.60  76.50 

A-  1  2  70  Class  C  as  described   39.00  56.50 

ROUND  PORCELAIN 


A  -  t  2  7  1 

A-1271  ROUND  PORCELAIN  RECEPTOR 

A  -  1  2  7  1  illustrates  "Weil's"  Round  Solid  Porcelain  Shower  Bath  Receptor,  Glazed 
White  Exterior  with  Nickel  Plated  Brass  Strainer  and  Coupling. 

DIMENSIONS   AND  PRICES 

Size       -        --        --        --        -        inclies        36  42 

A-127  1  Class  A  as  described                                                  $61.50  $86.50 

A- 127  1  Class  B  as  described                                                    45.00  62.50 

A-127  1  Class  C  as  described                                                  34.00  46.50 

If  with  Straight  Back  to  Tile  into  Wall  add  for  either  Size, 
Class  A  $10.00,  Class  B  $7.50,  Class  C  $5.00. 
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WEIL'S  SHOWER  BATH  RECEPTORS 


ENAMELED  IRON  ON  FEET 


A  -  1  2  7  2 


A-1272  ENAMELED    RECEPTOR  ON  F 


EET 


A-  1  2  7  2  illustrates  "Weil's"  Superior  Grade  Enameled  Iron  Roll  Rim  Recepto 
Feet  with  Nickel  Plated  Strauier  and  Coupling. 


DIMENSIONS   AND  PRICES 

A-  1  2  72  Enameled  Inside  Z.'^*:^^'  $25  00 

If  with  "Acme"  Exterior  Finish,  add'$6io! 


42 

$35.00 


ENAMELED  IRON  ON  BASE 


A  -  1  2  7  3 


A-1273  ENAMELED   RECEPTOR  ON  BASE 

A-  1  2  7  3  ^IJ^istrates  'WeilV'  S^  Grade  Enameled  Iron  Roll  Rim  Recepto 

Base  with  Nickel  Plated  Brass  Strainer  and  Coupling. 


DIMENSIONS   AND  PRICES 


Size 

A-  12  7  3  Enameled  Inside 


~        -        -        -        inches  36 

  $32.50 

If  with  "Acme"  Exterior  Finish,  add  $6.50. 


42 

$45,00 
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WEIUS  SPONGE  AND  TILTING  BASINS 


A  -  1  2  9  O  A  -  1  2  9  t 

A-1290  ENAMELED  BASIN  AND  SHAMPOO 

A  -  1  2  9  0  illustrates  "Weil's"  Enameled  Inside  Roll  Edge  Sponge  Basin  with  Com- 
bination Shampoo  Faucet,  Rubber  Tubing  and  Sprinkler. 

DIMENSIONS   AND  PRICES 
A-  1  2  9  0  Length  of  Back  13  inches ;  Diameter  of  Bowl  12  inches   $10.50 

A-1291   FOLDING  AND  TILTING  BASIN 

A  -  1  2  9  1  illustrates  "Weil's"  Nickel  Plated  Copper  Folding  and  Tilting  Basin  with 
Nickel  Plated  Brass  Brackets,  Wall  Support  and  Catch. 

DIMENSIONS   AND  PRICES 

A-1291  Diameter  11  inches,  Depth  5  inches    $8.00 

Add  for  German  Silver  Basin  $0.00. 


A  -  1  2  9  2  A  -  1  2  9  3 

A-1292  TILTING  BASIN  FOR   STRAIGHT  WALL 

A- 12  92  illustrates  "Weil's"  Nickel  Plated  Copper  Tilting  Basin  for  Flat  Wall,  with 
Nickel  Plated  Brass  Brackets  and  Nickel  Plated  Brass  Stop. 

DIMENSIONS   AND  PRICES 

A-  1  2  9  2  Diameter  11  inches.  Depth  5  inches   $6.50 

Add  for  German  Silver  Basin  $0.00. 

A  -  1  2  9  3  Tl  LTI  N  G  BASIN  FOR  CORNER 

DIMENSIONS    AND  PRICES 

A  -  1  2  9  3  illustrates  "Weil's"  Nickel  Plated  Copper  Tilting  Basin  for  Corner,  with 
Nickel  Plated  Brass  Brackets  and  Nickel  Plated  Brass  Stop. 

A  -  1  2  0  3  Diameter  11  inches.  Depth  5  inches   .  $6.50 

A^dd  for  German  Silver  Basin  $().00. 
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WEIUS  PORCELAIN    MANICURE   LAVATORY  AND  TABLE 


A  -  1  2  9  4  illustrates  "Weil's"  Glazed  White  Solid  Porcelain  "One  Piece"  Manicure 
Table  and  Lavatory,  set  on  Nickel  Plated  Brass  Legs  with  Nickel  Plated 
Towel  Bar  Frame  to  wall ;  fitted  complete  with  Nickel  Plated  Compression 
Combination  Basin  Supply  and  Waste  Fixture  with  China  Knob  Waste, 
Ring  Cup  and  Spout,  China  Tipped  Cross  Handle  Valves,  Nickel  Plated 
Supplies  to  wall  and  Nickel  Plated  Cast  Brass  Trap  to  wall  without  Vent. 

DIMENSIONS    AND  PRICES 

Table,  19x30  inches;  Round  Basin,  Diameter  8  inches;  Depth  4  inches; 
Height,  Floor  to  Top,  29  inches. 

A  - 1  2  9  4  Class  A  complete  as  described   $77.50 


A  -  1  2  9  4  Class  B  complete  as  described 


71.50 
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WEIUS  STEAM  WATER  HEATERS 


STEAM  WATER  HEATER 


STEAM  WATER  HEATER 
WITH  SHOWER 


A  -  1  3  O  O 


A-1300  STEAM  WATER  HEATER 

-1  3  0  0  illustrates  "Weirs"  Nickel  Plated  Brass  Steam  Water  Heater  for  heating 
water  for  baths,  lavatories,  showers,  etc.,  where  steam  is  available,  but  no 
hot^  water  system.  The  operation  of  this  apparatus  is  very  simple  The 
;  cold  water  supply  is  through  %  inch  valve  near  top  and  %  inch  pipe  on 
inside  of  11/4  inch  outer  casing,  extending  down  to  and  connected  with 
discharge  to  fixture  as  shown  in  A-1301.  The  steam  supply  is  through 
/2  mch  valve  on  top.  The  heater  is  provided  with  %  inch  steam  drip 
connection  at  bottom. 

When  steam  has  been  turned  into  the  heater  the  supply  to  one  of  the 
fixtures  should  always  be  open. 


A 
A 


■1  3  0  0  Price  as  described 


$25.00 


13  0  1  Heater  same  as  above  with  Shower  with  Ball  Joint  and  Cast  Brass 

Head  with  4  inch  Removable  Face   35  qq 
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WEIUS  DRINKING  FOUNTAINS 

SOLID  PORCELAIN 


A  -  1  3  0  5  illustrates  "Weirs"  Solid  Porcelain  Drinking  Fountain,  Basin  and  Back 
Integral;  fitted  complete  with  Nickel  Plated  Self-Closing  Special  Fountain 
Faucet,  Nickel  Plated  Waste  Cup,  two  Nickel  Plated  Tumbler  Holders, 
Nickel  Plated  Offset  Trap  to  Wall  and  Concealed  Wall  Bolts. 

DIMENSIONS   AND  PRICES 
Length  24  inches.       Width  13  inches.       Height  of  Back  11  inches. 
Outside  Depth  of  Basin  4^4  inches. 


A  -  1  3  0  5  Class  A  complete  as  described 
A  -  1  3  0  5  Class  B  complete  as  described 


$28.50 
23.25 
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WEIL'S  DRINKING  FOUNTAINS 

SOLID  PORCELAIN 


A  -  1  3  0  6 


)6  illustrates  "Weil's"  Solid  Porcelain  Drinking  Fountain,  Basin  and  Back 
Integral;  fitted  complete  with  Three  Nickel  Plated  Self-Closing  Special 
Fountain  Faucets,  Four  Nickel  Plated  Tumbler  Holders,  Three  Nickel 
Plated  Waste  Cups,  Nickel  Plated  Connected  Waste  with  Trap  to  Wall 
and  Nickel  Plated  Brass  Brackets. 

DIMENSIONS    AND  RICES 
Length  361/2  inches.        Width  16  inches.        Height  of  Back  13  inches. 
Outside  Depth  of  Basin  41/2  inches 


A  -  1  3  0  6  Class  A  complete  as  described 
A  -  1  3  0  6  Class  B  complete  as  described 


$57.25 
49.75 
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WEIUS  DRINKING  FOUNTAINS 

SOLID  PORCELAIN  SOLID  PORCELAIN 


A-1307  A-1308 

A-1307   PORCELAIN   DRINKING  FOUNTAIN 

A  -  1  a  0  7  illustrates  "Weil's'*  Solid  Porcelain  Drinking  Fountain,  Basin  and  Back 
Integral;  fitted  complete  with  Nickel  Plated  Special  Self-Closing  Fountain 
Faucet,  Nickel  Plated  Waste  Cup  and  Nickel  Plated  Offset  Trap  to  Wall 
without  Vent. 

DIMBNSIONSANDPRICES 
Length  18  inches.      Width  14  inches.      Height  of  Back  12  inches. 

A-  1  3  0  7  Class  A  complete  as  described   fpl9.50 

A-  1  3  0  7  Class  B  complete  as  described   ^^-^^ 

A-  1  30  7  Class  C  complete  as  described   tS.oO 

A-  1308    PORCELAIN   DRINKING  FOUNTAIN 

\  -  1  3  0  8  illustrates  "Weil's"  Solid  Porcelain  Drinking  Fountain,  Basin  and  Back 
Integral ;  fitted  complete  with  Nickel  Plated  Special  Self-Closing  Fountain 
Faucet,  Nickel  Plated  Waste  Cup  and  Nickel  Plated  Offset  Irap  to  Wall 
without  Vent. 

DIMENSIONS    AND  PRICES 
I^ength  IS  1/2  inches.        Width  13  inches.        Heigth  ()f  Baclt  12  inches. 

A  -  1  3  0  8  Class  A  complete  as  described   $21.00 

A  -  1  :')0S  Class  li  complete  as  described.   ^^^-^^^ 

A  -  1  3  0  8  Class  C  complete  as  described   ^^-^^^ 
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WEIUS  DRINKING  FOUNTAINS 


MARBLE  FOUNTAIN 


ENAMELED   IRON  FOUNTAIN 


A-1  309 


A  -  1  3  1  O 


A-1309   MARBLE   DRINKING  FOUNTAIN 

A  -  1  3  0  9  illustrates  "Weil's"  Marble  Drinking  Fountain,  deeply  Countersunk  1  M  inch 
Slab,  and  Vs  inch  Ornamental  High  Back;  fitted  complete  with  Nickel 
Plated  Fuller  Faucet,  Nickel  Plated  Waste  Cup  and  Waste  Pipe  and  Nickel 
'■^     Plated  Flask  Trap  to  Wall  with  Vent. 


DIMENSIONS   AND  PRICES 


inches 
inches 


12x12 
12 


14x14 
12 


16x12 
14 


16x14 
14 


Size   of  Slab 
Height  of  Back 

A-  1  30  9  Italian  Marble    $18.25  $18.50  $19.00  $19^50 

A-  1  3  0  9  Old  Red  Tennessee. .  20.75  21.50  22.00  22.50 


18x14  18x16 
14  16 

$21.00  $21.50 
24.50  25.00 


A-1310   ENAMELED   IRON   DRINKING  FOUNTAIN 

A-1  3  10  illustrates  "WeiKs"  Enameled  Iron  Alcove  Drinking  Fountain,  Back  and 
Basin  Integral;  fitted  complete  with  Nickel  Plated  Special  Lever  Handle 
Self-Closing  Faucet,  Nickel  Plated  Waste  Strainer  and  Connection  to  Wall. 

DIMENSIONS   A  NDPRICES 

Height  22H   inches.        Width  13  inches.        Depth  in  Wall  314  inches. 
A-1310  Complete  as  described    $10  no 
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WEIL'S  DRINKING  FOUNTAINS 

VITREOUS  CHINA  PEDESTAL  ENAMELED   IRON  PEDESTAL 


A  -  1  3  1  t 


A  -  1  3  1  2 


A-1311  VITREOUS   CHINA  PEDESTAL 

A-13  11  illustrates  "Weil's"  Vitreous  China  "One  Piece"  Pedestal  Drinking  Foun- 
tain, Glazed  Pure  White ;  fitted  complete  with  Nozzle  and  Concealed  Waste 
and  Supply. 

DIMENSIONS   AND  PRICES 

Height  28 14  inches.    Diameter  of  Bowl  10 1^  inches.    Waste  Pipe  1  inch. 
Supply  Pipe  inch. 


A-1311  Complete  as  described 


$24.00 


NOTE : — Above  Fountain  is  arranged  to  take  water  supply  from  below  floor  line,  con- 
trolling cock  being  set  at  convenient  place  for  operating. 


A-1312  ENAMELED  IRON  PEDESTAL 

A  -  1  3  1  2  illustrates  "Weil's"  Enameled  All  Over  Iron  Pedestal  Drinking  Fountain 
with  Metal  Cup  and  Jet  providing  continuous  flow  of  water  controlled  by 
Loose  Key  Stop,  Standing  Overflow,  Angle  Stop  in  Base,  Waste  and  Sup- 
ply Pipe. 

DIMENSIONS   AND  PRICES 

Heights:   Floor  to  Top  of  Cup  30  and  36  in.;  Floor  to  Top  of  Basin  28 and  34 in. 
Diameter  of  Bowl  13  inches.    Waste  Pipe        inch.    Supply  Pipe  %  inch. 


Size 


inches 


A-1312  Complete  as  described 


30 
$20.50 


36 


$22.50 
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WEIUS  DRINKING  FOUNTAINS 


ENAMELED   IRON  SECTIONAL 
FOR  SCHOOLS  AND  PUBLIC  BUILDINGS 


A  -  1  3  1  3 

■13  13  illustrates  "Weirs"  Enameled  Iron  Sectional  Roll  Rim  Drinking  Fountain 
with  Roll  Rim  Back,  fitted  complete  with  painted  Iron  Bracket  Legs  Nickel 
Plated  Spouts,  Nickel  Plated  Loose  Key  Stop  Cock  and  Hose  Bibb,  Gal- 
vanized Iron  Supply  Pipe  to  Spouts  and  Hose  Bibb  and  Brass  Beehive 
Strainer  for  2  inch  Pipe. 


Leng-th 

Number  of  Spouts  - 
A  -  1  3  1  3  Complete  as  described 


DIMENSIONS  AND 
Feet  6 


PRICES 
8  1 


12 
12 


14 

14 


iP39.00      $51.00      $63.00      $75.00  $87.00 


A  -  1 


Length        -        -  Peet 
Number  of  Spouts  - 
13  Complete  as  described... 


16 
16 

$99.00 


18 
18 

$111.00 


20 
20 

$123.00 


22 
22 

$135.00 


24 
24 

$147.00 


Can  be  furnished  any  length  and  with  Brackets  in  place  of  Legs  if  desired. 
Addit  ional  Spouts  75c  each  extra. 


Unless  otherwise  ordered  Waste  will  be  placed  near  Centre  but  can  be  furnished  with 
Waste  on  Right  or  Left  Hand  End, 


A  -  1  3  14 

13  14  illustrates  ''Weil's"  Enameled  Iron  Public  Drinking  Fountain  with  Con- 
tinuous Stream  Nozzles,  Enameled  Iron  Sanitary  Drinking  Cups,  Enameled 
Iron  Brackets  and  Nickel  Plated  Brass  Trap  with  Vent. 

DIME  N  SIGNS   A  NDPRICES 
Made  in  two  Sizes. 

Lengths  outside  30  and  54  inches.           Width  12  inches. 
Depth  inside  2^4  inches. 

Size       -  -        -        inches  30  54 

Number  of  Cups        -  2  4 

13  14  Price  as  described    $25.00  $35.00 

If  Painted  instead  of  Enameled,  deduct    5.00  11.00 

ENAMELED  IRON   WITH  NICKEL   PLATED  CUPS 


A-1  3  1  5 

1  3  1  5  illustrates  '^Weil's"  Enameled  Iron  Public  Drinking  Fountain  with  Con- 
tinuous Stream  Nozzles,  Nickel  Plated  Brass  Sanitary  Cups,  Enameled 
Iron  Brackets  and  Nickel  Plated  Brass  Trap  to  Wall  with  Vent. 

DIMENSIONSANDPRICES  /  . 

Made  in  two  Sizes. 
Lengths  outside  30  and  54  inches.  Width  12  inches. 

Depth  inside  2^^  inches. 
Size       -  inches        30  54 

Number  of  Cups        -  2  "4 

13  15  Price  as  described   $25.00  $35.00 

If  Painted  instead  of  Enameled,  deduct    5.00  11.00 
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WEIUS  DRINKING  FOUNTAINS 

ENAMELED   IRON,  SOLID  CAST  BRONZE  FITTINGS 


A  -  1  3  1  6 

A  -  1  3  1  6  illustrates  "Weil's"  Public  Drinking  Fountain  with  Enameled  Iron  Basin 
and  Enameled  Iron  Ornamental  Exterior,  Solid  Cast  Bronze  Frame,  Dol- 
phin Head  Spout,  Push  Button  Plate  and  Cup  Holder,  with  Marble  Back 
and  Wainscoating. 

DIMENSIONS   AND  PRICES 
Height  over  all  54i^  inches.  Width  over  all  36  inches. 

Basin  outside  measure  31x13  inches. 

A  - 1  3  1  6  Price  as  described    $200.00 


WEIL    BROS.,  CHICAGO 


WEIL'S  PORCELAIN   LAUNDRY  TRAYS 


TRAYS   AND  BACKS  INTEGRAL 


T 


A  -  1  3  2  5 


A  -  1  3  2  5  illustrates  "Weil's"  Set  of  Three  Glazed  White  Solid  Porcelain  Laundry 
Trays  and  6  inch  Backs  Integral,  set  on  Solid  Porcelain  Legs  with  Wall 
Straps,  with  1^  inch  Brass  Waste  Plugs  with  Brass  Stoppers. 


DIMENSIONS 

Length  (Each  Tray)  inches  26 
Number  of  Trays       -       -  2 
A  -  1  3  2  5  Class  A  as  described. .  $84.00 

A  -  1  3  2  5  Class  B  as  described. .  59.50 

A  -  1  3  2  5  Class  C  as  described. .  46.50 


ANDPRICES 

26           29             29  36  36 

3             2              3  2  3 

$126.00  $92.00  $138.00  $100.00  $150.00 

89.00    65.00      97.50  70.50  106.00 

70.00    50.50      76.00  54.50  82.00 


Faucets,  Wringer  Attachment  and  Waste  are  not  included  in  above  Prices. 

If  with  Enameled  Iron  Legs  instead  of  Porcelain  deduct  per  pair 
Class  A  $3.00;  Class  B  $1.00;  Class  C  $1.00. 

If  with  Bronzed  Iron  Legs  instead  of  Porcelain  deduct  per  pair 

Class  A  $5.00;  Class  B  $2.00;  Class  C  $2.00. 

For  Prices  on  Continuous  Wastes  and  Wringer  Attachments  see  page  359, 
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WEIL'S  PORCELAIN  WASH  TRAYS 

WITH    SEPARATE  BACKS 

\  . 


A-1  3  2  6 

A  -  1  3  2  6  illustrates  "Weil's"  Set  of  Three  Glazed  White  Solid  Porcelain  Roll  Rim 
Laundry  Trays  with  Separate  High  Backs,  set  on  Enameled  Iron  Adjust- 
able Legs  with  Wall  Straps,  with  V/2  inch  Brass  Waste  Plugs  with  Brass 
-  Stoppers. 


DIMENSIONS   ANB  PRICES 

29  29 


36 


Leng-th  (Each  Tray)   inches  24 

Number  of  Trays         -        -23  2  ^  ^  ^ 

A-  1  3  2  6  Class  A  as  described...  $64.00  $96.00  $69.00  $103.50  $100.00  $150.00 


24 

3 


36 
2 


A-  1  32  6  Class  B  as  described...  49.00  73.50  52.50  78.75  76.50 
A-  1  32  6  Class  C  as  described...     39.00    58.50    42.50      63.75  57.00 


114.75 

85.50 


Wringer,  Wringer  Attachment,  Faucet  and  Waste  are  not  included  in  above  prices. 
Wringer  Attachments,  Extra  each  $5.00. 
Wringer  only  as  shown, 11x2  inches,  Extra  $9.00;  12x2  inches,  Extra  $10.00. 
If  with  Bronzed  Iron  instead  of  Enameled  Legs,  deduct  per  pair  $1.50. 
If  with  Solid  Porcelain  Legs  instead  of  Enameled  Iron,  add  per  pair 
Class  A  $3.00;  Class  B  $1.00;  Class  C  $1.00. 
■   ■  •  For  Prices  of  Continuous  Wastes  see  page  359, 
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WEIL'S  PORCELAIN  LAUNDRY  TRAYS 

ROLL   RIM,  NO  BACKS 


^^^^^ 


A  -  1  3  2  7 


A  -  1  3  2  7  illustrates  "Weil's"  Set  of  Three  Glazed  White  Solid  Porcelain  Laundry 
Trays,  Roll  Rim  all  around;  set  on  Galvanized  Cast  Iron  Frames  with  Up- 
rights for  Pipe  Racks;  with  l^^  inch  Brass  Waste  Plugs  with  Brass 
Stoppers. 


DIMENSIONS   A  NDPRICES 

Length  (Each  Tray)  -    inches       24           24          29           29           36  36 

Number  of   Trays    -        --        2             3           2             3             2  3 

A-  1  32  7  Class  A  as  described           $60.00  $90.00  $64.00  $96.00  $92.00  $138.00 

A  -  1  3  2  7  Class  B  as  described            48.50    73.00    51.50    77.00  73.50  110.25 

A  -  1  3  2  7  Class  C  as  described            41.00    61.50    43.00    64.50  57.00  85.50 


Wringer  Attachment,  Piping  and  Faucets  not  included  in  above  prices. 
Wringer  Attachments,  Extra  each  $5.00. 
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WEIUS  PORCELAIN  LAUNDRY  TRAYS 


ROLL  RIM,  NO  BACKS 


A  -  1  3  2  8 


A-  1  32  8  illustrates  "Weil's"  Set  of  Three  Glazed  White  Solid  Porcelain  Laundry 
Trays,  Roll  Rims  all  around,  set  on  Enameled  Iron  Adjustable  Legs,  with 
t]/2  inch  Brass  Waste  Plugs  with  Brass  Stoppers. 

DIMENSIONS   AND  PRICES 

Length  (Each  Tray)  -    inches       24  24         29  29  36  36 

Number  of  Trays    -        --        2  32  3  2  3 

A-  1  32  8  Class  A  as  described          $52.00  $78.00  $56.00  $84.00  $84.00  $126.00 

A  -  1  3  2  8  Class  B  as  described   40.50    61.00    43.50    65.00    65.50  98.25 

A-1  32  8  Class  C  as  described   33.00    49.50    35.00    52.50    49.00  73.50 

Faucets,  Piping,  Waste  and  Wringer  not  included  in  above  prices. 
Wringer  only  as  shown,  11x2  inches,  Extra  $9.00;  12x2  inches.  Extra  $10.00. 
Wringer  Attachments,  Extra  each  $5.00. 
If  with  Bronzed  Iron  instead  of  Enameled  Legs,  deduct  per  pair  $1.50. 
If  with  Solid  Porcelain  Legs  instead  of  Enameled  Iron,  add  per  pair. 
Class  A  $3.00;  Class  B  $1.00;  Class  C  $1.00. 
For  Prices  of  Continuous  Wastes  see  page  359. 


WEIL    BROS.,  CHICAGO 


WEIL'S  PORCELAIN  LAUNDRY  TRAYS 

FLAT   RIM,   NO  BACKS 


A- 132  9  illustrates  "Weil's"  Set  of  Three  Glazed  White  Flat  Rim  Porcelain 
Laundry  Trays,  set  on  Enameled  Iron  Adjustable  Legs  with  Wall  Straps, 
with        inch  Brass  Waste  Plugs  with  Brass  Stoppers.  -  . 

DIMENSIONS   AND  PRICES 

Length  (Each  Tray)  inches       24  24         27  27  29  29 

Number  of  Trays        -        -        2  3  ^  ^,1^  ^^r,^^ 

A-  1  32  9  Class  A  as  described   ?41.00  $61.50  $43.00  $64.50  $45.00  $67.50 

A-  1  32  9  Class  B  as  described   32.50    48.75    34.00    51.00    35.50  53.25 

A-  1  32  9  Class  C  as  described   27.00    40.50    28.00    42.00    29.00  43.50 

Waste  is  not  included  in  above  prices. 
If  with  Ash  Rim  add  for  each  Tray  $1.50. 
Ash  Rim  with  Covers  add  for  each  Tray  $3.00. 
If  with  Bronzed  Iron  instead  of  Enameled  Legs,  deduct  per  pair  $1.50. 
If  with  Solid  Porcelain  Legs  instead  of  Enameled  Iron  add  per  pair 
Class  A  $3.00;  Class  B  $1.00;  Class  C  $1.00. 
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WEIL'S  ^'CONTINENTAL"  WARE  LAUNDRY  TRAYS 

TRAYS  AND    BACKS  INTEGRAL 


A  -  1  3  3  0 

A-  1  3  3  0  illustrates  Weil's  Set  of  Two  Buff  Color  Glazed  "Continentar  Porcelain 
Laundry  Trays  and  6  inch  Backs  Integral,  set  on  Cast  Iron  Adjustable  Legs 
and  Cast  Iron  Frames;  fitted  with  34  inch  Brass  Fuller  Flanged  Wash 
Tray  Faucets,  Brass  Overflow  Strainers,  Galvanized  Iron  Continuous 
Waste  and  2  inch  Cast  Brass  Trap  with  Waste  to  Floor  and  Vent  to  Wall 
with  Cast  Brass  Flanges,  Brass  Bound  Ash  Wringer  Base  with  Bolts  and 
one  Galvanized  Iron  Soap  Cup  attached  to  Back. 

DIMENSIONS   AND  PRICES 
Leng-th  (Each  Tray)  29  inches.       Width  24  inches.         Depth  15  inches. 
Heig-ht  of  Back  6  inches. 
A  -  1  8  8  0  Complete  Set  of  Two  Trays  as  described   $80.00 

The  above  description  of  Laundry  Tray  is  adapted  to  Government  specification. 


WETL    BROS.,  CHICAGO 
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WEIL'S  ''CONTINENTAL"  WARE  LAUNDRY  TRAYS 

TRAYANDBACKSINTEGRAL 


A  -  1  3  3  1 


A  -  1  3  3  1  illustrates  Weil's  Set  of  Three  "Contineiitar  Buff  Color  Glazed  Porcelain 
Laundry  Trays  and  G  inch  Backs  Integral,  set  on  Enameled  Iron  Adjust- 
able Legs  with  Wall  Braces,  with  1^^  inch  Brass  Waste  Plugs  with  Brass 
Stoppers. 


DIMENSIONS   AND  PRICES 


Length  (Each  Tray)  inches  26 
Number  of  Trays       -        -  2 


26  29 
3  2 


29  36 
3  2 


36 
3 


A- 133  1  As  described    $52.00  $78.00  $56.00  $84.00  $61.00  $91.50 


Faucets,  Waste  and  Wringer  Attachments  are  not  included  in  above  prices. 
Wringer  Attachments,  Extra  each  $5.00. 

"Coiitincmal"  Buff  Cttlored  Porcelain  Legs  can  be  furnished  instead  of  Enameled  Iron 

at  same  prices  as  eibove.  .  . 

If  with  Bronzed  Iron  instead  of  Enameled  Legs,  deduct  per  pair  $1.50. 
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WEIUS  '^CONTINENTAL"  WARE  LAUNDRY  TRAYS 

TRAYS  WITH    SEPARATE  BACKS 


A  -  1  3  3  2 

A  -  1  3  3  2  illustrates  Weil's  Set  of  Three  ^'Continental"  Buff  Color  Glazed  Porcelain 
Laundry  Trays  with  Separate  High  Backs,  set  on  Enameled  Iron  Adjust- 
able Legs  with  1^  inch  Brass  Waste  Plugs  with  Brass  Stoppers. 

DIMENSIONS   AND  PRICES 

Leng-th  (Each  Tray)  inches       24  24  29  29  36 

Number  of  Trays  2  3  2  3  2 

A-  1  3  3  2  As  described   $42.00  $63.00  $46.00  $69.00  $65.00 

Faucets,  Waste,  Wringer  Attachments  and  Wringer  are  not  included  in  above  prices. 
Wringer  Attachments,  Extra  each  $5.00. 
Wringer  only  as  shown,  11x2  inches.  Extra  $9.00;  12x2  inches,  $10.00. 

If  with  Bronzed  Iron  instead  of  Enameled  Legs,  deduct  $1.50. 
"Continental"  Buff  Colored  Porcelain  Legs  can  be  furnished  at  same  prices 
For  Prices  of  Continuous  Wastes  see  page  359. 


36 
3 


$97.50 
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WEIL'S  ''CONTINENTAL"  WARE  LAUNDRY  TRAYS 


ROLL  RIM,  NO  BACKS 


A  -  1  3  3  3 


A  -  1  3  3  3  illustrates  WeiVs  Set  of  Three  "Continental"  Buff  Color  Glazed  Porcelain 
Laundry  Trays,  Roll  Rim  all  around,  set  on  Enameled  Iron  Adjustable 
Legs  with  Wall  Straps,  with  1]4  inch  Brass  Waste  Plugs  with  Brass 
Stoppers. 


DIMENSIONS   AND  PRICES 


24 


Length  (Each  Tray)  inches 
Number  of  Trays 

A-  1  3  33  As  described    $36.00  $54.00  $38.00  $57.00  $55.00  $82.50 


24 
2 


29 
2 


29 
3 


36 
2 


36 
3 


Faucets,  Waste,  Wringer  Attachments  and  Wringer  are  not  included  in  above  prices. 
Wringer  Attachments,  Extra  each  $5.00. 

Wringer  only  as  shown,  11x2  inches,  Extra  $9.00;  12x2  inches,  $10.00. 

If  with  Bronzed  Iron  instead  of  Enameled  Legs,  deduct  $1.50. 

"Continental"  Buff  Colored  Legs  can  be  furnished  at  same  prices  as  Enameled  Iron. 

For  Prices  of  Continuous  Wastes  see  page  359. 
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WEIL    BROS.,  CHICAGO 


WEIL'S  ENAMELED  IRON  LAUNDRY  TRAYS 

**ONE  PIECE", TWO  PART 


A-1  3  3  8 


A  -  1  3  3  8  illustrates  "Weil's'*  Superior  Grade  Enameled  Iron  "One  Piece"  Two  Part 
Laundry  Tray,  Trays,  Back  and  Apron  Cast  Integral,  set  on  Painted  Iron 
Standards,  with  Soap  Cups  and  Brass  Waste  Plugs  with  Couplings. 


DIMENSIONS   AND  PRICES 
Length  over  all  52^4  inches.    Width  over  all  26  inches.    Height  of  Back  10  inches. 

Depth  of  Apron  5  inches. 

A-  1  3  3  8  As  described  (Faucets  and  Waste  not  included)   $50.00 

For  Prices  of  Continuous  Wastes  see  page  ->r;0. 


WEIL    BROS.,  CHICAGO 
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WEIUS  ENAMELED  IRON    LAUNDRY  TRAYS 

ROLL  RIM   WITH  BACK 


A-1  3  3  5 

A  -  1  3  3  5  illustrates  Weil's"  Superior  Grade  Enameled  Iron  Roll  Rim  Laundry 
Trays  with  15  inch  High  Enameled  Back,  set  on  Painted  Iron  Standards, 
with  Patent  Overflows,  Waste  Plugs  with  Couplings  and  Enameled  Soap 
Cups. 

DIMENSIONS   AND  PRICES 
Length  over  Rim,  2  Part  Tray  55  inches;      3  Part  Tray  S2  inches. 
Width  27  inches. 

A  -  1  3  3  5  Set  of  Two  Trays  as  described  $41-00.    Three  Trays  $61.50 

Faucets  are  not  included  in  above  prices. 


If  with  Ash  Covers,  add  for  each  Tray  $2.50;  WVinger  Attachments,  Extra  each  $1.50. 
If  with  Air  Chambers  add  per  pair  $2.00. 
For  Prices  of  Continuous  Wastes  see  page  359. 
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WEIL'S  ENAMELED  IRON  LAUNDRY  TRAYS 


FLAT   R I M 


A  -  1  3  3  6 


A-  1  3  3  6  illustrates  ''Weil's"  Superior  Grade  Enameled  Iron  Flat  Rim  Laundry 
Trays  on  Painted  Iron  Standards,  with  Patent  Overflows,  Waste  Plugs  and 
Couplings,  Ash  Rim  and  Covers. 

DIMENSIONS    AND  TRICES 

Leng'th  over  Rim,  2  Part  55  inches;      3  Part  81  inches. 
Width  over  Rim  27  inches. 

A-  1  33  6  Set  of  Two  Trays  as  described. . .  .$34.50.    Set  of  Three  Trays. .  .  .$51.75 

If  without  Patent  Overflows,  deduct  for  each  $2.00. 

If  without  Covers,  deduct  for  each  Tray  $2.50. 

If  without  Ash  Rim,  deduct  for  each  Tray  $1,75. 


ROLL  RIM   WITHOUT  BACK 


A  -  1  3  3  7 

A  -  1  3  3  7  illustrates  "Weil's"  Superior  Grade  Enameled  Iron  Roll  Rim  Laundry 
Trays  on  Painted  Iron  Standards,  with  Patent  Overflows,  Waste  Plugs  with 
Couplings  and  Enameled  Soap  Cups. 

DIMENSIONS   AND  PRICES 
Length  over  Rim,  2  Part  55  inches;      3  Part  Tray  82  inches.      Width  27  inches. 
Height  from  Floor  to  Top  of  Rim  31 V2  inches. 

A  -  1  3  3  7  Set  of  Two  Trays  as  described. . .  .$3400.    Set  of  Three  Trays. . .  .$51.00 

Faucets  are  not  included  in  above  prices. 
If  with  Ash  Covers  add  for  each  Tray  $2.50;  Wringer  Attachments,  each  extra  $1.50, 
If  without  Patent  Overflows,  deduct  for  each  $2.00. 
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WEIL'S  ENAMELED  IRON  LAUNDRY  TRAYS 


"ONE  PIECE"  TRAY  AND  SINK  COMBINED 


A-1334 

A  -  1  3  3  4  illustrates  "Weil's"  Superior  Grade  Enameled  Iron  "One  Piece"  Combina- 
tion, Sink,  Tray,  Back  and  Apron  Cast  Integral,  set  on  Painted  Iron  Tray 
and  Sink  Legs  and  Wall  Hanger,  with  Nickel  Plated  Sink  Strainer  and 
Waste  Plug  with  Coupling.  ^  . 


DIMENSIONS   AND  PRICES 
Length  over  all  50  inches;  Width  22  inches;  Length  of  Tray  inside  22  inches; 
Length  of  Sink  inside  22  inches. 
Height  of  Back  10  inches;  Depth  of  Apron  5  inches. 
A-1334  As  described  (Faucets  and  Waste  not  included)    $45.00 


For  Prices  of  Continuous  Wastes  see  page  359. 
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WEIUS  ENAMELED  IRON  LAUNDRY  TRAYS 


SINK   AND   LAUNDRY  TRAY  COMBINED 


A  -  1  3  3  9 

A  -  1  3  3  9  illustrates  "Weil's"  Superior  Grade  Enameled  Iron  Sink  and  Laundry  Tray 
with  15  inch  High  Enameled  Back,  set  on  Painted  Iron  Standard  and  Sink 
Leg,  with  Patent  Overflow  in  Tray,  Enameled  Soap  Cup,  Waste  Plug  with 
Coupling  and  Sink  Strainer. 

DIMENSIONS    AND  PRICES 
Length  of  Tray  27  inches;         AVidth  of  Tray  27  inches. 

A  -  1  3  3  9  20x30  Sink  with  One  Laundry  Tray   $40.25 

A  -  1  3  3  9  20x36  Sink  with  One  Laundry  Tray   41.50 

A  -  1  3  4  0  20x30  Sink  with  Two  Laundry  Trays   65.75 

A  -  1  3  4  0  20x36  Sin"c  with  Two  Laundry  Trays   67.00 

Above  prices  do  not  include  Faucets  nor  Waste  and  Trap. 
If  without  Patent  Overflow,  deduct  for  each  $2.00. 
If  with  Ash  Drain  Board  for  Tray  add  for  one  Tray  ^^2.25  ;  for  two  Trays  $3.50. 
If  with  Enameled  Iron  End  Piece  over  Sink  add  $1.50. 
If  with  Enameled  Iron  End  Piece  over  Tray  add  $3.00. 
Above  Fixture  can  be  furnished  with  Sink  on  Right  Side  of  Tray,  or  for  Right  or 

Left  Hand  Corner. 
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WEIL'S  VIRGINIA  SOAPSTONE  LAUNDRY  TRAYS 

THREE   PART  TRAY  WITH   HIGH  BACK 


A  -  1  3  4  0 

A  -  1  3  4  0  illustrates  "Weirs"  Three  Part  Virginia  Soapstone  Laundry  Tray  with 
Painted  Legs,  A- 13 63  Brass  Waste  Plugs  and  Galvanized  Soap  Cups. 
Cups. 

DIMENSIONS   AND  PRICES 
Width  24  inches;      Depth  16  inches;      Height  of  Back  12  inches. 
Leng-th     -        -        -        -      6  Ft.      6  Ft.  6  in.      7  Ft.       7  Ft.  6  in.      8  Ft. 

A-  1  340  As  described   $37.15      $42.15      $45.15      $52.65  $73.15 

Continuous  Waste  and  P'aucets  are  not  included  in  above  prices. 
For  Prices  of  Continuous  Wastes  see  page  359. 
If  with  Galvanized  Legs,  add  $2.10. 
If  with  A-1362  Waste  Plugs  with  Couplings,  add  $1.20. 

THREE  PART  TRAY   WITHOUT  BACK 


A  -  1  3  4  1 

A  -  1  3  4  1  illustrates  "Weil's"  Three  Part  Virginia  Soapstone  Laundry  Tray  with 
Painted  Legs,  A-1363  Brass  Waste  Plugs  and  Galvanized  Soap  Cup. 
DIMENSIONS   AND  PRICES 
Width  24  inches;  Depth  16  inches. 

Length     -        -        -        -      6  Ft.      6  Ft.  6  in.      7  Ft.       7  Ft.  6  in.      8  Ft. 

A- 134  1  As  described    $31.15      $36.15      $39.15      $45.15  $65.15 

If  with  Galvanized  Legs,  add  $2.10. 
If  w^ith  A-1362  Waste  Plugs  with  Couplings,  add  $1.20. 
]f  without  Plugs,  deduct  $1.05.      If  without  Legs,  deduct  $2.10. 
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WEIL'S  VIRGINIA  SOAPSTONE  LAUNDRY  TRAYS 

TWO  PART  TRAY  WITH    HIGH  BACK 


r 

A  -  1  3  4  2 

1  3  4  2  illustrates  "Weil's"  Two  Part  Virginia  Soapstone  Laundry  Tray  with  High 
Back,  Painted  Legs,  A-1363  Brass  Waste  Plugs  and  (>alvanized  Soap  Cup. 
DIMENSIONS   AND  PRICES 
Width  24  inches;      Depth  16  inches;      Height  of  Back  12  inches 

Length  -        -        -        -        -        -        -     4  Ft.        4  Ft.  6  in.         5  Ft 

1  3  42  As  described  (without  Faucets)   .$20.60        $25.10  $29.85 

If  with  Galvanized  Legs,  add  $1.40. 
If  with  A-1362  Waste  Plugs  with  Couplings,  add  $0.80. 
If  without  Soap  Cup,  deduct  $0.50.    If  without  Legs,  deduct  $1  40 
If  with  End  Piece  for  Corner,  add  $2.50. 

TWO   PART  TRAY  WITHOUT  BACK 


A  -  1  3  4  3 

A  -  1  3  4  3  illustrates   "Weil's   Two   Part   Virginia   Soapstone   Laundry   Tray  with 
Painted  Legs,  A-1363  Brass  Waste  Plugs  and  Galvanized  Soap  Cup. 

DIMENSIONS   AND  PRICES 
"Width  24  inches;  Depth  16  inches. 

.     .  ^  ,  .   Length  -        -        -        -        -        -        -     4  Ft.        4  Ft.  €  in.        5  Ft. 

A-  1  343  As  described   $46.00        $20.50  $24.30 

If  with  Galvanized  Legs,  add  $1.40.    If  without  Legs,  deduct  $1.40. 
If  without  Plugs,  deduct  $0.70.     For  Laundry  Tray  Covers  see  page  359. 
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WEIL'S  VIRGINIA  SOAPSTONE  LAUNDRY  TRAYS 

TWO  PART  TRAY,  HIGH  BACK,  BRASS  RIM  CAPPING 


A  -  1  3  4  4 

A  -  1  3  4  4  illustrates  "Weil's"  Two  Part  Virginia  Soapstone  Laundry  Tray  with  High 
Back  and  Brass  Rim  Capping;  fitted  with  Galvanized  Legs,  A-1363  Brass 
Waste  Plugs  and  Brass  Soap  Cup. 

DIMENSIONS   AND  PRICES 
Width  24  inches;      Depth  16  inches;      Height  of  Back  12  inches. 

Length         -        -        -        -        -       -        -     4  Ft.       4  Ft.  6  in.        5  Ft. 

A-  1  3  44  As  described  (without  Faucets)   $29.50        $84.50  $89.75 

If  with  A-1362  Waste  Plugs  with  Couplings,  add  $0.80. 
If  with  Painted  Legs,  deduct  $1.40. 

ONE  PART  TRAY  WITH  COVER 


A  -  1  3  4  5 

A  -  1  3  4  5  illustrates  "Weil's"  One  Part  Virginia  Soapstone  Laundry  Tray  without 
Back,  with  Ash  Cover,  Painted  Legs  and  A-1363  Brass  Waste  Plugs. 
DIMENSIONS   AND  PRICES 
Width  24  inches:  Depth  16  inches. 

Length  -        -        -        -        -        -        -     2  Ft.        2  Ft.  6  in.         3  Ft. 

A- 1  345  As  described  ..r   $13.50        $15.00  $16.50 

If  without  Cover,  deduct  $2.75.  If  with  A-1362  Waste  Plug  with  Coupling,  add  $0.40. 
For  Brass  Rim  Capping,  add  for  2  Ft.  Tray  $4.50 ;  2  Ft.  6  in.  $5.00 ;  3  Ft.  $5.50. 
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WEIUS  VIRGINIA  SOAPSTONE  LAUNDRY  TRAYS 

SINK  AND   LAUNDRY   TRAY  COMBINED 


A  -  1  3  4  6 

A  -  1  3  4  6  illustrates  ''Weil's"  Virginia  Soapstone  Laundry  Tray  and  Sink  combined 
with  Ash  Drain  Board,  Painted  Legs,  A-1368  Brass  Waste  Plugs,  A-1035 
Brass  Sink  Strainer  and  Galvanized  Soap  Cup. 

DIMENSIONS   AND  PRICES 
Length  of  Tray  24  in.;  Outside  Depth  of  Tray  16  in.;  Inside  Depth  of  Sink  6  in. 
Heig'ht   of  Back   12  inches. 
Length  -        -        -        -        -        -        -     4  Ft.        4  Ft.  6  in.         5  Ft. 

A-  1  34  6  As  described  (without  Faucets)   $22.00        ip26.50  $31.25 

I£  with  Galvanized  Legs,  add  $1.40;  If  with  A-1038  Strainer  and  A-1362  Waste  Plug 
with  Couplings,  add  $0.80  ;  If  with  End  Piece  for  Corner,  add  $2.50. 


THREE  PART  TRAY,  HIGH  BACK  AND  BRASS  RIM 


A  -  1  3  4  7 

A  -  1  3  4  7  illustrates  "Weil's"  Three  Part  Virginia  Soapstone  Laundry  Tray  with 
Pligh  Back  and  Brass  Rim  Capping,  Galvanized  Legs,  Brass  Soap  Cups 
and  A-1363  Brass  Waste  Plugs. 

DIMENSIONS    ANI>  PRICES 
Width  24  inches;  Depth  16  inches;  Height  of  Bade  12  inches. 

Length    -        -        -        -        -        -     6  Ft.  6  Ft.  6  in.  7  Ft.  7  Ft.  6  in.    8  Ft. 

A-  1  347  As  described  {without  Faucets)...  $50.75  $56.25  $59.75  $63.25  $84.25 
If  with  Painted  Legs,  deduct  $2.10. 
If  with  A-18(>2  Waste  Plugs  with  Couplings,  add  $1.20. 
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WEIUS  WHITE  GRANITINE  LAUNDRY  TRAYS 

TRAY   AND   HIGH    BACK  INTEGRAL 


A  -  T  3  5  O 

A  -  1  3  5  0  illustrates  Weil's  White  (;ranitine  Laundry  Tray  with  6  inch  High  Back  In- 
oi"''  I^"?  Capping  and  Zinc  Wringer  Guards,  fitted  with  Overflow 
Waste  Plugs  with  Collars  and  Painted  Iron  Legs. 

DIMENSIONS   AND  PRICES 

TWO   P  A  R  T  T  R  A  Y 

T«r,c.+Y''^*^'        inches;  Depth  16  inches. 

A     i  o  ^  n    ^^"^^'^  ■        -        -        -        -        -        -     4  Ft.        4  Ft.  6  in.         5  Ft. 

A  -  1  d  o  U  As  described  (without  Faucets)    $16.40        $18.90        $20  40 

THREE  PART  TRAY 

DIMENSIONSANDP  RICES 

T^v^o-fi^^''^^'^       inches;  Depth  16  inches. 

X     i  o  .  .    ^^"^th  -        -        -        -        .        .        -     6  Ft.        6  Ft.  8  in.   7  Ft.  6  in. 

A-loi)l  As  described  above  (without  Faucets)   $27.10        $30.10  $34.10 

If  with  (Galvanized  Legs,  add  for  each  Leg  70c. 
If  with  Brass  Rim  Capping  and  Brass  Wringer  Guards,  add 
For  Two  Part  Tray,  4  ft.  $4.00;  4  ft.  6  in.  $4.25;  5  ft.  $4.50. 
For  Three  Part  Tray,  0  ft.  $0.00 ;  0  ft.  8  in.  $6.25;  7  ft.  6  in.  $6.50. 

Wc  cannot  too  highly  recommend  the  above  line  of  Trays  as  very  desirable 
tor  liigh  class  work.     I  hey  present  a  handsome  appearance  being  almost  a  pure  white 
in  color  and  tinished  a  very  smooth  surface  from  which  any  stains  may  be  readily  ' 
washed  off,  thus  retammg  indefinitely  their  clean  white  color.    The  inside  corners  are 
rounded  so  as  to  avo^d  lodging  places  for  dirt,  lint,  etc.,  making  it  a  perfectly  Sanitary 
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WEIL'S  WHITE  GRANITINE  LAUNDRY  TRAYS 

■7     '  TRAY   WITHOUT   HIGH  BACK 


^^^^^^^^^^ 


A  -  1  3  5  2 

A  -  1  3  5  2  illustrates  "Weil's"  White  Granitinc  Laundry  Tray  with  Zinc  Rim  Capping 
and  Zinc  Wringer  (aiards,  fitted  with  Overflow,  Waste  Plugs  with  Collars 
and  Painted  Iron  Legs. 

DIMENSIONS   AND  PRICES 

TWO   PART  TRAY 

Width  24  inches;  Depth  16  inches. 

Length  -        -        -        -        -        -        -     4  Ft.        4  Ft.  6  in.  5  Ft. 

A-  1  3  52  As  described    $14.40        $15.9(1  $17.40 

'  THREE  PARTTRAY 

Length  -        -        -        -        -        -        -     6  Ft.        6  Ft.  8  in.    7  P"t.  6  in. 

A-  1  3  5  3  As  described  above    $2!^.(>0        $:>5.10  $28.10 

If  with  Galvanized  Legs,  add  for  each  Leg  70c.  . 
If  with  Brass  Rim  Capping  and  Brass  Wringer  Guards,  add 
For  Two  Part  Tray,  4  ft.  $3.50;  4  ft.  G  in.  $3.75;  5  ft.  $4.00. 
For  Three  Part  Tray,  6  ft.  $5.50;  G  ft.  8  in.  $5.75;  7  ft.  ()  in.  $G.OO. 

We  cannot  too  highly  recommend  the  above  line  of  Trays  as  very  desirable  for 
high  class  work.  They  present  a  handsome  appearance  l>eing  almost  a  pure  white  in 
color  and  finished  a  very  smooth  surface  from  which  any  stains  may  be  easily  washed 
off,  thus  retaining  indefinitely  their  clean  white  color.  The  inside  corners  are  rounded 
so  as  to  avoid  lodging  places  for  dirt,  lint,  etc.,  making  it  a  perfectly  Sanitary  Fixture. 
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WEIL'S  GRANITINE  LAUNDRY  TRAYS 

ONE   PART  TRAY  WITHOUT   HIGH  BACK 


A  -  1  3  5  4 


A-  1  3  54  illustrates  Weil's  One  Part  (^ranitine  Laundry  Tray  with  Zinc  Rim  Cap- 
pmg ;  iittcd  with  Waste  Plug,  Waste  Collar  and  Painted  Iron  Legs. 

dim]^:nsions  an  d  prices 

Width  2  4  inches.                      Depth  16  inches. 
Length                                                         inches      25  27  31 

A  -  1  3  5  4  As  described  (without  Faucets)   $7.40        Jp7.90  $8.90 

ONE   PART  TRAY  AND  6-INCH    BACK  INTEGRAL 


A  -  1  3  5  5 


A  -  1  3  t)  ;)  illustrates  Weil's  One  Part  Granitine  Laundry  Tray  and  (>  inch  Integral 
High  Back,  with  Zinc  Rim  Capping  with  Wringer  Guard;  fitted  with  Waste 
Plug,  Waste  Collar  and  Painted  Iron  Legs. 

DIMENSIONS    AND  PRICES 
Leng-th      -  inches      25  27  31 

A  -  1  3  5  5  as  described  (without  Faucets)    $9.15        $9.85  $10.90 

If  with  Galvanized  Legs,  add  $1.40;  if  with  Galvanized  Soap  Cup,  add  50c. 
If  with  Brass  Rim  Capping  and  Wringer  Guard,  add  for  25  inch  Tray  $2  00*  for  27 
inch,  $2.25;  for  31  inch,  $2.50. 
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WEIL'S  GRANITINE  LAUNDRY  TRAYS 

TWO   PART  TRAY   WITHOUT   HIGH  BACK 


A  -  1  3  5  6 

A-135G  illustrates  Weil's  Two  Part  Granitine  Laundry  Tray  with  Zinc  Rim  Cap- 
ping fitted  with  Waste  Plugs,  Waste  Collars  and  Painted  Iron  Legs. 

DIMENSIONSAND    P- RICES 

Length  - 
Width        -        .        =  _ 
Depth  _        -  _ 

A-  1  3  5  6  as  described  (without  Faucets)   $10.90    tpil.40    $12.90  $13.40 

Add  for  Wringer  (Uiards,  $2.50. 


inches  -  48 
inches  21 
inclies     .  16 


48 
24 
16 


54 
24 
16 


60 
24 
16 


TWO   PART   TRAY   AND   6-INCH    BACK  INTEGRAL 


A  -  1  3  5  7 

A  -  1  3  5  7  illustrates  Weil's  Two  Part  Granitine  Trays  and  6  inch  Integral  High  Back, 
with  Zinc  Rim  Capping  with  Wringer  Guards,  fitted  with  Waste  Plugs, 
Waste  Collars  and  Painted  Iron  Legs. 

D  I  M  TO  N  S  I  O  N  S    A  N  D    P  R  I  C  E  S 

Width  24  inches;  Depth  16  inches. 

Length  _____        inches        48  54  60 

A-1  3  57  as  described  (without  Faucets)   $15.40        $17.90  $19.40 

If  with  Galvanized  Legs,  add  $1.40;  if  with  Galvanized  Soap  Cup,  add  50c. 
If  with  Brass  Rim  Capping  with  Wringer  Guards,  add  for  48  inch  Tray,  $4.00;  for 
54  inch,  $4.25;  for  60  inch,  $4.50. 
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WEIUS  GRANITINE  LAUNDRY  TRAYS 


THREE   PART  TRAY   WITHOUT   HIGH  BACK 


A  -  1  3  5  8 

A  -  1  8  5  8  illustrates  Weil's  Three  Part  (iranitine  Laundry  Tray  with  Zinc  Rim  Cap- 
ping, fitted  with  Waste  Pltigs,  Waste  Collars  and  Painted  Iron  Legs. 

DIMENSIONS   AND  PRICES 

Leng-th  .        _        _        _        inches       72  72  80  90 

Width         -        ,        _        _  inches       21  24  24  24 

Depth  inches       16  16  16  16 

A-  1  3  5  8  as  descrihed  (without  Faucets)   .1^17.10     $18.10  $20.10  $21.10 

Add  for  Wringer  (iuards  $8,75. 

THREE   PART  TRAY   AND   6-iNCH    BACK  INTEGRAL 


A-1  3  5  9 

A  -  1  3  5  9  illustrates  Weil's  Three  Part  ( iranitine  Laundry  Tray  and  6  inch  Integral 
High  Back,  with  Zinc  Rim  Capping  with  Wringer  Guards;  fitted  with 
Waste  Plugs,  Waste  Collars  and  Painted  Iron  Legs. 

DIMENSIONS    AND  PRICES 

Width  24  inches;  Depth  16  inches. 

Length  -    ,    -        -        -        -        inches        72  80  90 

A-  1  3  5  9  as  described  (whhout  Faucets)   $24.10        $27.10  $29.10 

If  with  Galvanized  Legs,  add  $2.10;  if  with  two  Galvanized  Soap  Cups,  add  $1.00. 
If  with  Brass  Rim  Capping  with  Wringer  Guards,  add  for  72  inch  Tray, 
$0.00;  for  80  inch,  $6.25;  for  90  inch,  $6.50. 
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WEIUS  GRANITINE  LAUNDRY  TRAYS 

TWO   PART  TRAY   WITH    14- INCH    HIGH   SEPARATE  BACK 


A  -  1  3  6  O 


A-  1  3  00  illustrates  Weil's  Two  Part  (jranitinc  Laundry  Tray,  with  14  inch  Separate 
High  Back,  Zinc  Rim  with  Wringer  Guards  ;  fitted  with  Waste  Plugs, 
Waste  Collars  and  Painted  Legs. 

I>  I  MT^:  N  S  I  O  N  S    AND    r  11  I  C  K  S 

Leng-th  „        _        _        _        inches       4S  48  54  fiO 

Width         -        -        -        _  inches    "  21  24  24  24 

Depth     -----        inches       16  16  16  16 

A-  1  3  60  as  described  (without  Faucets)   .$10.90    ^17 AO    Jf20.40  Jp22.40 

THREE  PART  TRAY   WITH   14- INCH    HIGH   SEPARATE  BACK 


A  -1  3  6  1 

A- 130  1  illustrates  Weil's  Three  Part  (h-anitine  Laundry  Tray,  w^ith  14  inch  Sep- 
arate High  Back,  Zinc  Rim  with  Wringer  ( Uiards  ;  iitted  with  Waste  Plugs, 
Waste  Collars  and  Painted  Legs. 

DIMENSIONS   AND  PRICES 
DenpTth  _        _        _        _        inches       72  72  80  90 

Width         -        -        .        -  inches       21  24  24  24 

Depth     -----        inches       16  16  16  16 

A-lBOl  As  described  (without  F^aticcts)   ..$20.10    $27.10    $30.00  $83.10 

If  with  Galvanized  Legs,  add  $2.10;  if  with  two  Galvanized  Soap  Cups,  add  $1.00. 
If  with  Brass  Rim  Capping  and  Wringer  (niards,  add  for  21x72  inch  Tray,  $7.20;  for 
24x72  inch,  $7.50;  for  24x80  inch,  $8.10;  for  24x00,  $8.70. 
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WEIL^S  WASH  TRAY  TRIMMINGS 


LAUNDRY  TRAY  PLUG 
WITH  COUPLING 


LAUNDRY  TRAY  PLUG 


LAUNDRY  TRAY  LEG 


A  - 

A  - 1  3  6 
A-136 
A  -  1  3  6 
A-136 
A  - 1  3  6 
A-136 
A-136 
A-136 


1362  A-136  4  A-1365 

2  Brass  Plug  with  1  V-  inch  Coupling.  Each  ifOJo 

3  Brass  Plug  with  BoUs  Each  .3o 

4  (Galvanized  Soap  Cup,  Hanging  Pattern  Each  50 

4  Brass  Soap  Cup,  Hanging  Pattern  .....Each  l.UU 

5  14x15  Painted  Leg  for  Granitine  Tray   Each  .iO 

5  14x15  Galvanized  Leg  for  (Granitine  Tray   Each  1.40 

5  16x161/2  Painted  Leg  for  Soapstone  Tray  Each  ./O 

5  16x16Vj  (Galvanized  Leg  for  Soapstone  Tray   Each  1.40 

WRINGER    BASE  FOR 
LAUNDRY  TRAY  COVER  PORCELAIN  TRAY 


A  -  1  3  6  6  A  -  1  3  6  7 

A-1366   LAUNDRY  TRAY  COVER 

I^ength  of  Trav      -      -      inches     24  48  54  72  84 

A  - 1  3  G  6  Ash  Wood    $2.50        $3.50        $4.50        $5.50  $7.50 

A-1367   WRINGER  BASE 

A  -  1  3  6  7  Brass  Bonnd  Ashwood  Wringer  Base  for  Porcelain  Lanndry  Tray 

with  Long  BoUs  $'^-*^^ 

CONTINUOUS   WASTE  WRINGER  GUARD 


A-1  368  A-1369 

A  -  1  3  6  8  Rough  Brass  1      inch  Waste  and  Tr^ip  for  tv^o  Trays   $  9.00 

A-  1  3  6  8  Rough  Brass  1  V.  inch  Waste  and  Trap  for  three  Trays   10.50 

Add  for  2  inch  Trap  $3.00. 
Add  for  Nickel  Plated  Waste  and  Trap  $1.75. 
Wringer  (Uiard  to  attach  to  Soapstone  or  (^yranitine  Tray, 
A-  1  3  69  ( lalvaniz  cd  Each  $0.00;    Brass  Each  $2.00 
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STANDARD 
UPRIGHT 


WEIUS  GALVANIZED  RANGE  BOILERS 


A-1  3  7  0 


Capacity, 

Diameter, 

Length, 

List 

Gallons 

Inches 

t^'eet 

Prices 

12 

10 

3 

$12.50 

18 

12 

3 

14.50 

21 

12 

15.50 

24 

12 

4 

15.75 

24 

14 

3 

19.00 

27 

12 

41/0 

18.50 

28 

14 

31/2 

20.25 

30 

12 

5 

19.00 

32 

14 

4 

21.00 

35 

13 

5 

21.00 

36 

12 

6 

24.50 

36 

14 

4  Mi 

21.50 

40 

14 

5 

24.00 

42 

16 

4 

26.00 

47 

16 

30.00 

48 

14 

6 

30.00 

52 

16 

5 

31.00 

53 

18 

4 

31.50 

63 

16 

6 

38.00 

66 

18 

5 

38.00 

79 

IS 

6 

44.00 

82 

20 

5 

45.50 

98 

20 

6 

61.50 

100 

22 

5 

63.50 

120 

22 

6 

74.00 

120 

24 

5 

72.50 

144 

24 

6 

103.00 

168 

24 

7 

120.00 

192 

24 

8 

132.00 

EXTRA 
U  P  R  I 


HEAVY 
G  H  T 


A-1  3  7  1 


HORIZONTAL 


A  -  1  3  7  2 

A  -  1  3  7  2  List  Prices,  same  as  above  for  Upright  Boilers. 

SPECIALTAPPINGS 

All  boilers  are  fitted  regularly  with  Spuds  tapped  for  1  inch  iron  pipe ;  for  larger  size 

tappings  the  following  net  prices  will  be  added, 
^i^^e        -        -        .        -     _   .          inches    IV4         1%  2  2 3  4 

ii.ach  specially  tapped  opcnmg,  net   $0.25    $0.25    $0.50    $1.00    $150    $2  00 
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WEIUS  GALVANIZED  RANGE  BOILERS 

WITH  ONE-INCH  GALVANIZED  IRON  STEAM  COILS 


PRICES  OK  COILS  ONI^Y  FITTED  INTO  BOILERS,  TO  BE  CHARGED  FOR 
IN  ADDITION  TO  REGULAR  PRICE  OF  BOILERS 


Diameter  of  Boiler,  itiches  12 
Galvanized  1  inch  Coils  $10.50 


14 


$16.00 


18 

$18. a) 


20  22 

$21.00  $25.00 


24 

$30.00 
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WEIUS  GALVANIZED  IRON  TANKS 


A-1377   GALVANIZED  IRON   BRAZIERS  TANKS 

DIMENSIONS    AND  PRICES 
Size       -        inches     9x15    10x12    10x15     9x18    12x12  10x18    12x15    12x20  12x24  12x30 
Capacity,     Gallons        4         4  5  5  6         6  TVo         10        12  ^^ 

A-  1  3  7  7  Each  . .   $6.00  $6.00  $6.25  $6.25  $6.50  $6.50  $7.00  $8.00  $8.50  $10.00 

Braziers  Tanks  are  made  only  to  order,  when  ordering  send  sketch  showing  size  and 

location  of  openings. 


A-1378   GALVANIZED   IRON   AIR  TANKS 

DIMENSIONS    AND  PRICES 

Capacity,     dSltll  ''f     '\T    ''ft'     ''it'     ''fo'  ^'M' 

A-  1  3  7  8  Each..    $6.25  $7.00  $8.00  $14.50  $15.50  $15.75  $19.00  $24.00  $31.00 

A-1379   GALVANIZED  IRON   CALCIUM   LIGHT  TANKS 

DIMENSIONS    AND  PRICES 

Capacity  "  '  "  '  "  ^'^^J^^""  ^2x36  12x48  12x60  14x60 
^^dpaciiy  _  Gallons         IS  24  30  40 

A-  1  3  7  9  Each   fj;i4.50    $15.75    $19.00  $24.00 

A-1380   GALVANIZED   IRON   SPECIAL  TALKS 

DIMENSIONS   AND  PRICES 

Capacity                                    a^Uon's  '      'V  '  ''f  ^eyf 

A-  1  3  80  Each   $G.O0    $6.00    $6.25    $6.25    $6.25  $7.00 
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WEIL'S  BOILER  STANDS  AND  HANGERS 

REGULAR  PATTERN  LOW  PATTERN  YOUNG'S 

21  INCHES  HIGH  18  INCHES  HIGH  ADJUSTABLE 


A-1381 

A-1382 

A-1383 

Diam.  of  Ring,   inches  12 

IS 

14 

16 

18 

20 

22 

24 

For  Boiler  Size,  Gallons  30 

35 

40 

52 

66 

82 

100 

120 

A-1381             Each  $1.25 

$1.30 

$1.40 

$1.85 

$2.00 

$2.25 

$2.75 

$3.50 

A  -  1  3  8  2            Each  1.25 

1.30 

1.40 

1.85 

2.00 

2.25 

2.75 

3.50 

A  -  1  3  8  3  Plain,  Each  1.70 

1.75 

1.80 

2.15 

2,55 

3.00 

3.35 

4.35 

A  -  1  3  8  3  Galv.    Each  2.50 

2.60 

2.70 

3.20 

3.80 

4.50 

5.00 

6.50 

FOSTER  WROUGHT   IRON  WROUGHT  IRON 

PATTERN  HANGER  FOR  HOR-         BRACKET  FOR  HOR- 

IZONTAL BOILER  IZONTAL  BOILER 


A-1384  A-1385  A  1386 


A-1384    FOSTER  PATTERN 

A-  1384     Plain,  for  30,  35  or  40  Gallon  Boiler  Each  $1.25 

WROUGHT    IRON    HANGERS    AND  BRACKETS 

Size      -        inches        12  14  16  18  20  22  24 

A-1385     Per  Pair  $6.50    $6.80    $7.00    $7.50    $8.00    $8.80  $9.80 

A- 1386     Per  Pair  11.00    11.50    12.50    13.50    19.00    20.00  28,00 
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WEIUS    COMBINED    KITCHEN    BOILERS    AND  HEATERS 


*PEER  LESS'* 
FULL  VIEW 


"PEERLESS" 
SECTIONAL  VIEW 


A-1  3  8  7 


A-1388 


The  "Peerless"  Combined  Gas  Water  Heater  and  Kitchen  Boiler  is  the  most 
perfect  and  satisfactory  apparatus  of  its  kind  for  supplying  hot  water  for  domestic 
purposes.  In  appearance,  as  a  glance  at  illustration  will  suggest,  it  is  similar  to  the 
ordinary  Galvanized  Kitchen  Boiler  except  that  the  shell  is  extended  at  bottom  of 
Boiler  to  enclose  the  Heater,  The  construction  and  operation  of  Heater  are  very 
simple.  It  is  comprised  of  Burner,  Disc  or  Spreader,  Air  Mixer  and  Pilot,  The  cold 
water  pipe  passes  from  boiler  through  burner  to  disc  or  spreader  where  water  is 
quickly  heated  and  circulation  created  through  hot  water  pipe  to  fixtures. 

The  Pilot  Burner  when  lighted  will  keep  the  water  hot  and  circulation  continuous 
at  a  merely  nominal  cost. 


CAPACITIESANDPRICES 

Cap.  of  Boiler  (Nominal)  Gall.         18  30  40  66  82  100 

Dimensions  of  Boiler   -    inches     12x36        12x60        14x60       18x60  20x60  22x60 

A-1387    $25.00    $26.00    $28.00    $52.00  $57.00  $80.00 


Price  of  Boiler  Stand  not  included  in  above  list. 
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WEIL'S  COMBINED   KITCHEN    BOILERS  AND  HEATERS 


THE  "CHALLENGE* 
FULL  VIEW 


THE "CHALLENGE" 
SECTIONAL  VIEW 


A  - 1  3  8  9 


A  -  I  3  9  O 


The  "Challenge"  Combined  Gas  Water  Heater  and  Kitchen  Boiler  consists  of  a 
regular  type  of  Range  Boiler  Encased  with  Double  Sheet  Steel  Jackets  with  Asbestos 
Inner  Lining,  Jacket  extending  below  and  enclosing  Cast  Iron  Gas  Water  Heater. 

Capacity  and  Price. 

A-  1  3  8  9  Nominal  Capacity  of  Boiler  30  Gallons,  outside  diameter  of  Jacket  14 
incites    $40.00 

Price  of  Boiler  Stand  not  included  in  above  list. 
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WEIUS  GAS  WATER  HEATERS 


THE  "IDEAL"  CONNECTED 

UOT  WATifR  5UHHLY 


A1391  A-1392  A -1393 

The  "Ideal"  Water  Heater  we  consider  one  of  the  most  efficient  Heaters  on  the 
market.  It  is  made  of  a  series  of  Iron  or  Brass  Discs  encased  in  Cast  Iron  Jacket 
having  a  door  of  ample  size  through  which  easy  access  may  be  had  to  the  Discs  for 
purpose  of  cleaning.  It  has  a  powerful  Burner,  made  in  two  separate  sections,  each 
a  burner  in  itself  and  supplied  with  separate  valves. 

Made  in  two  Sizes. 

CAPACITY   AND  PRICE 
No.  11,  5  Sections  for  30  Gallon  Boiler;  No.  13,  7  Sections  for  40  Gallon  Boiler. 

Kind   of   Discs    ------       Cast  Iron    Galv.  Iron  Brass 

x\-139  1  No.  11  for  30  Gallon  Boiler   $11.00        $14.00  $15.00 

A- 139  1  No.  13  for  40  Gallon  Boiler   13.00         17.00  19.00 

Unless  otherwise  specified  Heaters  will  be  shipped  with  Cast  Iron  Discs  and 
for  manufactured  Gas. 
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WEIUS    WATER  HEATER 


'LAWSO  N"  FOR  GAS 


"LAWSON"  FOR  GASOLINE 


fill  ^jpil 


A -1  39  4  I        %  A-139  5 


A-1394  LAWSON   HEATER   FOR  GAS 

Numbers      -----           0               1            11/2  2  3 

Dimensions           -        inches    7i^xl2y2     7^^x15     TVaxlS  71/2x20  71/2x24 

For    Boiler   Capacity,    Gall.      24  to  30    30  to  32    30  to  40  40  to  50  50  to  100 

A-  1  3  9  4  With  Russia  Iron  Jacket           $11.00    $12.50    $15.00  $20.00  $30.00 

A  -  1  3  9  4  With  Brass  Jacket                    13,00      15.00      18,00  24.00  85.00 


A-1495   LAWSON    HEATER    FOR  GASOLINE 

Numbers       -      --      --      --      --      -            1  2 

Dimensions       -------         inches       6x26  7 1/2x29 

For  Boiler  Capacity  Gallons    24  to  30  30  to  50 

A-  1  3  9  5  With  Russia  Iron  Jacket                                        $20,00  $34.00 

A-  1  3  9  5  With  Brass  Jacket                                                  25.00  37.00 

The  Lawson  Heater  is  of  the  coil  pattern,  the  coil  being  constructed  of  heavy 
copper  seamless  tubing  which  will  withstand  any  city  pressure. 
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WEIL'S  INSTANTANEOUS  WATER  HEATERS 

THE  *'HUMPHR  EY" 


NOS.  2  AND  10   PATTERN  NOS.  6  AND   8  PATTERN 


Heats  Gall. 


No.  of 

Heater 

Gas  Supply 
from 
Meter 

per  min. 
50  degr.  in 
Temperature 

Height 
inches 

Inches 
Diameter 

Price 

A- 

13  9  6 

Size  No. 

10 

%  inch 

2 

80 

12 

$52.00 

A- 

13  9  6 

Size  No. 

2 

%  inch 

36 

12 

40.00 

A  - 

13  9  7 

Size  No. 

6 

%  inch 

3 

30 

12 

29.00 

A- 

13  9  7 

Size  No. 

8 

.  .     V2  inch 

2V2 

30 

10% 

23.50 

Note  —  No.  10  Heater  has  Nickel  Plated  Shower  Attachment. 


More  Humphrey  Heaters  are  used  each  year  than  all  other  kinds  combined.  Every 
Humphrey  Instantaneous  Bathroom  Water  Heater  is  made  of  copper,  the  valves  of 
brass;  all  thoroughly  nickel  plated  and  highly  polished;  the  large  powerful  burners 
are  of  cast  iron  and  the  shelf  of  enameled  steel.    They  are  practically  indestructible, 
a  necessity  in  every  bathroom  and  an  ornament  in  the  finest. 

Every  Heater  should  be  connected  to  a  Vent  Pipe. 
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WEIUS  AUTO-THERMAL  INSTANTANEOUS  WATER  HEATERS 


THE  "HUMPHREY' 


A-1  3  9  8 

We  consider  the  ^'Humphrey"  the  most  simple,  satisfactory,  safe  and  economical 
Heater  made.  All  workinb  parts  are  of  brass  and  copper.  The  heavy  seamless  cop- 
per coils  are  guaranteed  to  stand  a  working  pressure  of  300  pounds.  The  burners 
and  jacket  are  of  cast  iron  with  an  inner  jacket  of  cast  iron  between  which  jackets 
is  a  dead  space  which  prevents  radiation  of  heat  and  thus  maintains  the  efficiency  of 
Heater  at  its  highest  point.  The  pilot  light  is  extremely  small  and  automatically  con- 
trolled, the  themostat  is  external,  positive  and  extremely  sensitive  and  the  gas  and 
water  control  are  perfect.  When  the  outflowing  water  reaches  140  regrees  the  large 
burners  shut  off,  saving  gas,  the  hot  water  continuing  to  flow.  When  the  hot  water 
cools  to  below  130  degrees  the  large  burners  start  up  again  until  water  again  reaches 
140  degrees.  This  is,  we  believe,  the  most  economical  Heater  made.  To  convey  an 
idea  of  the  approximate  cost  of  operating,  it  may  be  stated  that  with  coal  gas  at  $1.00 
per  1,000  cubic  feet,  50  gallons  of  water  at  a  fixed  temperature  of  118  degrees,  drawn 
at  once  or  a  gallon  at  a  time,  may  be  obtained  for  a  cost  of  five  cents. 

This  heating  capacity  is  based  upon  a  normal  water  temperature  of  50  degrees. 
Water  at  a  higher  temperature  than  that  stated  above  may  be  obtained  by  reducing  the 
flow  of  water  through  Heater. 

CAPACITIES  AND  PRICES 

Number  3a  4A  6A 

Gas  Supply  Connection  -----  inches  1  1  1^ 

Heats  per  min.  63  degrees      -  Gallons  3  4  6 

Gas  used  per  min.   -  Cubic  feet      3  4  6 

Size  of  Meter        -  -      -      -      -      -  Feet  30  40  60 

Dimensions  of  Heater    -----  inches  21x40  24x45  26x48 

Shipping  Weight    Pounds  300  325  375 

A  -  1  3  9  8  Price  $85.00      $100.00  $130.00 
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WEIUS  CAST  IRON  WATER  HEATERS 

FOR    STORAGE  TANKS 


A-1  400 


The  "Weil"  Cast  Iron  Storage  Tank  Water  Heater  we  consider  the  most  perfect 
Heater  on  the  market.  It  is  manufactured  for  us  exclusively,  under  our  personal 
direction  and  embodies  all  the  most  desirable  features  of  a  first  class  Water  Heater. 
It  is  very  simple  in  construction  comprising  but  three  parts,  viz.,  fire  pot  and  water 
section  in  one  casting,  ash  pit  and  smoke  dome.  The  water  section  has  top  crown 
waterway  cross  connected,  its  interior  surface  is  corrugated,  thus  increasing  the  direct 
heating  or  fire  surface  fully  one-third  more  than  that  of  the  ordinary  flat  surface.  It 
also  provides  for  the  admission  of  air  around  the  outer  edges  of  fire  insuring  perfect 
combustion  and  consequent  economy  of  fuel. 

The  fire  pot  is  of  unusual  depth,  providing  for  a  deep  bed  of  coal  as  well  as 
sufficient  space  between  fuel  and  crown  for  combustion  space.  It  has  clinker  door  at 
grate  line  of  ash  pit. 

The  ash  pit  is  of  the  one-piece  type  with  a  large  ash  door  for  the  removal  of 
ashes. 

The  grate  is  of  the  shaking  and  dumping  pattern  constructed  for  the  burning  of 
fine  coal,  either  hard  or  soft,  or  of  gas. 

The  smoke  dome  is  provided  with  clean  out  door  in  front  and  check  draft  in  rear. 


DIMENSIONS   AND  PRICES 


Numbers  o 
Diam.  of  Grate    -      -      -      in.  10 

Size  of  Base      -      -      -      -  in.  17x17 

Diam.  of  Fire  Pot      -      -      in.  141^ 
Height   of   Water   Section,    in.  18 
Height,  floor  to  top  of  dome,  in.  30 
Tank   Heating  Capacity,    Gall.  90 

A-  1  4  0  0  Price   $34.00 


10 

12 

16 

18 

20 

22 

10 

12 

12 

15 

17 

19 

17x17 

20x20 

20x20 

20x24 

25x25 

27x27 

14^ 

161/4 

16% 

22 

21 

23 

22 

20 

24 

26 

28 

29 

34 

32 

36 

45 

41 

42 

120 

150 

200 

380 

425 

600 

40.00 

57.00 

65.00 

83.00 

102.00 

138.0C 
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WEIL'S  LAUNDRY  HEATERS 

THE  *'WEIL" 


A-1  401 


A  glance  at  the  above  illustration  will  suggest  a  Heater  that  is  of  exceptionally 
well  proportioned  dimensions  and  properly  made  for  service  in  the  Laundry.  The 
fire  pot  and  water  section  are  in  one  casting,  with  bafflle  plate  which  forces  the  fire  to 
travel  to  an  opening  in  front,  then  around  the  outside  of  baffle  plate  on  both  sides  in- 
stead of  a  direct  draft  to  chimney,  as  most  heaters  are  made.  This  fire  travel  neces- 
sarily increases  the  efficiency  of  the  Heater  and  greatly  economizes  the  use  of  fuel. 

It  is  provided  with  check  damper  and  clinker  door  and  swinging  bar  pouch  feed 
door  so  that  it  can  be  fed  while  wash  boiler  is  on  top. 

It  will  heat  half  a  dozen  irons,  is  arranged  to  take  any  standard  size  wash  boiler, 
and  will  furnish  60  to  140  Gallons  of  Hot  Water  per  hour.  Burns  hard  or  soft  coal 
or  gas. 


DIMENSIONS   AND  PRICE 

Diameter  of  Grate    -        --        --        --        -  inches  10 

Size  of  Smoke  Pipe      -------  inches  6 

Diameter  of  Top       -        --        --        --        -  inches  24 

Size  of  Tappings  -------        -  inches  1^^ 

Size  of  Feed  Door    -        --        --        --        -  inclies  6x8 

Tank  Heating  Capacity      -        -        -        -    Gallons  per  Hour    60  to  140 


A  -  1  4  0  1  List  Price 


$31.00 
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WEIL'S  STEEL  WATER  HEATERS 


WILK'S  SMALL  PATTERN  WILK'S   SELF-FEEDING  PATTERN 


A-T  4  O  2 


A-1  403 


^    ,  WILK'S    SMALL   PATTERN-NOT  SELF-FEEDERS 

DIMENSIONS   AND  PRICES 

Size  of  Boiler    -----    inches     10x18  12x24       12x30  14x30  14x36 

Tank  Capacity  per  Hour    -      -    Gallons        40  65            75  100  125 

Size  of  Openings      -      -      -      -    inclies        %  1              1  li^ 

Weight       ------    Pounds        75  120          130  180  190 

A-  1  4  0  2  Without  Fire  Door  $30.00  $36.00    $38.00  $44.00  $48.00 

A  -  1  4  0  2  With  Fire  Door                         —  46.00      48.00  54.00.  58.00 


WILK'S    SELF-FEEDERS    WITH  MAGAZINE 

DIMENSIONS   AND  PRICES 


Size  of  Boiler 

inches 

16x30 

16x36 

20x30 

20x36 

20x42 

24x36 

24x42 

Tank  Capacity  per  Hour,  Gall. 

130 

160 

200 

250 

275 

300 

350 

Size  of  Openings 

inches 

IV2 

IVa 

2 

2 

2 

2 

2 

Weight  over  all 

inches 

57 

63 

60 

64 

70 

66 

72 

Weight     -      -  - 

-  pounds 

340 

380 

445 

500 

530 

700 

740 

A-  1  403   

$72.00 

76.00 

90.00 

96.00 

110.00 

126.00 

132.00 

Size  of  Boiler 

inches 

24x48 

30x42 

30x48 

36x42 

36x48 

42x42 

42x48 

Tank  Capacity  per  Hour,  Gall. 

400 

500 

600 

900 

1000 

1200 

1400 

Size  of  Openings 

inches 

2 

3 

3 

3 

3 

3 

3 

Weight  over  all 

inches 

72 

75 

81 

75 

81 

76 

82 

Weight     -      -  - 

-  pounds 

1230 

1280 

1950 

2000 

2600 

2700 

A-  1  40  3   

 $142.00 

160.00 

168.00 

224.00 

236.00 

260.00 

270.00 

WEIL     BROS.,  CHICAGO 


373 


WEIL'S  STEEL  WATER  HEATERS 


TOBASCO  JUNIOR 
SURFACE  BURNERS 


TOBASCO  SURFACE  BURNER  AND 
SELF-FEEDER  WITH  MAGAZINE 


A-1404 


A-1  405 


TOBASCO  JUNIOR,  SURFACE 

DIMENSIONS  AND 
No.  of  Heater  -  -  _  _  _ 
Size  of  Heater  _  -  -  inches 
Tank  Capacity,  per  Hour,  Gallons 
Size  of  Openings  -  inches 
Weight        -      -      _      „  Pounds 

A  -  1  4  0  4  Each    ?40.00 


BURNERS  ONLY 

PRICES 


1 

2 

3 

4 

5 

6 

10x16 

10x18 

12x24 

12x30 

15x30 

15x36 

30 

40 

65 

SO 

100 

120 

1 

1 

1 

1 

125 

130 

200 

215 

280 

300 

?40.00 

$42.00 

$54.00 

$56.00 

$64.00 

$66.00 

TOBASCO    SELF-FEEDERS   AND  SURFACE  BURNERS 


DIMENSIONS   AND  PRICES 

No.  of  Heater                                                   17  ig  2I 

Size  of  Heater      -      -      _      .      inches  17x30  17x36  21x30 

Tank  Capacity,  per  Hour    -        Gallons       130  150  200 

Number  and  Size  of  Openings    -  inches  4-1  Vc  4-11^  4-2 

Weight         -      -      -      -      _        Pounds       400  420  520 

A-  1  4  0  5  Magazine  Feed    $72,00  $76.00  $90.00 

A-  1  40  6  Surface  Burner                           60.00  70.00  80.00 


25 
25x36 

300 
4-2 
780 

$96.00  $126.00 
88.00  116.00 


22 

21x36 
250 
4-2 
550 


No.  of  Heater  -------        26  27  30  31  32 

Size  of  Heater      -      -      _      _      inches  25x42  25x48  30x42  30x48  30x54 

Tank  Capacity,  per  Hour    -        Gallons  350  400  500  600  700 

Number  and  Size  of  Openings    -  inches  4-2  4-2  4-3  4-3  4-3 

Weight         -      -      _      .      _        Pounds  810  840  1100  1150  1240 

A-  1  4  0  5  Magazine  Feed  $132.00  $142.00  $160.00  $168.00  $176.00 

A  -  1  4  0  6  Surf  ace  Burner     122.00  130.00  144.00  156.00  164.00 
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WEIL'S  GARBAGE  CREMATORIES  AND  WATER  HEATERS 


WILK'S   UPRIGHT  TYPE 


A-1407 

The  "Wilks"  is  made  of  heavy  boiler  plate  and  is  carefully  tested  to  100  pounds 
cold  water  pressure.  The  Garbage  Grates  are  made  of  the  very  best  charcoal  iron 
boiler  tubing  and  are  securely  fastened  to  the  inner  shell.  On  the  outer  shell  directly 
opposite  the  ends  of  tubes  are  plugs  v^^hich  may  be  removed  and  the  tubes  thoroughly 
cleaned  of  any  sediment  os  scale  vidiich  may  accumulate.  It  has  large  fire  box  and 
garbage  chamber  and  can  be  fed  with  either  hard  or  soft  coal. 

DIMENSIONS   AND  PRICES 

Nurnbcr                                                                      !  2  3  4 

Number  of  Flats  suitable  for    -      -      -      -         1  to  3  3  to  6  6  to  9  9  to  12 

Height,  Floor  to  Top      -      _      -      -    inches        56  64  66  IZ 

Size  of  Openings    -      -      -      -      -       inches       IJ^  2  Z  ^ 

Tank  Heating  Capacity  per  Hour  -    Gallons       150  300  400  600 

A    1  4  0  7  Price    $90.00  $126.00  $150.00  $210.00 


WETL    BROS.,    CHICAGO  S75 


WEIL'S  GARBAGE  CREMATORIES  AND  WATER  HEATERS 

CRAGINUPRIGHTTYPE 


A  -  1  4  O  8 

^Ar  .  '^^u  "^^'^g^"^"  of  the  most  satisfactory  and  popular  Garbage  Burners  and 

Water  Meatcrs  on  the  market.  It  is  constructed  primarily  as  a  Water  Heater  but 
\vitli  careful  attention  to  the  construction,  arrangement  and  location  of  coil  great 
efficiency  is  attamed  as  a  Garbage  Crematory,  as  well  as  a  Heater  and  for  an  econ- 
nomical  apparatus  for  the  disposal  of  garbage  and  water  heating,  the  ^'Cragin"  is 
most  desirable.  & 

DIMENSIONS   AND  PRICES 

Number  - 

Diameter  of  Base  -  -  -  -  inches 
Heig-ht,  Floor  to  Top  -  -  inches 
Size  of  Opening's  -  -  -  _  inches 
Tank  Heating-  Capacity  per  Hour,  Gallons 
A  -  1  408  Price  


1 

2 

a 

22 

28 

31 

56 

62 

72 

2 

2 

200 

400 

600 

$130.00 

$155.00 

$227.00 

870 
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WEIL'S  GARBAGE  CREMATORIES  AND  WATER  HEATERS 


CRAGIN   HORIZONTAL  TYPE 


A  -  1  4  O  9 


The  "Cragin"  Portable  Horizontal  Type  of  (larbage  Crematory  and  Water  Heater 
we  consider  the  best  apparatus  of  the  kind  manufactured.  A  glance  at  the  illustration 
will  suggest  to  the  practical  mind  a  general  form  of  construction  the  very  best  possi- 
ble to  combine  capacity,  efficiency  and  convenience  for  service  as  an  equipment  for  the 
disposal  of  garbage  and  for  the  supplying  of  hot  water  to  storage  tank. 

It  is  made  of  }i  inch  boiler  plate  60,000  pounds  tensile  strength,  with  stay  bolts 
and  hand  hole  plates  and  riveted  so  as  to  stand  a  pressure  of  125  pounds  to  the  square 
inch.  At  the  point  where  the  coils  pass  through  the  rear  head  a  solid  plate  is  used 
leaving  the  coil  room  to  expand  and  contract  independent  of  the  shell.  The  entire 
shell  has  a  waterway  of  2  inches,  making  the  entire  inner  surface  of  heater  direct  fire 
surface.  Its  general  efficiency  cannot  be  overestimated  and  for  hospital  service  where 
double  sterilization  of  water  is  required  this  apparatus  is  invaluable  as  it  will  sterilize 
the  water  in  both  tanks  at  the  same  time. 


13IMKNSIONS   AND  PIIICES 


Number          _        _        _        _  _ 

4 

5 

6 

Liength        _        _        _        _  _ 

inches 

36 

42 

48 

Width  ------ 

inches 

36 

36 

36 

Height  ----- 

inches 

50 

50 

50 

Number  of  Fiats  suitable  fur 

12  to  18 

18  to  28 

28  to  50 

Tank  Keating'  Capacity  per  Hour, 

Gallons 

800 

1000 

1200 

1  40  9  Price  

$300.00 

Jf375.00 

$450.00 
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WEIUS  STEEL  STORAGE  TANKS 

STANDARD 


A  -  1  4  1  5 

For  ordinary  water  storage  purposes  not  to  exceed  65  pounds  working  pressure, 
tanks  tested  to  100  pounds  hydrostatic  pressure.  Tapped  as  shown  so  that  they  may 
be  used  horizontal  or  vertical. 


STANDARD  TANKS  AND  COILS 

DIMENSIONS  ANI> 


Capacities  Diam. 

Length 

Wetght 

Regular 
Openings 
In. 

Price  Plain  Tanks 

Gallons 

In. 

Ft. 

Lbs. 

Black 

Galvanized 

66 

20 

4 

250 

ly- 

$43.00 

$57.00 

85 

20 

5 

290 

1V2 

45.00 

61.00 

100 

24 

4 

300 

11/2 

47.00 

64.00 

120 

24 

5 

350 

11/0 

.  50.00 

69.00 

140 

24 

6 

400 

52.00 

74.00 

150 

30 

4 

420 

2 

55.00 

79.00 

180 

30 

5 

480 

2 

60.00 

90.00 

220 

30 

6 

540 

2 

64.00 

97.00 

250 

30 

7 

600 

2 

70.00 

106.00 

295 

30 

8 

660 

2 

77.00 

117.00 

315 

36 

6 

740 

2 

82.00 

126.00 

365 

36 

7 

820 

2 

90.00 

139.00 

420 

36 

8 

900 

2 

96.00 

150.00 

525 

36 

10 

1060 

2 

106.00 

170.00 

430 

42 

6 

890 

2 

102.00 

500 

42 

7 

1000 

2 

110.00 

575 

42 

8 

1080 

2 

116.00 

720 

42 

10 

1260 

2 

128.00 

865 

42 

12 

1450 

2 

140.00 

1000 

42 

14 

1650 

2 

156.00 

1125 

42 

16 

1850 

3 

172.00 

PRICES 

Price  Coils  Built 
Size  Coil  ^ 


pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 
pes, 


1 
1 

1% 

iy4 
ly^ 
iy4 
ly^ 
ly^ 
1% 
iy> 
1V2 
1V2 

11/0 
ly- 
iy2 
ly- 
ly- 

11/0 


inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 


in  Unkz 
Biack 
Coil 

$12.00 
12.00 
14.00 
14.00 
16,00 
14.00 
14.00 
16.00 
18.00 
20.00 
20.00 
22.00 
24.00 
28.00 
20.00 
22.00 
24.00 
28.00 
32.00 
36.00 
40.00 


Galv'zed 

Coil 

$15.00 
15.00 
17.00 
17.00 
19.00 
17.00 
17.00 
19.00 
21.00 
23.00 
23.00 
25.00 
28.00 
32.00 
23.00 
25.00 
28.00 
32.00 
36.00 
40.00 
44.00 


MANHOLES  AND  HANDHOLES 

Extra  as  follows : 

Manhole  in  Head  $15.00        Manhole  in  Shell  

Handhole  in  Head   5.00        Handhole  in  Shell  

FLANGED  OPENINGS 

Extra  as  follows: 

Tapped  Size  -        -        inches       2               2V2  3  ZV2 

Each,  Flanged  Openings  extra               $5.00        $5.00  $6.00  $6.00 

If  special  tappings  are  desired,  send  sketch  showing  size  and  locations  of  openings. 
Brass  and  copper  coils  quoted  on  application. 


$25.00 
5.00 


4 

$7.00 
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WEIUS  STEEL  STORAGE  TANKS 

EXTRA  HEAVY 


A  -  1  4  1  6 


For  water  storage  purposes  not  to  exceed  100  pounds  working  pressure,  tested 
to  150  pounds  hydrostatic  pressure.  Tapped  as  shown  so  that  they  may  be  set  in 
horizontal  or  vertical  position.     Horizontal  scams  doul)le  riveted  and  heads  dished. 


apacities  Diam. 
Gallons  Inches 

Length 
Feet 

THICKNESS 
Shell  Heads 
Inches  Inches 

Weight 
Pounds 

Regular 
Opening's 
Inches 

PRICE 
Black 
Tanks 

120 

24 

5 

3 

1  n 

6 

]  H 

400 

1¥2 

$  58.00 

140 

24 

6 

3 

1  6 

460 

62.00 

180 

30 

5 

3 

]  H 

and 

% 

560 

2 

69.00 

220 

30 

6 

3 

1  « 

5  " 

1  H 

% 

640 

2 

73.00 

250 

30 

7 

3 

1  B 

6  <• 

1  B 

% 

700 

2 

82.00 

295 

30 

8 

3 

1  « 

5  " 

]  « 

% 

770 

2 

87.00 

315 

36 

6 

¥4 

1  H 

% 

970 

2 

95.00 

305 

36 

7 

V4 

6  u 
1  H 

% 

1080 

2 

104.00 

420 

B6 

8 

V4 

5  (t 
1  H 

% 

1180 

2 

112.00 

525 

30 

10 

¥4 

% 

1400 

2 

129.00 

430 

42 

0 

¥4 

% 

'Hv 

1230 

2 

113.00 

500 

42 

7 

¥4 

%  " 

7 
1  H 

1350 

2 

124.00 

575 

42 

8 

¥4 

%  " 

7 

1  H 

1480 

2 

135.00 

720 

42 

10 

¥4 

%  " 

7 

I  n 

1750 

2 

153.00 

865 

42 

12 

¥4 

%  " 

7 

1  (i 

2000 

2 

171.00 

1000 

42 

14 

¥4 

%  " 

7 

1  « 

2250 

2 

191.00 

750 

48 

8 

¥4 

%  " 

7 

"1  H 

1800 

3 

168.00 

940 

48 

10 

¥4 

%  " 

7 

1  (i 

2100 

3 

188.00 

1130 

48 

12 

¥4 

%  " 

7 
1  H 

2400 

3 

209.00 

1300 

48 

14 

¥4 

% 

7 

1  It 

2700 

3 

230.00 

MANHOLES  AND  HANDHOLES 

Extra  as  follows  : 

Manhole  in  Head  $15.00        Manhole  in  Shell  $25.00 

Handhole  in  Head   5.00        Handhole  in  Shell   5.00 

DIMENSIONS   AND  PRICES 
Tapped  Size  -        -        inches       2  2V2  3  31/2  4 

Each  Flanged  Opening  extra   $5.00        $5.00        $6.00        $6.00  $7.00 

If  special  tappings  are  desired,  send  sketch  showing  size  and  locations  of  openings. 
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WEIL'S   AUTOMATIC   WATER  SOFTENER  AND 
SCALE  REMOVING  DEVICE 


"D  E  H  N"  PATENT 


A    1  4  1  7 

Showing  the  Compound  Injector  ready 
for  installation. 


A  -  1  4  1  8 

Showing  the  Compound  Injector  with 
Basket  and  Compound  Brick  removed 
from  Interior  of  Feeder. 


Dehn's  Patent  Automatic  Water  Softener  and  Scale  Removing  Device  will  po- 
sitively overcome  the  accumulation  of  Lime,  Magnesia  and  other  Incrusting  Minerals 
in  Water  Backs,  Coils,  or  Heaters  of  any  description  or  wherever  these  difficulties 
are  experienced  and  Hard  Water  is  used  for  general  domestic  purposes.  It  breaks 
Hard  Water  instantly,  making  if  as  soft  as  rain  water. 

It  is  simple  aiid  dural>le,  nothing  to  get  out  of  repair,  anyone  can  operate  it 
after  being  installed.  The  Compound  Brick  will  dissolve 
in  the  water  regardless  of  how  cold  or  Iiot  the  water  may 
be.  For  an  ordinary  residence  you  can  regulate  the  two 
valves  on  Injector  so  that  a  Compound  Brick  will  last  for 
several  weeks,  hence  you  can  obtain  Soft  Water  and  be 
relieved  of  an  endless  trouble  for  the  nominal  sum  of  Three 
Dollars  ($3.00)  a  year. 

One  Compotmd  Brick  will  neutralize  3,000  gallons  of 
water,  all  depends  ttpon  the  acidity  of  the  water.    You  can 
ascertain  by  the  hardness  of  the  water  if  the 
Compound  Brick  is  consumed. 

The  water  can  be  used  for  the  same  pur- 
poses it  was  before  injector  was  installed. 


A  -  1  4  1  9 

I^aundry  Tank  Heater  connected  to  a  Range 
Boiler,  showing  the  Compound  Injector  con- 
nected in  the  Feed  or  Cold  Water  Pipe  from 
the  Range  Boiler  to  the  Heater. 


DIMENSIONS   AND  PRICES 

A  -  1  4  1  7  Compound  Inj  ector, 
For  Iron  Pipe  Size    -  inches 
%  1  1V4:  IV2  2 

$12.00    $15.00    $17.50    $20.00  $23.00 

Compound  Bricks  per  Dozen, 

Extra,  Small  $8.00  ;  Urge  $4.20. 
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WEIL'S  HYDRAULIC  WATER  LIFTS 


TH  E  "V   S  K" 


A  -  1  4  2  O 


DIMENSIONS  AND  PRICES 

Numbers           -        -        -        -   2  4 

Diam.  Power  Cylinder,                        inches  2  2 

Diam.  Suction  Cylinder,                      inches  1%  2 

Length  of  Stroke      -                      ...  inches  3  3 

City  Water  Connection,                        inches  %  V2 

Waste  Connection      -                         inches  %  % 

Suction  Connection                              inches  %  1 

Discharge  Connection,                        inches  %  % 

A- 142  0  Price  $52.50  $55.00 


5 

6 

21/2 

2% 

1% 

2 

3 

3 

% 

% 

% 
% 

% 

I 

% 

% 

$60.00 

$65.00 

CAPACITIES 


Number 

2 
4 

6 


City 
Pressure, 
Pounds 

15  to  bO 
25  to  60 
8  to  40 
15  to  60 


Water  Lifted 
Per  Hour, 
Gallons 

80  to  270 

190  to  480 

65  to  200 

140  to  480 


City  Water 
Used  per  Hour, 
Gallons 

144  to  480 
190  to  480 
183  to  570 
215  to  760 


Extreme 
Height  of 
Lift,  Feet 

50  to  200 

50  to  120 

40  to  220 

40  to  180 


Extreme  Height 

of  Lift  with 
Suction  connected 
to  City  Water, 
Feet 

80  to  330 
100  to  240 
60  to  300 
70  to  300 
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WEIUS  HYDRAULIC  WATER  LIFTS 


THE  "EUREKA' 


A  -  1  4  2  1 


DIMKNSIONS   AND  PRICES 


Numbers           _        _  _  _ 

Diam.  Power  Cylinder,  inches 

Diam.  Suction  Cylinder,  inches 

Length  of  Stroke      -  inches 

City  Water  Connection,  inches 

Suction  Connection  inches 

Waste  Connection      -  inches 

Discharge  Connection,  inches 

Leng-th     -        -        -  inches 

Heig-ht          -        -        -  inches 

A- 142  1  Price  


9 

10 

10 1/2 

11 

12 

13 

21/2 

21/2 

21/2 

31/8 

3% 
3% 

3% 
2% 

1% 

21/2 

31/8 

3% 

5% 

5 

6 

6 

6 

6 

V2 

1/2 

1/2 

% 

% 

% 

% 

1 

1 

1 

1 

% 

% 

% 

1 

1 

1 

% 

% 

1 

1 

1 

1 

25 

25 

28 

28 

29 

29 

13 

13 

17 

17 

18 

18 

3.00 

$60.00 

$70.00 

$80.00 

$100.00 

$100. 

CAPACITIES 

Extreme  Height 

^.^  of  Lift  with 

^        ^  City            Water  Lifted        City  Water  Extreme  Suction  connected 

Number    Pressure,           Per  Hour,       Used  per  Hour,  Height  of  to  City  Water, 

Pounds               Gallons                Gallons  Lift,  Feet  Feet 

9            20  to  40             75  to  120            170  to  250  80  to  160  160  to  320 

10  30  to  40            120  to  160            130  to  170  60  to     80  120  to  160 
101/2              50                       200                        170  60  120 

11  30  to  40            175  to  230            185  to  245  60  to     80  120  to  160 

12  30  to  40            250  to  300            265  to  320  60  to     80  120  to  160 

13  20  to  40            120  to  220            250  to  480  80  to  160  160  to  320 


The  above  table  is  based  upon  a  lift  of  15  feet  from  the  cistern,  a  lift  of  more 
or  less  than  this  height  will  give  a  corresponding  decrease  or  increase  in  the  volume 
of  water  discharged,  the  consumption  of  city  water  being  in  the  same  proportion  as 
above. 
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WEIL'S  HYDRAULIC  WATER  LIFTS 


THE  "TRIUMPH" 


A  -  1  4  2  2 


DIMENSIONS   AND  PRICES 


Numbers  _        _  _  _ 

Diam.  Power  Cylinder,  inches 

Diam.  Suction  Cylinder,  inches 

Length  of  Stroke      -  inches 

City  Water  Connection,  inches 

Suction  Connection  inches 

Waste  Connection       -  inches 

Discharge  Connection,  inches 

A-  1  42  2   Price  $i 


1 

2 

4 

5 

6 

8 

21/2 

2^ 

3 

3 

2  ¥2 

3 

41/2 

2 

21/2 

2 

3 

3 

5 

5 

5 

5 

5 

5 

5 

1/2 

1/2 

% 

% 

% 

% 

% 

% 

% 

% 

% 

1 

1 

1 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

5.00 

$55.00 

$55.00 

$55.00 

$(>0.0{) 

$()0.0() 

$(]().( 

CAPACITIES 

Extreme  Height 
of  Lift  with 

City            Water  Lifted        City  Water  Extreme  Suction  connected 

Number    Pressure,           Per  Hour,        Used  per  Hour,  Height  of  to  City  Water, 

Pounds              Gallons               Gallons  Lift,  Feet  Feet 

1  25  to  40            130  to  160            200  to  240  75  to  120  125  to  200 

2  40  to  60            175  to  200            175  to  200  80  to  120  160  to  240 

3  20  to  35           150  to  200           210  to  280  55  to  100  95  to  165 

4  15  to  25             90  to  130            190  to  275  60  to  100  90  to  150 

5  60                        275                         185  80  200 

6  40  to  60  250  to  275  250  to  275  80  to  120  160  to  240 
8            15  to  25            150  to  220            310  to  460  60  to  100  90  to  150 


The  above  table  is  based  tipon  a  lift  of  15  feet  from  the  cistern,  a  lift  of  more 
or  less  than  this  height  will  give  a  corresponding  decrease  or  increase  in  the  volume 
of  water  discharged,  the  consumption  of  city  water  being  in  the  same  proportion  as 
above. 
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WEIL'S  ELECTRIC  HYDRAULIC  WATER  LIFTS 


EUREKA  AUTOMATIC  ELECTRIC 


A  - 1  4  2  5 

•      u       ^"i'^''-''  Automatic  Electric  Water  Lift  is  constructed  with  Double  Oscilht 

arf  extrherr''\''r''  ^"^'^  '''"'"'^  ^he  base  and  all  supporting  parts 

are  extra  heavy  Valves  and  connections  are  of  bronze.  This  machine  is  esDeciillv 
adapted  for  use  m  supplymg  soft  water  for  high  dass  residences  ™tc  It  can  be  ised 
to  pump  directly  mto  the  service  pipes  without  the  use  of  an  a  t  c  tank  also  for 
he'trrf  floorr„Tr  r  ^f^A'-*--^  -ty  pressure  is  not  suffiS  to  supS^ 

\t^rf  n?.f^  J°  .  provided  with  Controller  to  automatically 

'ConT    r^''''T  ''"l'^        ^''^^"t^  to  the  height  of  110  feet.  ^ 

in  prfceTmed  below.  "^'"'''''^  '"'''^'^  ^'^'^  and  is  included 

DIMENSIONS   AND  CAPACITIES 


Length, 
inches 

No.   101   20 

No.   102   20 


Width, 
inches 

20 

15 


Capacity 
per  Hour, 

Gallons 
275  to  300 
125  to  150 


Maximum 
Lift, 
Feet 
150 
150 


Diameter 
Height,   Stroke,  Pistons, 
inches    inches  inches 
24  3  134 

21  2%  114 

PRICES 

A  "if  OQ  x'"'-  Vno  )y/.^t  H.  P.  Motor   $250  00 

1?^  ^'^^  '/^        P.  Motor   1200  00 

If  with  Alternating  Current  Motor,  add  for  No.  101  net  extra  $40  00  * 
add  for  No.  102  net  extra  $35.00.  '  ' 

If  with  Switch  for  Open  Tank  System,  add  $15  00 
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WEIL'S  WATER  LIFT  ACCESSORIES 


WATER  PRESSURE  REGULATOR 


AIR  CHAMBER 


A  -  1  4  2  6  A  -  1  4  2  7 

A-1426   WATER    PRESSURE  REGULATOR 

DIMENSIONS    A  N  I>  PRICES 

Size         -        -        -        -        -        -     inches           •%  Va  % 

A-  1  42  6  Each                                                             ^^-00  $7.50  $12.00 

A- 1427   AIR  CHAMBER 

For  effectually  preventing  pounding  in  water  pipes  on  Hydraulic  Lift  Systems 
provided  with  stop  cocks  to  drain  off  water  should  occasion  require,  made  m  either 
Brass  or  Iron. 

A  -  1  4  2  7  Iron,  each    ^'^•^^ 

A  -  1  4  2  7  Brass,  each    ^-^^ 

FLOAT  AND  RELIEF  VALVE  SAFETY  VALVE 


A-1428  A-1429 
A-1428   FLOAT  AND   RELIEF  VALVE 

For  use  on  top  of  Storage  Tank,  simple  in  construction,  closes  automatically  when 
tank  is  full  and  opens  when  any  water  is  drawn. 

A-  1  42  8  For  %  inch  pipe  ^^^^  $o.oO 

A-1429   SAFETY  VALVE 
This  valve  is  a  necessity  in  the  installation  of  closed  Tank  Systems  to  prevent  ac- 
udents  from  overheating  of  water  in  Range  Boiler,  can  be  placed  on  hot  water  pipe 
in  any  convenient  place  preferably  over  a  sink  mto  which  it  can  drain. 
A-142  9  For        inch  pipe.....  ^^^h  P.oO 
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WEIL'S  BRASS  PUMPS 

BRASS  BASIN  PUMP 


A  -  1  4  5  O 

A  -  1  4  5  0  Nickel  Plated  Brass  Basin  Pumps 

BRASS  LIFT  AND  FORCE  PUMP 
ON  IRON  FRAME 


PLUMBERS  BRASS 
FORCE  PUMP 


.Each  $14.00 


A  -  1  4  5  1 


A  -1  4  5  2 


A- 145  1  Reversible  Handle  Lift  and  Force  Pump. 
A  - 1  4  5  2  Plumbers'  Brass  Force  Pump   


•  Each  $  7.00 
.Each  10.00 
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WEIL'S  »»W"  PATTERN  PATENT  CAP 

REVERSIBLE   KEY  WORK 


FLAT  WAY  STOP 
FOR  LEAD  PIPE 


FLAT  WAY  STOP  AND  WASTE 
FOR  LEAD  PIPE 


A  - 1  4  5  3 

SIZES   AND  PRICES 
Size         -  inches  Vz 

A-  145  3  Rough   Per  Doz.  $18.60 

A-1454  Rough  Per  Doz.  19.20 


A  -  1  4  5  4 

%             %  1 

$25.80    $30.60  $42.00 

26.40      31.20  48.20 


FLAT  WAY  STOP 
FOR  LEAD  AND  IRON  PIPE 


FLAT  WAY  STOP  AND  WASTE 
FOR  LEAD  AND  IRON  PIPE 


A  -  1  4  5  5 


A-1  4  5  6 


SIZES   AND  PRICES 

Size         .        .        -        -        inches          V2  %               %  1 

A-145  5  Rough   Per  Doz.    $18.60  $25.80  $30.60  $42.00 

A-1  45  6  Rough   Per  Doz.      19.20  26.40  31.20  43.20 


FLAT  WAY  STOP 
FOR  IRON  PIPE 


FLAT  WAY  STOP  AND  WASTE 
FOR  IRON  PIPE 


A  -  1  4  5  7 


A  -  1  4  5  8 


SIZES   AND  PRICES 

Size         _        _        -        -        Inches  %  ?4  1 

A- 14  57  Rough  Per  Doz.    $18.60  $25.80  $30.60  $42.00 

A-1  45  8  Rough   Per  Doz.      19.20  26.40  31.20  48.20 


Lever  Handles  always  shipped  unless  ordered  otherwise. 
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WEIUS  PATTERN  PATENT  CAP 

REVERSIBLE    KEY  WORK 


ROUND  WAY  STOP 
FOR  LEAD  PIPE 


ROUND  WAY  STOP  AND  WASTE 
FOR  LEAD  PIPE 


A  -  1  4  5  9 


A  -  T  4  6  O 


Size 


SIZES   AND  PRICES 
"        "        "        -        inches  V2  %  3/  -t 

A-1  460  Roi,gh   Pe,  D„,,      24.00      31.80      40.20  61.20 


ROUND  WAY  STOP 
FOR  LEAD  AND  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 
FOR  LEAD  AND  IRON  PIPE 


A  -  1  4  6  1 


A  -  1  4  6  2 


Size 


SIZES    AND  PRICES 
inches 


t'ltfo^^^^^'   ...PerDoz.    $23:40    $31.20    $B9!60  $60.00 

A-14:62  Rougli   .....Per  Doz.      24.00      31.80      40.20  61.20 


ROUND  WAY  STOP 
FOR  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 
FORIRONPIPE 


A  -  1  4  6  3 


6  4 


Size 

1  463  Rough... 
1464  Rough... 

Lever 


SIZES   AND  PRICES 
inches  Yz 

 Per  Doz.  $23.40 

 Per  Doz.  24.00 


%  % 
$31.20  $39.60 
31.80  40.20 
Handles  always  shipped  unless  ordered  otherwise. 


$60.00 
61.20 
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WEIUS  '*STAR"  PATTERN  SOCKET  HEAD 

REVERSIBLE    KEY  WORK 


FLAT  WAY  STOP 
FOR  LEAD  PIPE 


FLAT  WAY  STOP  AND  WASTE 
FOR  LEAD  PIPE 


A  -  1  4  6  6 


SIZES   AND  PRICES 

Size          -        -        -        -         inches           Vs  %  %  1 

A-1  465  Rough   Per  Doz.    $18.60  $25.80  $30.60  $42.00 

A-1466  Rough   Per  Doz.      19.20  26.40  31.20  43.20 


FLAT  WAY  STOP 
FOR  LEAD  AND  IRON  PIPE 


A-1  4  6  7 


FLAT  WAY  STOP  AND  WASTE 
FOR  LEAD  AND  IRON  PIPE 


A  - 1  4  6  8 


SIZES   AND  PRICES 
Size         „        -        -        -        inches  V2 

A-  1  467  Rough  Per  Doz.  $18.60 

A-  1  468  Rough  Per  Doz.  19.20 


%  %  1 

$25.80  $30.60  $42.00 
26.40      31.20  43.20 


FLAT  WAY  STOP 
FOR  IRON  PIPE 


FLAT  WAY  STOP  AND  WASTE 
FOR  IRON  PIPE 


A  -  1  4  6  9 


A-1  4  70 


SIZES   AND  PRICES 

Size         -                                 inches          %  %  % 

A- 146  9  Rough  Per  Doz.     $18.60  $25.80  $30.60 

A- 147  0  Rough  Per  Doz.      19.20  26.40  31.20 

Lever  Handles  always  shipped  unless  ordered  otherwise. 
Extra  Tee  or  Lever  Handles,  Per  Doz.  $1.50. 


$42.00 
43.20 
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WEIUS  "STAR''  PATTERN  SOCKET  HEAD 

REVERSIBLE   KEY  WORK 


ROUND  WAY  STOP 
FOR  LEAD  PIPE 


ROUND  WAY  STOP  AND  WASTE 
FOR  LEAD  PIPE 


A  -  1  4  7  1 


A-1  472 


SIZES   AND  PRICES 

Size          -        -        -        .         inches           V2  %               %  1 

A- 147  1  Rough   Per  Doz.    $23.40  $31.20  $39.60  $60.00 

A-1472  Rough   Per  Doz.      24.00  31.80  40.20  61.20 


ROUND  WAY  STOP 
FOR  LEAD  AND  IRON  PIPE 


A  -  1  4  7  3 


ROUND  WAY  STOP  AND  WASTE 
FOR  LEAD  AND  IRON  PIPE 


A  -  1  4  7  4 


SIZES   AND  PRICES 

Size         _        -        =        _        inches          1/2  %               %  1 

A-1 47  3  Rough   Per  Doz.    $23.40  $31.20  $39.60  $60.00 

A- 147  4  Rough   Per  Doz.      24.00  31.80  40.20  61.20 


ROUND  WAY  STOP 
FOR  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 
FORIRONPIPE 


A  -  1  4  7  5  A    T  4  7  6 

SIZES   AND  PRICES 
Size         -        -        _        _        inches  V2  %  %  1 

A-1  47  5  Rough   Per  Doz.    $23.40    $31.20    $39.60  $60.00 

A-1  47  6  Rough   Per  Doz.      24.00      31.80      40.20  61.20 

Lever  Handles  always  shipped  unless  ordered  otherwise. 
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WEIUS  GROUND  KEY  WORK 

LEVER    HANDLE  BIBBS 
PLAIN,  FOR  LEAD  PIPE  PLAIN,  FOR  IRON  PIPE 


A-1477  A -1478 

SIZES  AND  r  R  I  c  1^:  s 

Size      -       inches                    %           V2        %  "-4          1          1^/4        11/2  2 
A-1477  Rough, 

Per  Doz.  $16.20  17.40  18.60  25.80  30.60  42.00  70.20  105.00  186  00 
A-1477  Finished, 

Per  Doz.  20.40  21.60  22.80  30.00  36.60  51.00  82.20  123.00  210  00 
A-1477  Nickel  Plated, 

Per  Doz.  24.60  25.80  27.00  35.40  42.60  60.00  94.20  141.00  234  00 
A-1478  Rough, 

Per  Doz.  16.20  17.40  18.60  25.80  30.60  42.00  70.20  105  00  186  00 
A-1478  Finished, 

Per  Doz.  20.40.21.60  22.80  30.60  36.60  51.00  82.20  123.00  210  00 
A-1478  Nickel  Plated, 

Per  Doz.     24.60  25.80  27.00  35.40  42.60  60.00  94.20  141.00  234.00 

HOSE,FORLEADPIPE  HOSE.FORIRONPIPE 


A-1479  A-1480 

SIZES   AND  PRICES 

Size         -        -     inches  %           1/2          %  %          l            114         11/2  2 
A-1479  Rough, 

Per  Doz   $19.80  21.00  28.20  33.00  48.00    79.20  117.00  204.00 

A--1479  Finished, 

Per  Doz   24.00  25.20  33.00  39.00  57.00    91.20  135.00  228.00 

A-1479  Nickel  Plated, 

Per  Doz   28.20  29.40  37.80  45.00  66.00  103.20  153.00  252.00 

A-1480  Rough, 

Per  Doz   19.80  21.00  28.20  33.00  48.00    79.20  117.00  204.00 

A-1480  Finished, 

Per  Doz   24.00  25.20  33.00  39.00  57.00    91.20  135.00  228.00 

A-1480  Nickel  Plated, 

Per  Doz   28.20  29.40  37.80  45.00  66.00  103.20  153.00  252.00 
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WEIUS  GROUND  KEY  WORK 

EXTRA   HEAVY   CHICAGO  PATTERN 

STOP  AND  WASTE  STOP  AND  WASTE 

RIVET  BOTTOM  NUTANDWASHERBOTTOM 


A-1500  A-1501 

SIZES   AND  PRICES 

Size                                                                        inches           1/2  % 

A  -  1  5  0  0  Rough  Per  Doz.     $19.20  $26.40 

A-150  1  Rough  Per  Doz.      19.20  26.40 

RIVET  BOTTOM  STOP  RIVETBOTTOM  STOP  ANDWASTE 

STANDARD  PATTERN  STANDARD  PATTERN 


A  -  1  5  O  2 

SIZES 
Size       -       inches  % 
A-  1  5  02  Rough...  Per  Doz.  f  17.40 
A-1  5  0  3  Rough... Per  Doz.  18.00 

TEE  HANDLE  "H"  PATTERN 
ROUND  WAY  STOP,  IRON  PIPE 


AND  PRICES 
V2  %  % 

18.60  25.80  30.60 
19.20  26.40  31.20 


A-1503 

1  1% 
42.00  70.20 
43.20  72.00 


105.00 
108.00 


2 

186.00 
192.00 


LEVER  H  A  NDLE  '*N  EWPO  RT"  PATTER  N 
ROUND  WAY  STOP,  IRON  PIPE 


A-1504  A-1505 

SIZES    AND  PRICES 

Size        -        -        ,        _        -        inches      V2             %  %  1 

A~  1  5  04  Rough  "H"  Pattern  Stop  Per  Doz.  $20.40  $27.00  $34.20  $52.80 

A-  1  5  05  Rough  "Newport"  Stop  Per  Doz.  22.80      37.20  53.40  61.20 

A  -  1  5  0  6  Rough  "H"  Pat.  Stop  &  Waste.. Per  Doz.  21.00      27.60  34.80  54.00 

A-  1  5  0  7  Rough  "Newport"  S.  &  W  Per  Doz.  28.40      37.80  54.00  62.40 
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WEIUS  GROUND  KEY  WORK 

STANDARD  PATTERN 
TEE   HANDLE,  NUT  AND  WASHER  BOTTOM 


FLAT  WAY.^STOP  FLAT  WAY  STOP  AND  WASTE 

FOR  LEAD  PIPE  FOR  LEAD  PIPE 


A-1508  A-1509 

SIZES  AND  PRICES 
Size       -       inches       %        1/2  %         %  1        1^/4        11/2  2 

A-1  50  8  Rough... Per  Doz.  $17.40  18.60  25.80  30.60  42.00  70.20  105.00  186.00 

A-1  5  09  Rough... Per  Doz.    18.00  19.20  26.40  31.20  43.20  72.00  108.00  192.00 

FLAT  WAY  STOP  FLAT  WAY  STOP  AND  WASTE 

FOR  LEAD  ANDIRON  PIPE  FOR  LEADAND  IRON  PIPE 


A-1510  A-1511 

SIZES  AND  PRICES 
Size       ~       inches       %        %  %         %         1        I14        IV2  2 

A-15  10  Rough... Per  Doz.  $17.40  18.60  25.80  30.60  42.00  70.20  105.00  186.00 

A-1511  Rough... Per  Doz.    18.00  19.20  26.40  31.20  43.20  72.00  108.00  192.00 

FLAT  WAY  STOP  FLAT  WAY  STOP  AND  WASTE 

FORIRONPIPE  FORIRONPIPE 


A-1512  A-1513 

SIZES   AND  PRICES 
Size       -       inches       %        Vz  %         %  1        I14        l^^  2 

A-15  12  Rough... Per  Doz.  $17.40  18.60  25.80  30.60  42.00  70.20  105.00  186.00 
A-1513  Rough... Per  Doz.    18.00  19.20  26.40  31.20  43.20  72.00  108.00  192.00 
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WEIL'S  GROUND  KEY  WORK 

STANDARD  PATTERN 
TEE    HANDLE   NUT  AND  WASHER  BOTTOM 


ROUND  WAY  STOP 
FOR  LEAD  PIPE 


ROUND  WAY  STOP  AND  WASTE 

FOR  LEAD  PIPE 


A  -  1  5  1  4 


Size 


SIZES  AND  PRICES 
inches  % 


A  -  1  5  1  5 

IV4 


A- 15  14  Rough  Per  Doz.  $23.40  31.20  39.60  60.00  97.20  141  00  252  00 

A-1515  Rough  Per  Doz.     24.00  31.80  40.20  61.20  99.00  144.00  258!00 


ROUND  WAY  STOP 
FOR  LEAD  AND  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 

FOR  LEAD  AND  IRON  PIPE 


15  16 


A  -  1  5  1  7 


SIZES   AND  PRICES 

Size         -         inches          ^          %          %      ■    1  1^/4  IVa  2 

A-I0I6  Rough  Per  Doz.  $23.40  31.20  39.60  60.00  97.20  141  00  252  00 

A-15  17  Rough  Per  Doz.     24,00  31.80  40.20  61.20  99.00  144.00  258^00 


ROUND  WAY  STOP 

FOR  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 

FOR  IRON  PIPE 


A-1518  A-1519 

SIZES   AND  PRICES 

Size         -         inches          1/2          %          %          l  IV2  2 

A-1518  Rough  Per  Doz.  $23.40  31.20  39.60  60.00  97,20  141.00  252.00 

A-1519  Rough  Per  Doz.     24.00  31.80  40.20  61.20  99.00  144.00  258.00 
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WEIL'S  GROUND  KEY  WORK 

STANDARD   PATTERN,  LEVER   HANDLE   NUT  AND  WASHER  BOTTOM 
FLAT  WAY  STOP  FLAT  WAY  STOP  AND  WASTE 


FOR  LEAD  PIPE 


FOR  LEAD  PIPE 


A-1  5  20 


Size 

A  -  1  5  2  0  Rough, 
A  -  1  5  2  0  Finished,  Per  Doz 
A  -  1  5  2  1  Rough,     Per  Doz 
A  -  1  5  2  1  Finished,  Per  Doz, 


SIZES 

inches 


A-  1  5  2 1 


AND 

V2 


PRICKS 


IV4 


Per  Doz.  $17.40  18.60  25.80  30.60  42.00  70.20 


105.00 


186.00 


21.60  22.80  30.60  36.60  51.00  82.20  123.00  210.00 


18.00  19.20  26.40  31.20  43.20  72.00 
22.20  23.40  31.20  37.20  52.20  84.00 


108.00  192.00 
126.00  216.00 


FLAT  WAY  STOP 
FOR  LEAD  AND  IRON  PIPE 


FLAT  WAY  STOP  AND  WASTE 

FOR  LEAD  AND  IRON  PIPE 


A  -  1  5  2  2 

SIZES 
Size       -  inches 
A  -  1  5  2  2  Rough,     Per  Doz. 

A  -  1  5  2  2  Finished,  Per  Doz.  21.60  22.80 

A-  1  52  3  Rough,     Per  Doz.  18.00  19.20 

A  -  1  5  2  3  Finished,  Per  Doz.  22.20  23.40 

FLAT  WAY  STOP 

FOR  [RON  PIPE 


AND 

% 

$17.40  18.60  25.80 
30.60 
26.40 
31.20 


A  -  1 

PRICES 


30.60 
36.60 
31.20 
37.20 


5  2  3 

1 

42.00 
51.00 
43.20 
52.20 


1^/4 
70.20 
82.20 
72.00 
84.00 


11/2 
105.00 
123.00 
108.00 
126.00 


186. on 
210.00 
192.00 
216.00 


FLAT  WAY  STOP  AND  WASTE 

FOR  IRON  PIPE 


5  2  4 


A  -  1  5  2  5 


SIZES   AND  PRICES 
Size       -       inches       %        14  %  % 

A  -  1  5  2  4  Rough,  Per  Doz.  $17.40 
A-  1  52  4  Finished,  Per  Doz.  21.60 
A-  1  52  5  Rough,  Per  Doz.  18.00 
A-1  52  b  finished.  Per  Doz.  22.20 


18.60 
22.80 
19.20 
23.40 


25.80 
30.60 
26.40 
31.20 


30.60 
36.60 
31.20 
37.20 


1 

42.00 
51.00 
43.20 
52.20 


70.20 
82.20 
72.00 
84.00 


IV2 
105.00 
123.00 
108.00 
126.00 


186.00 
210.00 
192.00 
216.00 
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WEIL'S  GROUND  KEY  WORK 

STANDARD  PATTERN 
LEVER    HANDLE   NUT  AND   WASHER  BOTTOM 
ROUND  WAY  STOP  ROUND  WAY  STOP  AND  WASTE 


FOR  LEAD  PIPE 


FOR  LEAD  PIPE 


A  -  T 

Size 

-  1  5  2  ()  Rough  . 

-  1     2  7  Rono-h  . 


5  2  6  A  -  1  5  2  7 

S  IZF.H    AN  L>    I'  R  I  C  E  S 

inches       i/g  %         %  i  ly^ 

 Per    Doz.  $28.40  31.20  39.60  60.00  97  20 

 Per    Doz.    24.00  31.80  40.20  61.20  00.00 


ROUND  WAY  STOP 

FOR  LEAD  AND  IRON  PIPE 


IV2  2 
141.00  252.00 
144.00  258.00 


ROUND  WAY  STOP  AND  WASTE 

FOR  LEAD  AND  IRON  PIPE 


A  -  1  5  2  8 

SIZES  AND 

Size         -       -  inches 

A-1  5  2  8  Rough  Per   Doz.  $28.40  31.20  39760  60:00  oVlo  1400  252  00 

A-I029  Rough  Per   Doz.    24.00  31.80  40.20  61.20  99.00  144.00  258.00 


A  -  T  5  2  9 

PRICES 

%  %  1  11/4 


IV2 


ROUND  WAY  STOP 

FOR  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 

FO  R  IRON  PIPE 


SIZES   AND  PRICES 
^  ^         ^^"^^        ~       -        niches       V2  %  % 

A-lo30  Rough  Per    Doz.  $23.40  31.20  39  60 

A-lo3  1  Rough  Per   Doz,    24.00  31.80  40.20 


1        1^/4       11/2  2 
60.00  97.20  141.00  252.00 
61.20  99.00  144.00  258.00 
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WEIUS  GROUND  KEY  WORK 

STANDARD   PATTERN  FINISHED 
LEVER    HANDLE   NUT   AND   WASHER  BOTTOM 


ROUND  WAY  STOP  ROUND  WAY  STOP  AND  WASTE 

FOR  LEAD  PIPE  FOR  LEAD  PIPE 


A  -  1  5  3  2  A  -  1  5  3  3 


SIZESANDPRICES 

Size       -       inches       %        Vs          %        %          1  l^A         IV2  2 

A-1  532  Finished,  Per  Doz,  $25.80  27.60  36.00  45.60  69.00  109.20  159.00  276.00 

A-1  5  32  Nic.  Pla.  Per  Doz.    30.00  31.80  40.80.51.60  78.00  121.20  177.00  300.00 

A-1  5  3  3  Finished,  Per  Doz.    26.40  28.20  36.60  46.20  70.20  111.00  162.00  282.00 

A-  1  533  Nic.  Pla.  Per  Doz.    30.60  32.40  41.40  52.20  79.20  123.00  180.00  306.00 


ROUND  WAY  STOP  ROUND  WAY  STOP  AND  WASTE 

FOR  IRON  PIPE  FOR  IRON  PIPE 


A-1534       '  A-1535 


SIZES   AND  PRICES 
Size       -       inches       %        1/2  %        %         1        l^A         IVs  2 

A-  1  5  34  Finished,  Per  Doz.  $25.80  27.60  36.00  45.60  69.00  109.20  159.00  276.00 
A-1  5  34  Nic.  Pla.  Per  Doz.  30.00  31.80  40.80  51.60  78.00  121.20  177.00  300.00 
A-1  5  3  5  Finished,  Per  Doz.  26.40  28.20  36.60  46.20  70.20  111.00  162.00  282.00 
A-1  5  3  5  Nic.  Pla.  Per  Doz.    30.60  32.40  41.40  52.20  79.20  123.00  180.00  306.00 


ROUND   WAYS   FOR    LEAD   AND   IRON  PIPE 

SIZES   AND  PRICES 

Size        -       -        inches       1/2          %         %          1        1^  1%  2 

A-1  5  3  6  Finished  Stops. Per  Doz.  $27.60  36.00  45.60  69.00  109.20  159.00  276.00 

A-1  5  3  6  Nic.  Pla.  Stops.  Per  Doz.    31.80  40.80  51.60  78.00  121.20  177.00  300,00 

A-  1  5  37  Fin.  S.  &  W.. .Per  Doz.    28.20  36.60  46.20  70.20  111.00  162.00  282.00 

A-  1  5  37  Nic.  PI.  S.&W.  Per  Doz.    32.40  41.40  52.20  79.20  123.00  180.00  306.00 


WEIL    BROS.,  CHICAGO 


397 


WEIL'S  GROUND  KEY  WORK 

FLAT  WAY  HYDRANT  COCK  FLAT  WAY  HYDRANT  COCK 

FOR  LEAD  AND  IRON  PIPE  FOR  IRON  PIPE 


A-1538  A-1539 


SIZES   AND  PRICES 

Size         -         inches                   %          %          1  I14  IH  2 

A-  1  5  3  8  Rough  Per  Doz.  $22.80  32.40  38.40  52.80  82.80  123.00  213.00 

A-  1  5  3  9  Rough  Per  Doz.    22.80  32.40  38.40  52.80  82.80  123.00  213.00 


ROUND    WAY  HYDRANT  COCK  ROUND  WAY  HYDRANT  COCK 

FOR  LEAD  AND  IRON  PIPE  FOR  IRON  PIPE 


A-15  40  A-1541 


SIZESANDPRICES 

Size         -         inches        1/2          %          %          1            114  ly^  2 

A-1  540  Rough  Per  Doz.  $27.60  37.80  47.40  70.80  109.80  159.00  279.00 

A-15  41  Rough  Per  Doz.    27.60  37.80  47.40  70.80  109.80  159.00  279.00 


RAIN  AND  WELL  WATER  COCK  RAIN  AND  WELL  WATER  COCK 

^  FOR  LEAD  PIPE  FOR  IRON  PIPE 


A  -  1  5  4  2  A  -  1  5  4  3 

SIZES   AND  PRICES 

Size       -       -       -    inches       %  1              li^             IV2  2 

A-  1  542  Rough  Per  Doz.  $78.00  $102.00    $144.00    $216.00  $324.00 

A-  1  543  Rough  Per  Doz.    78.00  102.00      144,00      216.00  324.00 
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WEIL'S   GROUND   KEY  WORK 

STANDARD  PATTERN 

.,..r-     """^^  HANDLE  STOP  TEE  HANDLE  STOP  AND  WASTE 

MALE  ENDS,  FOR  LEAD  AND  IRON  PIPE  MALE  ENDS,  FOR  LEAD  AND  IRON  PIPE 


A-1544  A-1545 


SIZKS  AND  PRICES 

Size       -       inches       %  V2          %        %          1         1^/4         1  ¥2  2 

A-1  5  44  Rough... Per  Doz.  $21.00  22.20  30.60  35.40  48.00  79.20  120.00  210.00 

A-  1  5  45  Rough... Per  Doz.    21. (>0  22. SO  ■U.20  36.00  49.20  SI. 00  12:^00  216.00 

TEE  HANDLE  STOP  TEE  HANDLE  STOP  AND  WASTE 

MALEANDFEMALE,FOR[RONPlPE  MALEANDFEMALE.FORIRONPIPE 


A  - 1  546  A-1547 

SIZKS  AND  PRICES 

Size       -       inches       %  V3          %        %          1         1  11/2  2 

A- 1  546  Rough... Per  Doz.  $21.00  22.20  30.60  35.40  48.00  79.20  120.00  210.00 

A-  1  5  47  Rough... Per  Doz.    21.60  22.80  31.20  36.00  49.20  81.00  123.00  216.00 

TEE  HANDLE  STOP  AND  WASTE  LEVER  HANDLESTOP  AND  WASTE 

MALEENDS,  FORIRONPIPE  MALEENDS,  FORIRONPIPE 


A-1548  A-1549 

SIZES    AND  PRICES 

Size       -       inches       %        V2          %        %          1  IV4.  IV2  2 

A-  1  548  Rough... Per  Doz.  $25.20  26.40  36.00  40.80  55.20  90.00  138.00  240.00 

A-1  5  49  Rough... Per  Doz.    25.20  26.40  36.00  40.80  55.20  90.00  138.00  240.00 
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WEIL'S  GROUND  KEY  WORK 

STANDARD  PATTERN 


LEVER  HANDLE  STOP 
MALE  ENDS,  FOR  IRON  AND  LEAD  PIPE 


LEVER  HANDLE  STOP  AND  WASTE 
MALE  ENDS,  FOR  LEAD  AND  IRON  PIPE 


A  -  T  5  5  0 


A  -  1  5  5  1 


SIZES   AND  PRICES 

Size       -       inches       %  %        %         1  114        11/  9 

A-  1  550  Rough... Per  Doz.  $21.00  22.20  30,60  35.40  48.00  79.20  120.00  210  00 

A-15  5  1  Rough... Per  Doz.    21.60  22.80  31.20  36.00  49.20  81.00  123.00  216*00 


LEVER  HANDLE  STOP 
MALE  AND  FEMALE,  FOR  IRON  PIPE 


LEVER  HANDLE  STOP  AND  WASTE 
MALE  AND  FEMALE.  FOR  IRON  PIPE 


A  -  1  5  5  2 


A  -  1  5  5  3 


SIZES   AND  PRICES 

Size       -       inches       %        1^          %        ^          i         ly          it/  y 

Rough... Per  Doz.  $21.00  22.20  30.60  35.40  48.00  79.20  120  00  210  00 

A-  1  5  5  3  Rough. ..Per  Doz.    21. GO  22.80  31.20  36.00  49.20  81.00  123.00  216.00 


TEE  HANDLE  DRIP  COCK 
FOR  LEAD  PIPE 


LEVER  HANDLE  DRIP  COCK 
FOR  LEAD  PIPE 


A-1  5  5  4  A-1  5  5  5 

SIZES   AND  PRICES 
Size      -  inches  14 

A-  1  5  54  Finished  .....Per  Doz.  $6.60 

A-155o  Finished  Per  Doz.  7.80 


$10.80 
12.00 
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WEIUS  GROUND  KEY  WORK 

CROSS  BAR  PATTERN  INVERTED  KEY  CURB  COCKS 


ROUND  WAY  STOP 
FOR  LEAD  P!PE 


ROUND  WAY  STOP 

FOR  LEAD  AND  IRON  PIPE 


^-^5  56  ^  _  ^  ^  ^  _^ 

SIZES   AND  PRICES 

Size    -    inches       Vs           %           %       ■      1  114           ly^  2 

A"l^r7         Doz  $30.00  $39.00  $50.40  $72.00  $118.20  $171.00  $300.00 

A-  1  55  7  Per  Doz             30.60    39.60     51.00    73.20  120  00     174  00  306  00 


ROUND  WAY  STOP 

FOR  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 

FOR  IRON  PIPE 


15  5  8 


SIZES   AND  PRICES 
Size    -    inches  5^  %  1  ^ 

a'I^^q  P^""  S""' ^^^-^^  ^'^^.OO  $118.20  $171.00  $300  00 
A-1  5  5  9  PerDoz   30.60    39.60     51.00    73.20     120.00     174.00  306.00 

STOPS  AND  WASTES  FOR   LEAD  AND  FOR  LEAD  AND  IRON  PIPE 

(Not  Illustrated) 
LIST  PRICES  SAME  AS  ABOVE  FOR  IRON  PIPE. 
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WEIL'S  GROUND  KEY  WORK 

CROSS  BAR   INVERTED   KEY  CURB   COCKS,  MINNEAPOLIS  PATTERN 


ROUND  WAY  STOP 

FOR  IRON  PIPE 


ROUND  WAY  STOP  AND  WASTE 
FOR  IRON  PIPE 


A-1562  A-1563 

SIZES   AND  PRICES 
A     .^^^   ^^^^    ■    ^"f^Jies       1/2  %  %  1  114  11/2  2 

A-I062  Per  Doz   ?34.80  $44.40  $56.40  $79.80  $130.20  $189.00  $330.00 

A-  1  5  63  Per  Doz   35.40     45.00     57.00     81.00     132.00     192.00  336.00 

CORPORATION  COCKS 
FOR  MUELLER  MACHINE  FOR  MUELLER  MACHINE 

IRON  PIPE  LEAD  PIPE 


A  -  1  5  6  4 


SIZES   AND  PRICES 

Size        -        inches       %           V2          %           %           1  1%  IVo 

A- 1  5  64  Per  Doz.  $16.20  $17.40  $23.40  $30.00  $48.00  $111.00  $168.00  $270  00 

A~1  5  6  5  Per  Doz.    18.00    19.20    27.00    34.20    54.00  120.00    180.00  288.00 


2 


FOR  PAYNE  MACHINE 

IRON  PIPE 


FOR  PAYNE  MACHINE 
LEAD  PIPE 


Size  -  inches 
A  -  1  5  6  6  Per  Doz. 
A  -  1  5  6  7  Per  Doz. 


15  6  6 


SIZES   AND  PRICES 

%            V2          %           %            1  IV2  2 

$18.00  $19.20  $26.40  $34.20  $54.00  $120.00  $180.00  $288  00 

19.80    21.00    30.00    38.40    60.00  129.00  192.00  306.00 
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WEIL'S  GROUND  KEY  WORK 

MINNEAPOLIS  PATTERN 

FLAT  WAY  STOP  FLAT  WAY  STOP 

FOR  LEAD  PIPE  FOR  LEAD  AND  IRON  PIPE 


A-1568  A -1569 

SIZES   AND  PRICES 

Size       -       inches                    %  %           1           IM          IV2  2 

A-  1  5  68  Rough... Per  Doz.  $23.40  $31.20  $36.60  $49.80  $82.20  $123.00  $216  00 

A-  1  5  6  9  Rough...Per  Doz.    23.40    31.20  36.60    49.80    82.20    123.00  216.00 

FLAT  WAY  STOP  FLAT  WAY  STOP 

FOR  IRON  PIPE,  MALE  AND  FEMALE  FOR  IRON  PiPE 


A-1570  A-1571 

SIZES   AND  PRICES 

Size       -       inches        1/2          %            %           1           IM          IV2  2 

A-  1  5  7  0  Rough. ..Per  Doz.  $27.00  $36.00  $41.40  $55.80  $91.20  $138.00  $240.00 

A-1  57  1  Rough... Per  Doz.    23.40    31.20    36.60    49.80    82.20    123,00  216.00 

MINNEAPOLIS  PATTERN  FLAT  WAY  STOPS  AND  WASTES 

(Not  ilhistrated) 
SIZES   AND  PRICES 

Size       -       inches                    %            %           1           li^          I1/2  2 

A-  1  5  72  h.  P  Per  Doz.  $24.00  $31.80  $37.20  $51.00  $84.00  $126.00  $222.00 

A-  1  57  3  I.  P  Per  Doz.    24.00    31.80    37.20    51.00    84.00    126.00  222  00 

A-  1  5  7  4  L.&I.  P.  Per  Doz.    24.00    31.80    37.20    51.00    84.00    126.00  222.00 

MINNEAPOLIS  PATTERN  ROUND  WAY 

(Not  illustrated  ) 
SIZES   AND  PRICES 

Size       -       inches                    %            %           1           11^          li^  2 

A-1575  Stop      P... Per  Doz.  $28.20  $36.60  $45.60  $67,80  $109.20  $159.00  $282  00 

A-1576  Stop  I.  P,...  Per  Doz.    28.20    36.60    45,60    67.80    109.20    159.00  282  00 

A-1577  Stopl.  P.  M.  F.  Doz,    31.80    41.40    50.40    73.80    118.20    174,00  306  00 

A-1578  S.  &  W.  h.  P.  Doz.    28.80    37.20    46.20    69.00    111.00    162.00  288  00 

A-1579  S.&W.  L  P,  Doz.  28.80  37.20  46.20  69.00  111.00  162.00  288.00 
A  1580  S.  &  W.  1.  P.  Male 

and  Female,  Per  Doz.    32.40    42.00    51.00    75.00    120.00    177.00  312.00 
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WEIL'S   COMPRESSION  BIBBS 


PLAIN  BIBB 

FOR  LEAD  PIPE 


HOSE  BIBB 

FOR  LEAD  P'PE 


A  -  1  6  O  O 


A  -  1  6  O  1 


Size 

A- 1600  Rough.... 
A-1600  Finished.. 
A-1600  Nickel  PI. 


Size 

A-1601  Rough.... 
A-1601  Finished. - 
A-1601  Nickel  PI. 


PLAIN   BIBBS  FOR  LEAD  PIPE 

SIZES   AND  PRICES 

-     inches         %         1/2           5/g          ^4           1        -^y  2 

.Per  Doz.  $13.20  13.80  19.20  25.20  45.00  87.00  114.00  228  00 

.Per   Doz.    13.80  14.40  20,40  26.40  48.00  90.00  120.00  240  00 

.Per   Doz.    16.80  17.40  23.40  30.00  52.80  99.00  132.00  26400 


HOSE   BIBBS  FOR   LEAD  PIPE 


S  I  Z  1^:  S  AND 
inches  % 
.Per  Doz.  $15.60 
.Per  Doz.  16.20 
.Per   Doz.  19.20 


PRICES 
V2         %        %  1 
16.20  21.60  27.60  51.00 
16.80  22.80  28.80  54.00 
19.80  25.80  32.40  58.80 


96.00 
99.00 
108.00 


IV2  2 

126.00  246.00 
132.00  258.00 
144.00  282.00 


PLAIN  BIBB 

FOR  IRON  PIPE 


HOSE  BIBB 
FOR  IRON  PIPE 


A  -  1  6  0  2 


A  -  1  6  O  3 


Size      -      -  inches 

A- 1602  Rough  Per  Doz. 

A-1602  Finished...  Per  Doz. 
A-1602  Xickel  Ph. Per  Doz. 


PLAIN   BIBBS   FOR    IRON  PIPE 

SIZES   AND  PRICES 

^     %         V2           %          %           1        114  11/2  2 

$13.20  13.80  19.20  25.20  45.00  87.00  114  00  228  00 

13.80  14.40  20.40  26.40  48.00  90.00  120.00  240  00 

16.80  17.40  23.40  30.00  52.80  99.00  132.00  264  00 


HOSE  BIBBS  FOR   IRON  PIPE 

SIZES   AND  PRICES 
Size      -      -    inches        %        V2  %         %  1 

A-1603  Rough  Per  Doz.  $15.60  16.20  21.60  27  60  51  00 

A-1603  Finished... Per  Doz.  16.20  16.80  22.80  28  80  54  00 
A-1603  Nickel  PI. .  Per   Doz.    19.20  19.80  25.80  32.40  58.80 

FOR  BIBBS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 
Size      -       -    inches        %         %  %         %  1        l^A  IVa 

Per  Doz   $2.40    3.00    3.60    4.80    9.00    15.00  18.00 


iy2  2 
96.00  126.00  246.00 
99.00  132.00  258.00 
108.00  144.00  282.00 


27.00 
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WEIUS   COMPRESSION  BIBBS 

PLAIN,  FOR  IRON  PIPE  HOSE,  FOR  IRON  PIPE 

FLANGED  FEMALE  FLANGED  FEMALE 


A-1604  A -1605 

PLAIN   BIBBS,  FLANGED  FEMALE 

SIZES    AND  PRICES 

Size         -        -        -        _        inches      %            1/3  %            %  1 

A-  1  604  Finished   Per  Doz.  $18.60  $19.20  $26.40  $83.60  $58.80 

A-  1  604  Nickel  Plated  Per  Doz.    21.60    22.20  29.40    37.20  63.60 

HOSE  BIBBS,  FLANGED  FEMALE 

SIZES   AND  PRICES 

Size         -        _        _        _        inches      %           1/3           %  %  1 

A-1  60  5  Finished   Per  Doz.  $21.00  $21.60  $28.80  $36.00  $64.80 

A-  1  60  5  Nickel  Plated  Per  Doz.    24.00    24.60  31.80  39.60  69.60 

SOLIDISHANK.  FOR  IRON  PIPE      i^;  !:  .S  O  L I  DlF  L  A  N  G  E  AND  THIMBLE 
FLANGED  MALE  FOR  IRON  PIPE 


A-1606  A-1607 

SOLID  SHANK    FLANGED  MALE 

••  SIZESANDPRICES 

Size         -        .        .        -        inches      %            1/2           %           %  1 

A-  1  60  6  Finished   Per  Doz.  $21.00  $21.60  $28.80  $36.00  $63  IM) 

A-1  60  6  Nickel  Plated  Per  Doz.    24.00    24.00    31.80    39.60  67.80 

FLANGE  AND  THIMBLE,  FOR   IRON  PIPE 

SIZES   AND  PRICES 

Size         -        -        _        .        inches      %           Vg           %           %  1 

A-  1  607  Finished   Per  Doz.  $22.80  $23.40  $32.40  $41.40  $70.20 

A-1  607  Nickel   Plated  Per  Doz.    25.80    26.40    35.40    45.00  75.00 

For  Hose  Ends  add  Per  Doz.      2.40      2.40      2.40      2.40  6.00 

FOR  BIBBS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size         -        -        -        -        inches      %            1/2            %            %  1 

Per  Doz.                                                        $2.40    $3.00    $3.60    $4.80  $9.00 
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WEIL'S  COMPRESSION  BIBBS 


DETACHABLE  SHANK 
ADJUSTABLE  FLANGE,  FOR  LEAD  PIPE 


DETACH ABLE  SHAN K 

ADJUSTABLE  FLANGE,  FOR  IRON  IRON 


A  -  1  6  O  8 


A  -  1  6  O  9 


DETACHABLE  SHANK.  ADJUSTABLE   FLANGE,  LEAD  PIPE 

SIZES   AND  PRICES 
-----        inches       V2  %  % 

A-  1  6  0  8  Finished   Per  Doz.  $26.40    $33.60  $41.40 

A-  1  6  0  8  Nickel  Plated   Per  Doz.    29.40      36.60  45.00 

DETACHABLE   SHANK,  ADJUSTABLE   FLANGE,  IRON  PIPE 
SIZES   AND  PRICES 
"  inches       V2  %  % 

A-  1  609  Finished   Per  Doz.  $28.80    $36.00  $43.80 

A  -  1  6  0  9  Nickel  Plated   Per  Doz.    31.80      39.00  47.40 


1 

$66.00 
70.80 


1 

$70.20 
75.00 


DETACHABLE  SHANK 

FOR  LEAD  PIPE 


DETACHABLE  SHANK 

FOR  IRON  PIPE 


A-1  6  10  A-1  6  1  1 

DETACHABLE  SHANK,  LEAD  PIPE 

SIZES   AND  PRICES 

^^^6         -       -       -       _       inches      %           V2           %  % 

A~1610  Finished   Per  Doz.  $18.00  $19.80  $26.40  $33.60 

A-1610  Nickel  Plated  Per  Doz.    21.00    22.80    29.40  37.20 

DETACHABLE  SHANK,  IRON  PIPE 
SIZESANDPRICES 

-        -        -        _        inches      %           V2           Vs  % 

A-1  611  Finished   Per  Doz.  $18.00  $19.80  $26.40  $33.60 

A-1  611  Nickel   Plated  Per  Doz.    21.00    22.80    29.40  37.20 

For  Hose  Ends  add   Per  Doz.      2.40      2.40      2.40  2.40 

FOR  BIBBS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size         -        -        -        _        inches      %           1/2           %  3^ 

I^oz                                                        p_40    if3,oo    $3.60  $4.80 


$57.00 
61.80 


$57.00 
61.80 
6.00 

1 

$9.00 
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WEIL'S  COMPRESSION  BIBBS 


DETACHABLE  SHANK 

SET  SCREW  FLANGE,  FOR  IRON  PIPE 


SET 


SCR  E  W  FLANGE 

FOR  IRON  PIPE 


A-1  612  A-1  6  1  3 

DETACHABLE  SHANK,  SET  SCREW   FLANGEJIRON  PIPE 

SIZES   AND  PRICES 
Si2e       -----         inches        V2  %  % 

A  -  1  6  1  2  Finished   Per  Doz.  $30.60    $39.00  $48.00 

A-1  61  2  Nickel  Plated   .Per  Doz.    33.60      42.00  51.60 

PLAIN   BIBBS,  SET  SCREW   FLANGE,  IRON  PIPE 

SIZES   ANiJ  PRICES 
Size       -        -        _        _        _  inches        1/2  %  % 

A  ~  1  6  1  3  Finished   Per  Doz.  $25.20    $33.00  $40.80 

A-1  61  3  Nickel  Plated   Per  Doz.  -  28.20      36.00  44.40 


$76.2,) 
81.00 


$67.20 
72.00 


LOOSE  KEY 
FOR  LEAD  PIPE 


LOOSE  KEY 
FOR  IRON  PIPE 


A-1  6  1  4  A-1  6  1  5 

LOOSE  KEY  BIBBS,  LEAD  PIPE 

SIZES   AND  PRICES 

Size         -        -        -        _        Inches       %           V2           %  %  1 

A-1  614  Finished  ...Per  Doz.  $19.80  $21.60  $28.80  $36.60  $66.00 

A  -  1  6  1  4  Nickel  Plated   Per  Doz,    22.80    24.60    31.80  40.20  70.80 

For  Hose  Ends  add  Per  Doz.      2.40      2.40      2.40  2.40  6.00 

LOOSE   KEY  BIBBS,   IRON  PIPE 

SIZES    AND  PRICES 

Size         -        -        -        -         Inches       %           1/2           %  %  1 

A-16  15  Finished   Per  Doz,  $19.80  $21.60  $28.80  $36.60  $66.00 

A-1 61  5  Nickel  Plated   Per  Doz.    22.80    24.60    31.80  40.20  70.80 

FOR  BIBBS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size         .        -        _        _        Inches       %           1/2           %  %  1 

Per  Doz                                                           $2.40    $3.00    $3.60  $4.80  $9.00 


WEIL    BROS.,  CHICAGO 
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WEIL'S  COMPRESSION  BIBBS 


FLANGE  AND  THIMBLE 

FOR  LEAD  PIPE 


FLANGE,  NUT  AND  BENT  COUPLING 
FOR  LEAD  PIPE 


A  -  1  6  1  6  A  -  1  6  1  7 

FLANGE  AND  THIMBLE,  LEAD  PIPE 

SIZES   AND  PRICES 
^^^'^       "        -        -        -        -  inches  %  s/^ 

A  -  1  6  t  6  Finished   Per  Doz.  $21.60    $29.40  $37.20 

A  -  1  6  1  6  Nickel  Plated   Per  Doz.    24.60      32.40  40.80 

FLANGE,   NUT  AND  BENT  COUPLING 

SIZES   AND  PRICES 

-----         inches                     %  ^ 

A  -  1  6  1  7  Finished  Per  Doz.  $26.40    $38.40  $50.40 

A  -  1  6  1  7  Nickel  Plated   Per  Doz.    29.40      41.40  54.00 

PLAIN  BIBB,  IRON  PIPE  HOSE  BIBB.  IRON  PIPE 

LOOSE  FLANGE  LOOSE  FLANGE 


$64.20 
69.00 


$84.00 
88.80 


A-1  6  1  8  A-1  6  1  9 

PLAIN,   LOOSE  FLANGE 

SIZES   AND  PRICES 

Size       -        _        -        _        _         inches        Vz  %  % 

A-1  61  8  Finished   Per  Doz.  $19.40  $25.90  $33.40 

A-1  618  Nickel  Plated   Per  Doz.    22.40  28.90  37.00 

HOSE,  LOOSE  FLANGE 

SIZES   AND  PRICES 

Size       -        -        -        .        _          inches  %  % 

A-1  61  9  Finished   Per  Doz.  $21.80  $28.30  $35.80 

A-16  19  Nickel  Plated   Per  Doz.    24.80  31.30  39.40 

FOR  BIBBS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size       -        -        -        _        _         inches        1/2  %  % 

Per  Doz                                                                   $3.00  $3.60  $4.80 


$61.00 
65.80 


$67,00 
71.80 

1 

$9.00 
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WEIUS  COMPRESSION  BIBBS 

BATH  BIBB  BATH  BIBB 

FLANGED  MALE,  FOR  IRON  PIPE  FLANGED  FEMALE,  FOR  IRON  PIPE 


A-1620  A-162  1 

BATH   BIBBS,  FLANGED   MALE,  IRON  PIPE 

SIZES   AND  PRICES 

Size       -        -        _        _        _          inches        Va            %  %  1 

A  ~  1  6  2  0  Finished  Per  Doz.  $22.80    $31.20  $43.20  $70.80 

A-  1  62  0  Nickel  Plated   Per  Doz/  25.80      34.20  46.80  75.60 

BATH   BIBBS,  FLANGED  FEMALE,  IRON  PIPE 

SIZES   AND  PRICES 

Size       -                                          inches'       Vz           %  %  1 

A  -  1  6  2  1  Finished  Per  Doz.  $22.80    $31.20  $43.20  $70.80 

A-162  1  Nickel  Plated   Per  Doz.    25.80      34.20  46.80  75.60 

BATH  BIBB,  FLA  NGEANDTHiMBLE  BATH  BIBB,  FLANGE,  NUT,  AND 

FOR  LEAD  PIPE  BENT  COUPLING 

FOR  LEAD  PIPE 


A-1622  A-1623 

BATHBIBBS,FLANGEAND  THIMBLE 

SIZES   AND  PRICES 

Size       -----         inches        1/2           %  %  1 

A  -  1  6  2  2  Finished   Pef  Doz.  $25.20    $34.20  $46.80  $76.20 

A-1  62  2  Nickel  Plated   Per  Doz.    28.20      37.20  50.40  81.00 

BATH   BIBBS,  FLANGE,  NUT  AND   BENT  COUPLINGS 

SIZES    AND  PRICES 

Size       -----          inches        Va            %  %  1 

A-  1  62  3  Finished   .Per  Doz.  $30.00    $43.20  $60.00  $96.00 

A-  1  62  3  Nickel  Plated   Per  Doz.    33.00      46.20  63.60  100.80 

FOR  BIBBS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size       -----         inches        1/2           %  %  1 

Per  Doz                                                                  $3.00      $3.60  $4.80  $9.00 
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WEIUS  COMPRESSION  BIBBS 

^Mr  moN^PiPr^^  "^RAY.  FLANGE  AND  THIMBLE 

ruM  IKU[M   KIPE  PQP  LEAD  PIPE 


A-1624  A-1625 
WASHTRAYBIBBS.IRONPIPE 

SIZES    AND  PRICES 
Size        -  inches  %  % 

A  -  1  6  2  4  Finished   Per  Doz.  $15.60    $21.60    $28  20 

A-1G2  4  Nickel  Plated  Per  Doz.    18.60      24.60  31.80 

WASH   TRAY   BIBBS,  FLANGE  AND  THIMBLE 

SIZES   AND  PRICES 

Size                                                                    inches       Va  %  % 

A-  1  62  5  Finished   Per  Doz.  $22.80  $30.60  $39.00 

A-  1  62  5  Nickel  Plated   Per  Doz.    25.80  33.60  42.60 

WASH  TRAYBIBB  WASH  TRAY  BIBB 

FLANGED  FEMALE,  FOR  IRON  PIPE        DETACHABLE  S  H  A  N  K ,  FL  A  N  G  E  D  MALE, IRON  PIPE 


A-1626  A  - 1627 

WASH  TRAY  BIBBS,  FLANGED  FEMALE 

SIZESANDPRICES 

1     9  A  T?'^^  1     i'        "        "        "        "        "        '       inches       1/2             %  % 

ioir^  F^'i'H^'li ■  •  •  \  Per  Doz.  $20.40    $27.60  $85.40 

-1  62  6  Nickel  Plated  Per  Doz.    23.40      30.60  39.00 

WASH  TRAY   BIBBS,  DETACHABLE  SHANK,  FLANGED  MALE 

^.                              SIZES    AND  PRICES 
1  «  Q  7  T^-^^  1    r        "        "        "        "        "        "       inches       1/2  %  % 

AI7  t'^]  , Pe''  I^o^-  $28.20  $36.00  $45.00 
-IbZi  Nickel  Plated   Per  Doz.    31.20      39.00  48.60 

WASH   TRAY   BIBB  WASH  TRAY  BIRR 

STUB  PATTERN.  FOR  IRON  PIPE.  MALE         STUB  PATTERN,  FOR  IRON  PIPE,  FEMALE 


A  -  1  6  2  8 


A  -  1  6  2  9 


STUB  WASH   TRAY   BIBBS,  MALE 

A-  1  62  8  Size  ^  inch,  Finished. .  Per  Doz.  $16.20    Nickel  Plated,  Per  Doz.  $19.20 

STUB  WASH   TRAY  BIBBS,  FEMALE 
A-1  62  9  Size      inch,  Finished. . Per  Doz.  $16.20    Nickel  Plated,  Per  Doz  $19  20 
For  Hose  Ends  add  Per  Doz.  $3.00. 


410. 


WEIL    BROS.,  CHICAGO 


WEIL'S  COMPRESSION  STOPS 


STRAIGHT  STOP 

FOR  LEAD  PIPE 


STRAIGHT  STOP 
FOR  LEAD  AND  IRON  PIPE 


A-1630  A-1631 

STRAIGHT  STOPS,  LEAD  PIPE 

SIZES   AND  PRICES 

Size       -----         inches        1/2           %  %  1 

A-  1  6  3  0  Rough                                     Per  Doz.  $14.40    $19.80  $26.40  $45.00 

A-  1  6  3  0  Finished  Per  Doz.    15.00      21.00  27.60  48.00 

A-  1  6  3  0  Nickel  PhUed   Per  Doz.    18.00      24.00  31.20  52.80 

STRAIGHT  STOPS,  LEAD  AND  IRON  PIPE 

SIZES   AND  PRICES 

Size       -----          inches                      %  %  1 

A-163  1  Rough   Per  Doz.  $14.40    $19.80  $26.40  $45.00 

A-163  1  Finished  Per  Doz.    15.00      21.00  27.60  48.00 

A-1631  Nickel  Plated  Per  Doz.    18.00      24.00  31.20  52.80 

STRAIGHT  STOP  ANGLE  STOP 

FOR  IRON  PIPE  FOR  IRON  PIPE 


A-1632  A-1633 

STRAIGHT  STOPS,  IRON  PIPE 

SIZES   AND  PRICES 
Size         -  Inches       %  %  3/^ 

A-  1  6  32  Rough   Per  Doz.  $12.00  $14.40  $19.80  $26.40 

A  -  1  6  3  2  Finished  Per  Doz.    12.60    15.00    21.00  27.60 

A-  1  6  32  Nickel  Plated   Per  Doz.    15.60    18.00    24.00  31.20 

ANGLE   STOPS,   IRON  PIPE 

SIZES   AND  PRICES 

Size         -        -        _        _         Inches       %           1/2  %  % 

A-  1  63  3  Rough  Per  Doz.  $12.00  $14.40  $19.80  $26.40 

A  -  1  6  3  3  Finished                           .Per  Doz.    12.60    15.00  21.00  27.60 

A-  1  633  Nickel  Plated  Per  Doz.    15.60    18.00  24.00  31.20 

FOR  STOPS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size         -        -        .        _        Inches       %           1/2  %  % 

Per  Doz                                                          $2.40    $3.00  $3.60  $4.80 


$45.00 
48.00 
52.80 


$45.00 
48.00 
52.80 


1 

$9-00 
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WEIL'S  COMPRESSION  STOPS 


LOOSE  KEY  STRAIGHT 

FOR  LEA  D  PIPE 


LOOSE  KEY  STRAIGHT 

FOR  IRON  PIPE 


A-1634  A-1635  ^ 

LOOSE   KEY  STRAIGHT,  LEAD  PIPE 

SIZES   AND  PRICES 

"        -        -        -         Inches       %           V2           %           ^  i 

"i          ^—^u  J ^^^-00  $21-60  $28.20  $36.60  $63.00 

"J          M^'t'^it'*-; Per  Doz.    18.60    22.20    29.40    37.80  66.00 

-  1  6  3  4  Nickel  Plated   Per  Doz.    21.60    25.20    32.40    41.40  70.80 

LOOSE   KEY   STRAIGHT,  IRON  PIPE 

SIZESANU  PRICES 
.  -  ^  „  ^i^^e         -        -        ,        _         Inches       %  1/3  %  3/  1 

'}oQn  ^^""-^^   $1^-^^  ?21-60  $28.20  $36!60  $63  00 

^/."f^f^l   Per  Doz.    18.60    22.20    29.40    37.80    66  00 

lbd5  Nickel  Plated   Per  Doz.    21.60    25.20    32.40    41.40  70.80 

^^"^  ANGLE  STOP  AND  WASTE 

FOR  IRON  PIPE  FOR  IRON  PIPE,  WITH  STUFFING  BOX 

W..  Jl 


A  -  1  6  3  6 

LOOSE  KEY  ANGLE,  IRON  PIPE 

^.  SIZES    AND  PPvICES 

A    1  n  Q  p  S^^^  1       "        ■        "        "        Inches       %           1/2           5/^           34  1 

A  "i          ^^''■^}^  ;  I^"^'             $21.60  $28.20  $36.60  $63.00 

V  "  :  X  o  ^  S"!'^'^!. Doz-  18.60  22.20  29.40  37.80  66.00 
A- 1  bo  6  Nickel  Plated   Per  Doz.    21.60    25.20    32.40    41.40  70.80 

STOP  AND   WASTE,  IRON  PIPE   WITH  STUFFING  BOX 

SIZES   AND  PRICES 

-        -        -        -        Inches       %           "¥2          %           %  1 

A  "i  PoZ  S?"^^                             Per  Doz.  $22.80  $23.40  $28.80  $36.00  $57.00 

V  "  ^  2  o  Z  ?T  "!'^,^^   Per  Doz.    23.40    24.00    30,00    37.20  60  00 

A-163/  Nickel  Plated   Per  Doz.    26.40    27.00    33.00    40  80  64  80 

FOR_  STOPS  WITH  STUFFING  BOXES  ADD  AS  FOLLOWS 

Size         -        -        .        .        Inches       %                       %  1 

^oz  $2.40    $3.00    $3.60    $4.80  $9.00 
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WEIL'S  COMPRESSION  HOPPER  COCKS 


LONG  STEM  ANGLE 
FOR  LEAD  PIPE 


LONG  STEM  ANGLE  LO  N  G  ST  E  M  A  N  G  L  E 

FOR  IRON  PIPE  WITH  COUPLING  FOR  LEAD 

PIPE  AND  STUFFING  BOX 


•A-1638  A-1639  A-164  0 

SIZES   AND  PRICES 

Size        -------       inches       %             %  % 

A-1  6  3  8  Finished  Flange  and  Handle  Per  Doz.  $20.40     $26.40  $33.00 

A-1  6  3  9  Finished  Flange  and  Handle  Per  Doz.    20.40      26.40  33.00 

A-1  640  Finished  Flange  and  Handle  Per  Doz.    29.40      37.20  47.40 

For  Nickel  Plated  Flange  and  Handle  add  Per  Doz.      3.00        3.00  3.60 

LONG  STEM  STRAIGHT  LONG  STEM  STRAIGHT 

FOR  LEAD  PIPE  FO  R  LE  A  D  A  N  D  I  R  O  N  P I  P  E  W  IT  H  ST  U  F  FI  N  G  B  O  X 


A-1641  A-1642 

SIZES   AND  PRICES 

Size       -                                                       inches       %  %  % 

A-1641  Finished  Flange  and  Handle  Per  Doz.  $20.40  $26.40  $33.00 

A-  1  642  Finished  Flange  and  Handle  Per  Doz.    2SM  30.00  37.80 

For  Nickel  Plated  Flange  and  Handle  add  Per  Doz.      3.00  3.00  3,60 
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WEIUS  COMPRESSION   SILL  COCKS 


BO  STO  N  P ATT  E  R  N 

WHEEL  HANDLE 


BOSTON  PATTER  N 

LOOSE  KEY 


A  -  1  6  4  3 


A  -  1  6  4  4 


SIZES   AND  PRICES 
Size       -        -        -        -        -        -        -        -  inches 

A-1G43  Rough  Nickel  Plated   Per  Doz.  $27.60 

A  -  1  (J  4  3  Finished  Per  Doz.  27.60 

A-  1  643  Finished  and  Nickel  Plated  Per  Doz.  31.20 

A-  1  6  44  Rongh  Nickel  Plated   ..Per  Doz.  32.40 

A- 1  644  Finished   Per  Doz.  32.40 

A-  1  644  Finished  and  Nickel  Plated  ...Per  Doz.  36.00 

STRAIGHT  PATTERN.  STRAIGHT  PATTERN 

WHEELHANDLE  LOOSEKEY 


% 

$27.60 
27.60 
81.20 
32.40 
32.40 
36.00 


A  -  1  6  4  5 


A  -  1  6  4  6 


SIZES   AND  PRICES 

Size       -                                                                 inches  % 

A-  1  645  Rough  Nickel  Plated   Per  Doz.  $30,00  $30.00 

A-  1  6  45  Finished  Per  Doz.  30.00  30.00 

A- 1  64  5  Finished  and  Nickel  Plated  Per  Doz.  33.60  33.60 

A-1  6  46  Rough  Nickel  Plated  Per  Doz.  34.80  34.80 

A  -  1  6  4  6  Finished   Per  Doz.  34.80  34.80 

A-1  64  6  Finished  and  Nickel  Plated  Per  Doz.  38.40  38.40 
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WEIL'S  COMPRESSION  LAVATORY  STOPS 


WHEEL  HANDLE 
STRAIGHT 
THREADED  ENDS 


WHEEL  HANDLE 
ANGLE 
THREADED  ENDS 


WHEEL  HANDLE 
STRAIGHT 
ONE  END  SLIP  JOINT 


WHEEL  HANDLE 
ANGLE 
ONE  END  SLIPJOINT 


A-1  6  5  0          A-1651               A-1  6  5  2  A-1653 

WHEEL  HANDLE  STOPS,  THREADED   BOTH  ENDS 

Size         -        -        .        -        _        inches        %  % 

A  -  1  6  5  0  Finished   Per  Doz.  $18.60  ff;22.20  $29.40 

A-  1  6  5  0  Nickel  Plated   Per  Doz.    21.60  25.20  82.40 

A  -  1  6  5  1  Finished   Per  Doz.    18.60  22.20  29.40 

A-165  1  Nickel  Plated   .Per  Doz.    21.60  25.20  32.40 

WHEEL  HANDLE  STOPS,  ONE  END  SLIP  JOINT 

Size         -        .        _        _        _        inches'       %  Vs  % 

A  -  1  6  5  2  Finished  Per  Doz.  $21.00  $25.20  $33.00 

A-  1  6  5  2  Nickel  Plated   Per  Doz.    24.00  28.20  36.00 

A-  1  6  5  3  Finished  Per  Doz.    21.00  25.20  33.00 

A-  1  6  5  3  Nickel  Plated  Per  Doz.    24.00  28.20  36.00 

For  Slip  Joints,  Both  Ends,  add  Per  Doz.      2.40  3.00  3.60 


% 

$37.80 
41.40 
37.80 
41.40 


% 

$42.60 
46.20 
42.60 
46.20 
4.80 


LOOSE  KEY 
STRAIGHT 
THREADED  ENDS 


LOOSE  KEY 
ANGLE 
THREADED  ENDS 


LOOSE  KEY 
STR  AIG  HT 
ONE  END  SLIP  JOINT 


LOOSE  KEY 
ANGLE 
ONE  END  SLIP  JOINT 


m 


A-1  654             A-1  6  5  5              A-  1  6  5  6  A-1657 

LOOSE  KEY  STOPS,  THREADED   BOTH  ENDS 

Size         _____        inches        %  % 

A  -  1  6  5  4  Finished   Per  Doz.  $18.60  $22.20  $29.40 

A-  1  6  54  Nickel  Plated   Per  Doz.    21.60  25.20  32.40 

A  -  1  6  5  5  Finished   Per  Doz.    18.60  22.20  29.40 

A-1  6  5  5  Nickel  Plated   Per  Doz.    21,60  25.20  32.40 

LOOSE   KEY  STOPS,  ONE   END   SLIP  JOINT 

Size         _____        inches        %  1/2  % 

A  -  1  6  5  6  Finished   Per  Doz.  $21.00  $25.20  $33.00 

A-  1  6  5  6  Nickel  Plated   Per  Doz.    24.00  28.20  36.00 

A-  1  65  7  Finished  Per  Doz.    21.00  25.20  33.00 

A-  1  6  57  Nickel  Plated   Per  Doz.    24.00  28.20  36.00 

For  Slip  Joints,  Both  Ends,  add  Per  Doz.      2.40  3.00  3.60 


$37.80 
41.40 
37.80 
41.40 


% 

$42.60 
46.20 
42.60 
46.20 
4.80 
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WEIL'S  COMPRESSION   PANTRY  COCKS 


SINGLE,  TEE  HANDLE    SINGLE,  CROSS  HANDLE 

WITH  STUFFING  BOX 


DOUBLE,  CROSS  HANDLE 
WITH  STUFFING  BOX 


A-1  6  5  8  A-16  5  9  A-1660 

A-  1  658  Nickel  Plated  Tee  Handle    Per  nn 

tllll  ¥t1  p!?1    S^-r    Stuffing  Box:::::::::::p:r  '2; 

A-1  6  60  Nu-kel  Plated  Cross  Handle  with  Stuffing  Box  Per  Doz.  132.00 

SPEC...  --"%-0^M^7--:.WE..^  3,NK  B.BBS 

CHINA  CROSS  HANDLE  CHINA  INDEX  HANDLE 


^-1661  A-1662 

A  -  1  6  6  1  For  M  inch  Pipe,  Red  Metal,  Polished   Each    %i  00 

A-1661  For  M  inch  Pipe,  Red  Metal,  Nickel  Plated.,,....; 

A  -  1  6  6  2  For  54  inch  Pipe,  Red  Metal,  Polished   7^1  f 

A  -  1  6  6  2  For  54  inch  Pipe,  Red  Metal,  Nickel  Plated , . . .' Ea^     3  75 
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WEIL'S   FULLER  BIBBS 


PLAIN  HOSE 

LEAD  PIPE  LEAD  PIPE 


A-1700  A-1701 

SIZES   AND  PRICES 

Size       -----         inches        V2  %             %  1 

A  -  1  7  0  0  Finished   Per  Doz.  $21.00  $27.00    $36.00  $72.00 

A-  1  7  0  0  Nickel  Plated   ....Per  Doz.    25.20  31.20      42.00  80.40 

A  -  1  7  0  1  Finished   Per  Doz.    25.20  31.20      40.20  80.40 

A-170  1  Nickel  Plated   Per  Doz.    29.40  35.40      46.20  88.80 

PLAIN  HOSE 

IRON  PIPE                                   .  IRON  PIPE 


A-1702  A-1703 

SIZES    AND  PRICES 

Size       -----          inches        V2  %  %  1 

A  -  1  7  0  2  Finished   Per  Doz.  $21.00  $27.00  $36.00  $72.00 

A-  1  702  Nickel  Plated   Per.Doz.    25.20  31.20  42.00  80.40 

A  -  1  7  0  3  Finished   Per  Doz.    25.20  31.2U  40.20  80.40 

A-  1  7  0  3  Nickel  Plated   Per  Doz.    29.40  35.40  46.20  88.80 

PLAIN,  FLANGED  FEMALE  HOSE,  FLANGED  FEMALE 

IRON  PIPE  IRON  PIPE 


A -1704  A-1705 

SIZES    AND  PRICES 

Size       -----          inches        V2  %  %  I 

A-1  704  Finished   Per  Doz.  $28.80  $36.60  $47.40  $89.40 

A- 1704  Nickel  Plated   Per  Doz.    34.80  42.60  55,20  99.60 

A-1  705  Finished  Per  Doz.    33.00  40.80  51.60  97.80 

A-170  5  Nickel  Plated   Per  Doz.    39.00  46.80  59.40  108.00 


WEIL    BROS.,  CHICAGO 


WEIL'S   FULLER  BIBBS 

^tu  MALL,  IRON  PIPE  FLANGED  MALE,  [RON  PIPE 


A  -  1  7  O  6  A  -  1  7  O  7 

gj^^       _        _        STZESAND  PRICES 

'  1  7  0  fi  MY'l'^i'^lrrr  ■  •  ■ •  -P^r'^Doz.  $3t80  $39.60  $50^40  $95  40 

^  7  0  7  P-  •  J/^^*""^   PerDoz.    37.80  45.60  58  20  105  60 

^^07  NT-'^T'^r>t*r^  PerDoz.    36.00  43.80  54  60  103  80 

- 1  7  0  7  NicKcl  Plated   PerDoz.    42.00  49.80  62:40  llloo 

PLAIN  oi  A  IK, 

SET  SCREW  FLANGE,  LEAD  PIPE  S  ET  sr  R  (t  w       a  r- 

&b.T  SCREW  FLANGE,  IRON  PIPE 


A-1  70  8  A-1709 

SIZES   AND  PRICES 

A    1  7  A  Q  -51^?  1    r       "       "       "       "         inches       %  %  %  i 

AllORNfr^^  v^r^  Per  Doz.  $33.00  $40.80    $52  80  $92  40 

A  ^  70Q  ^-        1^^^^^"^   PerDoz.  39.00  46.80      60.60  102.60 

A    1  70Q  M-T  i''\^r;-^  PerDoz.  36.00  43.80     55.80  98.40 

1;  Mn     P^'i"'^   PerDoz.  42.00  49.80      63.60  108,60 

For  Hose  Ends,  add  Per  Doz.     4.20  4.20       4.20  8:40 

ADJUSTABLE  F^LaU^'e,  LEAD  PIPE  A  D  J  U  ST  A  B  ^E^VA^N  G  E,  IRON  PIPE 


17  11 


A- 1  7  1  0 
A-1710 
A-1711 
A  -  1  7  1  1 
For  Hose 


Size 

Finishe 

Nickel 

Finishe 

Nickel 

Ends,  i 


SIZES   AND  PRICES 


inches 

V2 

% 

% 

1 

Per  Doz.  $30.00 

$36.60 

$46.80 

$84.00 

Per  Doz. 

36.00 

42.60 

54.60 

94.20 

Per  Doz. 

33.00 

39.60 

49.80 

90.00 

Per  Doz. 

39.00 

45.60 

57.60 

100.20 

Per  Doz. 

4.20 

4.20 

4.20 

8.40 
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WEIL    BROS.,  CHICAGO 


WEIL'S 

P  LAI  N 

LONG  SHANK,  IRON  PIPE,  MALE 
ADJUSTABLE  FLANGE 


FULLER  BIBBS 


PLAIN 

EXTRA  LONG  SHANK,  FLANGED 
MALE,  IRON  PIPE 


A  - 1  7  1  2  A  -  1  7  1  3 

SIZES   AND  PRICES 

Size       -----         inches        V2           %             %  1 

A  -  1  7  1  2  Finished   Per  Doz.  $38.40    $47.40    $60.00  $102.00 

A- 17  12  Nickel  Plated   Per  Doz.    44.40      53.40      67.80  112.20. 

up  to       in.  long.    From  7  to  10  in.  long 
From  center  of  spout  to  back  of  flange 
Size         .         .         -         .         -         Inches  %  Vg  %  % 

A  - 1  7  1  3  Finished   Per  Doz.  $40.80  $51.00  $46.80  $57.00 

A  -17  13  Nickel  Plated   Per  Doz.    46.80  57.00  52.80  63.00 

A-1713  Flanged  Female,  deduct  Per  Doz.      3.00  8.00  3.00  3.00 

For  Hose  Ends  add  Per  Doz.      4.20  4.20  4.20  4.20 

SPEC!  AL  SIN  K  BIBB  CHINA  HANDLE 

LONG  SPOUT,  M  A  LE,  IRON  PIPE 


A-1714  A -1715 

A  -  1  7  1  4  Finished  Per  Doz.  $50.40 

A  -  1  7  1  4  Nickel  Plated   Per  Doz.  56.40 

A-1715  CHINA   HANDLE  BIBBS 
China  Handles  as  shown  in  A-1715  can  be  furnished  on  any  regular  pattern  Fuller 
Bibb,  add  to  regular  list  price  $19.80  per  dozen. 

SPECIALREDMETALSINKBIBB  SPECIALREDMETALSINKBIBB 

LONGSPOUT,CHINAHANDLE  LONGSPOUT,  CHINAHANDLEANDINDEX 

fr*^  (f 

A-1716  A-1717 

A  -  1  7  1  6  For  ^  inch  Pipe,  Red  Metal,  Polished  Each  $3.50 

A-1716  For  3^  inch  Pipe,  Red  Metal,  Nickel  Plated  Each  3.75 

A-1717  For  %  inch  Pipe,  Red  Metal,  Polished  Each  4.00 

A-17  17  For  ^  inch  Pipe,  Red  Metal,  Nickel  Plated  Each  4.25 


WEIL    BROS-,  CHICAGO 


WASH  TRAY 

LEAD  PIPE 


WEIL'S   FULLER  BIBBS 


WASH  TRAY 

IRON  P[PE 


A  -  1  7  1  8  A  1 

Size                        SIZES  AND   PRICES  A-1719 

-1718  Finished   ....               "  "       "                                     „   %  % 

-17  18  Nickel  Plated  .'. ^^3.40    $30.60  $40.80 

-1719  Finished    27.60      34.80  46.80 

-1719  Nickel  Plated  ..  23.40      30.60  40.80 

WASH  TRAY  ^^-^^  46.80 

FLANGED  MALE,  IRON  PIPE  WASH  TRAY 

FLANGED  FEMALE,  IRON  PIPE 


Si^e  SIZES   AND   PRICES  l/'il 

tUro  SrPlaied---  - •■■•■•■■•■"■•■■^PeXz^  ,34^0    $^1^20  $55% 

i:l?iiSeniaJd----^                   po  S  K 

For  Hose  EnM".^.''..;::;:::::::;:::;:::;::::?-ECz:  ^^lo°  'Ifo  To'o 

WASH  TRAY                                                                                     '  '-'-^vy 
LONG  SHANK,  IRON  PIPE,  MALE                                      ,  ir  a  r.  r.,r.^^^^  TRAY 

ADJUSTABLE  FLANgT  ^^^^  ^'P^'  ADJUSTABLE  FLANGE 


A  -  1  7  2  2 

Si^e                        SIZES   AND  PRICES 
•1  72  2  Finished   '  "  ...  "       "       "  n J^^^"_^ 


17  2  3 


V2 


1  7  2  2  Nickel  piaied* v;;.*;;:  It:  5^^-  ^fH^ 


A 

A  -  1  7  2  3  Nickel  Plated  . ,    .V; ^^.40 

For  Hose  Ends  add  .  pc"  Eol:  'Ifo 


% 

$51.00 
57.00 
40.20 
46.20 
9.00 


?64,80 
72.60 
51,60 
59.40 
9.00 
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WEIL    BROS,,  CHICAGO 


WEIL'S   FULLER  BIBBS 


WASH  TRAY  WASH  TRAY 

IRON  PIPE,  ADJUST  ABLE  FLANGE  ADJUSTABLE  FLANGE,  NUT,  BENT  COUPLING 


A-1724  A-T725 


SIZES   AND  PRICES 

Size                                                               inches  Vz 

A-1724  Finished  Per  Doz.  $85.40 

A-1724  Nickel  Plated   Per  Doz.  41.40 

A-1  72  5  Finished   ...Per  Doz.  48.60 

A-1  72  5  Nickel  Plated   Per  Doz,  54.60 

For  Hose  Ends  add  Per  Doz.  9.00 

HOPPER  COCK  HOPPER 
LEAD  PIPE  IRON 


% 

% 

$43.20 

$54.60 

49.20 

62.40 

61.80 

81.00 

67.80 

88.80 

9.00 

9.00 

COCK 

PE 


A  -  1  7  2  6 

SIZES   AND  PRICES 
Size  inches 

A~  1  7  2  6  Finished  Flange  and  Handle  Per  Doz. 

A  -  1  7  2  6  Nickel  Plated  Flange  and  Handle  Per  Doz. 

A-1  72  7  Finished  Flange  and  Handle  Per  Doz. 

A-  1  72  7  Nickel  Plated  Flange  and  Handle  Per  Doz. 

STOP 
LEAD  PIPE 


A-1727 


$26.40 
30.60 
26.40 
80.60 


% 

$32.40 
36.60 
82.40 

36.60 


% 

$41.40 
47.40 
41.40 
47.40 


STOP 

IRON  PIPE 


A  -  1  7  2  8 

SIZES   AND  PRICES 

Size       _        -        -        -        -         inches  % 

A  -  1  7  2  8  Rough  Per  Doz.  $20.40 

A-  1  72  8  Finished   .Per  Doz.  21.00 

A-172  8  Nickel  Plated   Per  Doz.  25.20 

A-1  72  9  Rough   Per  Doz.  20.40 

A-1  72  9  Finished  Per  Doz.  21.00 

A-1  72  9  Nickel  Plated   Per  Doz.  25.20 


A-1729 


% 

$25.80 

% 

$34.80 

1 

$69.00 

27.00 

36.00 

72.00 

31.20 

42.00 

80.40 

25.80 

84.80 

69.00 

27.00 

36.00 

72.00 

31.20 

42.00 

80.40 

WEIL    BROS.,  CHICAGO 
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WEIUS   FULLER  BIBBS 


BATH  BIBB 

ADJUSTABLE  FLANGE,  LEAD  PIPE 


BATH  BIBB 

ADJUSTABLE  FLANGE  IRON  PIPE 


A-1  730  A-T7  31 

^.  SIZES   AND  PRICES 

1  7  Q  A  ^'^^  u  S       '  ~       '       "         inches  %  %             %  i 

■  H  7  5  n  xt'-^'I'^'Li-  ■  • I^o^-  $39-00  ?^8.60    $61.80  $105.00 

.  loV  S-^!^^^  ^^^^^^   Per  Doz.  45.00  54.60      69.60  115,20 

"iH}  E'T^^^T^t Per  Doz.  42.00  51.60      64.80  111.00 

-17  dl  Nickel  Plated   Per  Doz.  48.00  57.60      72.60  121.20 

BATH  BIBB  BATH  BIBB 

FLANGED  MALE.  IRON  PIPE  F  L  A  N  G  E  D  F  E  M  A  L  E ,  I  R  O  N  P I  P  E 


A  -  1  7  3  2 

S  I  Z  I^:  S    AND  PRICES 
Size       -----  inches  V2 

A-  1  732  Finished   Per  Doz.  $40.80 

A-  1  7  32  Nickel  Plated   Per  Doz.  46.80 

A  -  1  7  3  3  Finished   Per  Doz.  37.80 

A-  1  7  3  3  Nickel  Plated   Per  Doz.  43.80 

BATH  BIBB 

FLANGE,  NUT  AND  BENT  COUPLING 


A  -  1  7  3  3 


51.60 
57.60 
48.60 
54.60 


% 
65.40 
73.20 
62.40 
70.20 


BATH  BIBB 

LOOSE  KEY 


A  -  1  7  3  4 

SIZES  AND  PRICES 

Size       -       -       -       -       -         Inches        1^  % 

A-  1  734  Finished   Per  Doz.  $55.20  $70.20 

A-1  734  Nickel  Plated   Per  Doz.    61.20  76.20 

A-  1  7  3  5  Finished   Per  Doz.    39.00  51.00 

A-  1  73  5  Nickel  Plated   Per  Doz.    43.20  55  20 


1 

116.40 
126.60 
110.40 
120.60 


%  1 
$91.20  $171.00 
99.00  181.20 
66.00  114.00 
72,00  122.40 
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WEIL    BROS.,  CHICAGO 


WEIL'S  FULLER   PANTRY  COCKS 

N0.1AND2  NO.  4  WITH  UNION  DOUBLE 


17  3  8 


A-  1  73  6  No.  1,  Nickel  Plated  or  Finished  Per  Doz.  $42.00 

A  -  1  7  3  6  No.  2,  Nickel  Plated  or  Finished  Per  Doz.  51.00 

A-  1  737  No.  4,  Nickel  Plated  or  Finished  .Per  Doz.  57.00 

If  with  China  Handles,  add  Per  Doz.  $19.80. 

A  -  1  7  3  8  Double,  Nickel  Plated  £ach  $13.00 

If  with  China  Handles,  add  per  pair  $3.30. 
If  with  Hose  End,  add  each  25c. 


WEIL    BROS.,  CHICAGO 
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WEIUS  SELF-CLOSING  BIBBS 


'GIELOW"  DETACHABLE  SHANK 
LEAD  PIPE 


'•GIELOW 

IRON  PIPE 


A-1750  A-1751 

SIZES    AND  PRICES 

Size       -                                                              inches  %  % 

A-  1  7  5  0  Nickel  Plated   Per  Doz.  $38.00  $42.00 

A-1751  Finished   Per  Doz.  27.00  30.00 

A-175  1  Nickel  Plated   Per  Doz.  33.00  36.00 

"GIELOW"  DETACHABLE  SHANK  "GIELOW  '  DETACHABLE  SHANK 

FLANGED  MALE,  IRON  PIPE  FLANGED  FEMALE,  IRON  PIPE 


A-1  7  52  A-1753 

SIZES   AND  PRICES 
Size       -  inches  % 

A-  1  75  2  Nickel  Plated   Per  Doz.  $43.00  $47.u0 

A-  1  7  53  Nickel  Plated   Per  Doz.  42.00  45.00 

"GIELOW"  DETACHABLE  SHANK  "GIELOW"  DETACHABLE  SHANK 

LEAD  PIPE,  ADJUSTABLE  FLANGE  IRON  PIPE,  ADJUSTABLE  FLANGE 


A  -  1  7  5  4 


A  -  1  7  5  5 


SIZES   AND  PRICES 

Size       -       -        -        -        -        -        -        -      inches  % 

A- 17  54  Nickel  Plated   Per  Doz.  $44.00 

A  -  1  7  5  5  Nickel  Plated   Per  Doz.  46.00 


% 

$47.50 
51.00 
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WEIL    BROS.,  CHICA(;o 


WEIUS  SELF-CLOSING  BIBBS 


BOSTON"  PLAIN 
LEAD  PIPE 


"BOSTON'  PLAIN 

IRON  PIPE 


A  -  1  7  5  6 
A  -  1  7  5  6 
A-1757 
A- 1  7  5  7 


SIZES   AND  PRICES 

Size         -        -        -        _        Inches       %  %           %  i 

Finished   Per  Doz.  $24.60  $25.20  $31.20  $40.80  $67  20 

Nickel  Plated   Per  Doz.    30.60    31.20  37.20    48  60    77  40 

fi^fhed   Per  Doz.    24.60    25.20  31.20    40,80    67  20 

Nickel  Plated   Per  Doz.    30.60    31.20  37.20    48  60  7740 


BOSTON"  "BOSTON" 
FLANGED  FEMALE,  IRON   PIPE  MALE,  IRON  PIPE,  ADJUSTABLE  FLANGE 

SOLID  SHANK 


T  7  5  8 


A  -  1  7  5  9 


SIZES   AND  PRICES 
Size       -  inches  % 

A-1  75  8  Finished   Per  Doz.  $30.00 

A  -  1  7  5  8  Nickel  Plated  Per  Doz.  36.00 

A  -  1  7  5  9  Finished   Per  Doz.  33.60 

A-1  7  5  9  Nickel  Plated   Per  Doz,  39.60 


% 

$37.20 
43.20 
41.40 
47,40 


% 

$48.00 
55.80 
52.80 
60.60 


1 

$78.00 
88.20 
82.20 
92.40 


WEIL    BROS.,  CHICAGO 
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WEIL'S  SELF-CLOSING  BIBBS 


'BOSTON"  DETACHABLE  SHANK  "BOSTON"  DETACHABLE  SHANK 

LEAD  PIPE,  ADJUSTABLE  FLANGE  IRON  PIPE,  ADJUSTABLE  FLANGE 


A  -  1  7  6  0 

A  -  1  7  6  1 

SIZE3S   AND  PRICES 

Size 

inches  % 

%  % 

1 

A- 

1760 

 Per  Doz.  $37.20 

$44.40  $55.80 

$85.20 

A  - 

1760 

Nickel  Plated  . 

 Per  Doz.  43.20 

50.40  63.60 

95.40 

A- 

17  6  1 

Finished   

 Per  Doz.  39.60 

46.80  58.20 

89.40 

A- 

176  1 

Nickel  Plated  . 

 Per  Doz.  45.60 

52.80  66.00 

99.60 

'BOSTON"  DETACHABLE  SHANK 

FLANGED  MALE,  IRON  PIPE 


'BOSTON"   D ETACH AB LE  SH  A  N  K 

FLANGED  FEMALE,   IRON  PIPE 


A  -  1  7  6  2 


A  -  l!7  6  3 


SIZES   AND  PRICES 


Size       _        -        -        -        -         inches  %  %  1 

A-  1  7  62  Finished  Per  Doz.  $37.80  $45.60  $57.60  $91.20 

A-1  7  62  Nickel  Plated   Per  Doz.    43.80  51.60  65.40  101.40 

A-1  763  Finished   Per  Doz.    35.40  43.20  55.20  87.00 

A-1  7  63  Nickel  Plated   Per  Doz.    41.40  49.20  63.00  97.20 
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WEIL    BROS.,  CHICAGO 


WEIUS  SELF-CLOSING  WORK 


'BOSTON" STOP 
LEAD  PIPE 


"BOSTON" STOP 
IRON  PIPE 


A -176  5 

SIZES   AND  PRICES 
S'^s       -       -       -       .       .         inches        %  %  % 

A  "i  ^•"'''u  Z'"'*^'*   Per  Doz.    31.80      37.80  49.80 

A    1  ?  R  r  mT  .'^'l,- ;  ■:, P'^'"  25.80      31.80  42.00 

A- 1  76  5  Nickel  Plated   Per  Doz.    31.80     37.80  49.80 

SELF-CLOSING  SHOWER  STOP  "BOSTON"  LONG  STEM 

IRON  PIPE  HOPPER  COCK 


1 

$67.20 
77,40 
67.20 
77.40 


A-1766  A-T767 

SIZES   AND  PRICES 
Size  inches  % 

A-  1  7  6  6  Finished   ....Per  Doz.  $48.00 

A-  1  7  66  Nickel  Plated   Per  Doz.  54.00 

A  -  1  7  6  7  %  inch,  Finished  Flange  and  Handle,  Lead  or  Iron  Pipe,  Per  Doz.  $42.00 
A  -  1  7  6  7  ^  inch,  Nickel  PI.  Flange  and  Handle,  Lead  or  Iron  Pipe,  Per  Doz.  48.00 


% 

$54.00 
60.00 


'BOSTON" HOPPER  COCK 
WITH  PLATE  AND  HANDLE 


"JOHNSON" HOPPER  COCK 


A-T  7  6  8 


A  -  1  7  6  9 


PRICES 

A-  1  768  Finished  Flange  and  Handle  Each  $5.00 

A-  1  769  Iron  or  Lead  Pipe  Each  2.00 


WEIL    BROS..  CHICAGO 
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A-1770 
A-1770 
A-1771 
A~1771 


SIZES   AND  PRICES 
Si^e       -       -       -       -       .  inches 

Fipjshed   Per  Doz.  $28.80 

Nickel  Plated   Per  Doz.  34.80 

f/.i^jshed  ...Per  Doz.  28.80 

Nickel  Plated   Per  Doz.  34.80 


% 

$34.80 
40.80 
34.80 
40.80 


$45.60 

53.40 
45.60 
58.40 


1 

$72.00 
82.20 
72.00 
82.20 


"DO  H  ER TV- 
SOLID  FLANGE  AND  THIMBLE 


"DOHERTY" 
DETACHABLE  SHANK  ADJUSTABLE  FLANGE 
IRON  PIPE 


A  -  1  7  7  2 


A-1  7  7  3 


SIZES   AND  PRICES 
-       -        -       -       _  inches 

^"i  Ho   -Per  Doz.  $36.00 

^  -  m  i  Plated   Per  Doz.  42.00 

^  -  j  4  ^  I  E'"!^^^^.  Per  Doz.  43.20 

A  -  1  7  7  d  Nickel  Plated   .Per  Doz.  40.20 


% 

$43.80 
49.80 
50.40 
56.40 


%  1 

$56.40  $88.20 

64.20  98.40 

63.00  94.20 

70.80  104.40 
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WEIL    BROS.,  CHICA(^,0 


WEIUS  SELF-CLOSING  BIBBS 


"DOH  ERTY" 
DETACHABLE  SHANK,  LEAD  PIPE 


"DO  H  E  R  TY" 

DETACHABLESHANK,  FLANGED  FEMALE 
IRON  PIPE 


A  -  1  7  7  4 


A  -  1  7  7  5 


SIZESANDPRICES 
Size       -        -        -        -        _  inches 

A  -  1  7  7  4  Finished   Per  Doz.  $34.20 

A  -  1  7  7  4  Nickel  Plated  Per  Doz.  40.20 

A  -  1  7  7  5  Finished   Per  Doz.  39.00 

A  -  1  7  7  5  Nickel  Plated   Per  Doz.  45.00 


% 

$40.80 
46.80 
46.80 

52.80 


$52.80 
60.60 
60.00 
67.80 


1 

$81.00 
91.20 
91.80 

102.00 


'DO  H  E  RTY"  STOP 

LEAD  PIPE 


**DOHERTY"  STOP 
IRON  PIPE 


A-1776  A  - 1777 

SIZES   AND  PRICES 


Size  - 

inches 

% 

% 

1 

A- 

1  7  7  6  Finished   

 Per  Doz.  $29.40 

$35.40 

$46.80 

$72.00 

A- 

1  77  6  Nickel  Plated   

 Per  Doz.  35.40 

41.40 

54.60 

82.20 

A- 

1  77  7  Finished   

 Per  Doz.  29.40 

35.40 

46.80 

72.00 

A- 

1  777  Nickel  Plated   

 Per  Doz.  35,40 

41.40 

54.60 

82.20 
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WEIUS  SELF-CLOSING  PANTRY  COCKS 


'G I E  LO  W 


'DO  H  ERTY' 


"BOSTON' 


A  -  1  7  7  8 


A-1  7  79 


A  -  1  7  8  O 


A-  1  7  7  8  ''Gielow,"  Nickel  Plated  or  Finished   Per  Doz.  $42.00 

A-  1  77  8  "Gielow/'  Polished,  Red  Metal   Per  Doz.  42.00 

A-  1  7  7  8  "Gielow,"  *^Duro"  Metal                                                Per  Doz.  51.00 

A-  1  7  7  9  "Doherty,"  Nickel  Plated  or  Finished   Per  Doz.  63.00 

A  -  1  7  8  0  "Boston,"  Nickel  Plated  or  Finished  Per  Doz.  60.00 
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BASIN,  BATH  AND 

PATENT  OVER  FLOW    P AT E N T  O V E R FLO W 
METAL  STOPPER       RUBBER  STOPPER 


WASH  TRAY  PLUGS 


COM  MON  OVERFLOW    C  O  M  M  O  N  O  V  E  R  FLO  W 
METALSTOPPER  RUBBER  STOPPER 


A -180  0             A-1801               A-1802  A-180  3 

PRICES 

Number        -        -        -    .    -        -        -        -    A-1800         A-1801  A-1802  A-1803 

Nickel  Plated,  Size  1  inch  Per  Doz.    $10.80        $10,80  $9.00  $9.00 


BATH  PLUG  BATH  PLUG  WASHTRAYPLUG 

METALSTOPPER  R U B B E R ST O P P E R  METALSTOPPER 


A-1804  A-1805  A-1806 


SIZES   AND  PRICES 

Size        -        -          inches      %         I       IM     IVz  2        2^^         3  4 

A-1  804  Finished   ...Per  Doz.  $2.40  2.40  3.00  4.20  8.40  15.00  18.00  36.00 

A-1  804  Nickel   Plated. .Per  Doz.    3.00  3.00  3.60  4.80  9.60  17.40  21.00  42.00 

A-  1  80  5  Finished  .......Per  Doz.    2.40  2.40  3.00  4.20  8.40  15.00  18.00  36.00 

A-1  80  5  Nickel  Plated... Per  Doz.    3.00  3.00  3.60  4.80  9.60  17.40  21.00  42.00 

A-  1  8  0  6  Finished   Per  Doz                     6.00  7.20  10.80  18.00  22,80  45.00 

A-  1  8  0  6  Nickel  Plated.. .Per  Doz                     7.80  9.00  13.80  21.00  27.00  54.00 


WASH  TRAY  PLUG 
RUBBER  STOPPER 


R  EGULA  R 
RUBBER  STOPPER 


SPECIAL 
RUBBER  STOPPER 


8  0  8 


A  -  1  8  0  9 


Size 


A 
A 


-1  8  0  7  Finished   Per 

-1  807  Nickel  Plated   Per 


SIZES   AND  PRICES 

inches     1^      1^        2        2^^         3  4 

Doz.  $6.00  7.20  10.80  18.00  22.80  45.00 

Doz.    7.80  9.00  13.80  21.00  27.00  54.00 


SIZES   AND  PRICES 
Size         -       -       Inches      %       %       1      1^^     1%     l^^      2      2i^  3 
■1  80  8  Regul.  Stoppers..Per  Doz.  $1.20  1.20  1.20  1.25  1.50  2.00  3.00  4.00  5.00 
1  809  Special  Stoppers,  For  Basin  Per  Doz.  $4.00    For  Bath  $6.00 
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DRIP  CUPS,  SAFE  WASTES  AND  STRAINERS 


DRIP  CUP 


BASIN 
GRATE 


SAFE  WASTE 
WITH 
COUPLING 


SAFE  WASTE 


A-1810  A-T811  A-1812  A-1813 

A-1810  Nickel  Plated  Drip  Cup  Each  $2.00 

A-1811  Nickel  Plated  Basin  Grate,  Detachable  Strainer...  Each  1.75 

A-18  12  Nickel  Plated  Safe  Waste,  Detachable  Strainer  Each  1.25 

A-18  13  Nickel  Plated  Safe  Waste,  Detachable  Strainer  Each  .75 

RAISED  STRAINER  RAISED  STRAINER  RAISED  STRAINER 

FOR  IRON  PIPE  WITH  TRAP  SCREW  WITH  FLANGE 


A-18T4  A-1815 

SIZES   AND  PRICES 
Si^^        _        „        ^        _        _  inclrGS  2 

A-1814  Finished  ..Per  Doz.  $13.20 

A- 18  14  Nickel  Plated   Per  Doz.  15.00 

A-181  5  Finished   Per  Doz.  15.00 

A-1815  Nickel  Plated   Per  Doz.  17.40 

A  - 1  8  1  6  Finished   Per  Doz.  8.40 

A  -  1  8  1  6  Nickel  Plated   Per  Doz.  10.20 

ROUND  CONVEX  FANCY 

STRAINER  STRAINER  STRAINER 


21/^ 
$18.00 
21.00 
21.00 
24.00 
12.00 
15.00 


3 

$26.40 
80.00 
30.00 
34.20 
18.00 
22.20 


4 

$45.00 
51.00 
48.00 
54.00 
24.00 
30.00 


HEAVY  BAR 
/  STRAINER 


A-181  7 
A-1817 
A-1818 
A-1818 
A-181  9 
A  -  i  8  1  9 
A-1820 
A-1820 


Size 
Fin.. . 
N.  P.. 
Fin. . . 
N.P.. 
Fin. . . 
N.  P.. 
Fin... 
N.  P.. 


inches 
Per  Doz. 
Per  Doz. 
Per  Doz. 
Per  Doz. 
Per  Doz. 
Per  Doz. 
Per  Doz. 
Per  Doz. 


A-1818 

SIZES 

$1.20 
1.80 
1.80 
2.40 
1.20 
1.80 


A  -  1  8  1  9 


1.20 
1.80 
1.80 
2.40 
1.20 
1.80 


AND 

ly* 

1.20 
1.80 
1.80 
2.40 
1.20 
1.80 


PRICES 


1% 

1.80 
2.40 
3.00 
3.60 
1.80 
2.40 


2 

1.80 
3.00 
3.00 
4.20 
1.80 
3.00 


2y2 

2.40 

4.20 

3.60 

5.40 

2.40 

4.20 


3 

3.00 

6.00 
4.80 
7.80 
3.00 
6.00 
6.00 
9.00 


4.80 
8.40 
7.20 

10.80 
4.80 
8.40 
8.40 

12.00 


5 

9.00 
13.80 
13.20 
18.00 

9.00 
13.80 
10.20 
15.00 


6 

12.00 
18.00 
16.20 
22.20 
12.00 
18.00 
14.40 
20.40 
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BRASS  END  FERRULES 


STRAIGHT 


WITH  TRAP 
SCREW 


WITH  VENT 


REDUCING 


A-1821 

A-1821 

A  -  1  8  2  2 
A-1822 
A-1823 


A-1821 
A-1822 


SIZESANDPRICES 

Size        -       -       _       _         inches       2  3  4  5  6 

Standard   Per  Doz.  $  5.40  $10.80  $15.00  $24.00  $36  00 

Extra  Heavy  Per  Doz.      9.00  18.00  22  80 

Standard   Per  Doz.    10.80  18.00  24.00 

Extra  Heavy   Per  Doz.    14,40  27.00  42.00 

Standard   Per  Doz.  27.00  39.00 


48.00  69.00 
69.00  90.00 
63.00  84.00 


A-1821-1822   EXTRA   HEAVY— EXTRA  LONG 

Size  inches  2x4 

Per  Doz   $15.00 

Per  Doz   18,00 


A-1  824  REDUCING 

SIZES   AND  PRICES 
Sizes      -  inches   2x1 14 

A-1  82  4  Standard  Per  Doz.  $4.80 


4x5 
$27.00 
45.60 


2x1^ 

$5.40 


EIGHTHBEND  QUARTERBEND  EIGHTHBENDWITHHUB 


A-1825                    A -1826  A-1827 

SIZESANDPRICES 

Size       --------      inches  2  4 

A-1  82  5  Per  Doz   $10.80  $36.00 

A  -  1  8  2  6  Per  Doz   14.40  48,00 

A-  1  82  7  Per  Doz   10.80  36.00 
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END  FERRULES  AND  TRAP  SCREWS 

BRASS  FERRULE  BRASS  FERRULE  IRON  FERRULE 

WITH  HUB  WITH  STRAINER  BRASS   TRAP  SCREW 


iiiiii 

A-1828  A-1829  A-1830 

SIZES   AND  PRICES 

Si^e         -        -        -        .         inches        234  r 

A-  1  8  2  8  Per  D02   $  8.40     .....  $2100 

A      oln  E^""  S*"^ 1^-00  $22.80    38.00  $60.66  $8i:66 

A-  1  8  30  Per  Doz                                              3.6O      4.80      6.00  10.80  14.40 

BRASS  TRAP  SCREW  BRASS  TRAP  SCREW  BRASS  TRAP  SCREW 

WITH  WIDE  FLANGE  WITH  SOCKET 


lllH 

A-1831                        A- 1832  A  -1833 

BRASS   TRAP  SCREWS 

Size       -        -        _        inches       %  %  1  ir/  o 

A-183  1  Finished   Per  Doz.  $1.80  $2.40  $3.00  $3.60    $4  20  $7  20 

A-183  1  Nickel  Plated   Per  Doz.    4.20  4.80  5.40  6.60      7'.20  12'.00 

Size       -        -        _        inches  3  314  4           5  g 

A-183  1  Finished   Per  Doz.  $12.00  $15.00  $18.00  $21.00  $27  00  $42  00 

A-183  1  Nickel  Plated   Per  Doz.    15.00  21.00  24.00  27.00    36.00  54.00 

BRASS  TRAP  SCREW  WITH   WIDE  FLANGE 

Size       -        -        -        inches         2          2V2          3          3U          4  ^ 

A-  1  832  Finished   Per  Doz.  $12.00  $15.00  $21.00  $24.00  $27  00  $36  00 

A-1  832  Nickel  Plated   Per  Doz.    16.80    21.00    27.00    30.00    36.00  48.00 

BRASS  TRAP  SCREW  WITH  SOCKET 

Size      -         -         -         -        inches       2          2^           3          3^^  4 

A- 1  833  Finished   Per  Doz.  $  7.20  $10.80  $15.00  $18.00  $2100 

A-1  833  Nickel  Plated   Per  Doz.    12.00    15.00    21.00    24.00  27^00 

TRAPS CREW  TRAPSCREW  DRUMTRAPTOP 

WITHSTRAIGHTVENT  WIDEFLANGE.BENTVENT  COVER 

COUPLING  COUPLING 


A-1834  A-1835 

SIZES    AND  PRICES 
Size         -  inches  3 

A-1  834  Finished,  Regular  Flange  Per  Doz.  $21.60 

A-1  8  34  Nickel  Plated,  Regular  Flange. Per  Doz.  30.00 

A-1  834  Finished,  Wide  Flange  Per  Doz.  27.00 

A-1  834  Nickel  Plated,  Wide  Flange. . .  .Per  Doz.  34.20 

A-1  835  Finished,  Wide  Flange  Per  Doz.  28.80 

A-  1  8  3  5  Nickel  Plated,  Wide  Flange. . .  .Per  Doz.  36.00 
A- 1  83  6  Nickel  Plated,  6  inches  Diameter  


A  - 

18  3  6 

31/2 

4 

5 

$27.00 

$30.00 

$36.00 

36.00 

42.00 

54.00 

30.00 

36.00 

45.00 

39.00 

45.00 

60.00 

33.00 

36.00 

45.60 

42.00 

48.00 

63.00 

,Per  Doz.  $5.00 
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BRASS  SOLDERING  NIPPLES  AND  UNIONS 


MALE  NIPPLE  FEMALE  NiPPLE  STRAIGHT  UNION 

STRAIGHT  STRAIGHT 


A-1  8  3  7  A-T  838  A-1839 


SIZES   AND  PRICES 
Size      -       inches  %       %       %        1       1^       1^        2        21/2        3  4 

A-1837  Per  Doz.  $3.00  3.00  3.60  5.40  7.20  10.80  12.60  18.00  33.00  48.00  81.00 

A-1838  Per  Doz.  3.00  3.00  3.60  5.40  7.20  10.80  12.60  18.00  33.00  48.00  81.00 
A-1839  Per  Doz.    4.20  4.20  4.80  6.00  8.40  12.00  15.00  21.00 


MALE  NIPPLE  FEMALE  NIPPLE  BENT  UNION 

BENT  V  BENT 


A  -  1  8  4  O  A-1841  A-1842 

SIZES   AND  PRICES 
Size       -        -        inches       14        %       Vz       %        1        1^/4       1^  2 

A- 1  8  40  Per  Doz  $3.50  3.50  4.60  5.90    9.70  12.80  16.10  22.00 

A-184  1  Per  Doz   3.50  3.50  4.60  5.90    9.70  12.80  16.10  22.00 

A-  1  8  42  Per  Doz    5.40  5.40  6.60  9.00  12.00  16.20  22.80  30.00 

PLAIN  COUPLING  VALVE  COUPLING 

GROUND  FACE 


A  -  1  8  4  3  A  -  1  8  4  4 


SIZES   AND  PRICES 

Size    -    inches      ^         %         %         %         %          1  1%  2 

A- 184  3  PI.  F.  Per  Doz.  $3.60    3.60    4.80    6.00    7.80  10.80  15.00  21.00  30.00 

A-  1  84  3  Gr.F.  Per  Doz.    4.80    4.80    6.00    7.20    9.00  13.20  18.00  25.20  36.00 

A-1  8  44  L.  P.  Per  Doz             10.80  12.00  15.00  18.00  24.00  36.00  48.00  72.00 

A- 1844  1.  P.   Per  Doz.        .  10.80  12.00             18.00  24.00  36.00  48.00  72.00 
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BRASS  BOILER  COUPLINGS 

BOILER   SPUD   END   FOR    1-lNCH   IRON  PIPE 


STRAIGHT  BENT  STRAIGHT 

LEAD  PIPE  LEAD  PIPE  IRON  PIPE,  MALE 


A-18  45                          A-1  846  A-1847 

SIZES   AND  PRICES 

Size                                                               inches  Vz             %  1 

A-1  84  5  Plain  Face  Per  Doz.  $  7.80    $  8.40  $12.00 

A-1  84  5  Ground  Face   Per  Doz.  9.00        9.60  14.40 

A-1  84  6  Plain  Face   Per  Doz.  9.60      10.20  14.40 

A-1  846  Ground  Face   Per  Doz.  10.40      11.40  16.80 

A-  1  8  47  Plain  Face   Per  Doz.  9.00      10.80  15.00 

A-  1  847  Ground  Face   Per  Doz.  10.20      12.00  17.40 

BENT                                    STRAIGHT  BENT 

IRON   PIPE.  MALE                          IRON  PIPE,  FEMALE  IRON  PIPE,  FEMALE 


A-1848  A-T849  A-185  0 

SIZES  AND  PRICES 

Size       -  -        inches       V2  %  1 

A-1  8  48  Plain  Face   Per  Doz.  $10.80    $12.60  $17.40 

A-1  8  48  Ground  Face   Per  Doz.    12.00      13.80  19.80 

A-  1  84  9  Plain  Face  Per  Doz   12.00  16.20 

A- 1  8  49  Ground  Face   Per  Doz   13.20  18.60 

A-1  8  50  Plain  Face   Per  Doz   13.80  18.60 

A-  1  8  5  0  Ground  Face   Per  Doz   15.00  21.00 

WATER   BACK  COUPLINGS 
STRAIGHT  BENT  LO  N  G  P  ATT  E  R  N  B  E  N  T 

A -1^^8  5  1  A-1  8  5  2  A    18  5  3 

SIZES   AND  PRICES 
Size      -       -       -       -       -       -       -       inches       V2  %  1 

A-1851  Ground  Face  Per  Doz.  $  9.00    $  9.60  $14.40 

A-1  8  62  Ground  Face  Per  Doz.    10.40      11.40  16.80 

LONG   PATTERN  WATER   BACK  COUPLINGS 

A-1  853  54  inch  Bent  Ground  Face  Per  Doz.  $12.00 


A-  1  8  54  ^  inch  Straight  Ground  Face  Per  Doz.  10.80 
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WITH  LOCKNUT 
AND  COUPLING 


BRASS   WASTES   AND  WASHERS 

FOR  WASH  TRAY  FOR  BATH 


\ 


A-1855  A-1856 

WITH   LOCKNUT  AND  COUPLING 


Size 


inches 


$30.00 


$40.00 


-1  8  5  5  Finished  pgj.  ^q^^ 

FOR   WASH  TRAY 

1  Q  K  «  1-^^  t    J inches        1 1/4 
■1«56  Finished   Per  Doz.  $10.00 

FOR  BATH 

.     ^  n  S^^®       "        "        "    inches       1  1^4. 

'^l^l  ?t'.Pi'^i^^t.;  •  * ?  ^-^^    9-00  12.00  15.00  24.00  30:00  60  00 

1  8  5  7  Nickel  Plated. .Per  Doz.    10.00  11.00  14.00  18.00  27.00  34  00  65  00 


$17.00 


21/2 


2 

$21.00 


Size 


WITH   STANDING  PIPE 


^  orl  x^^!^  Standing  Pipe,  Finished  Per^Doz^  $361)0 

1  a  5  7  With  Standing  Pipe,  Nickel  Plated  Per  Doz.  40.00 

Above  are  made  in  sizes  up  to  4  inches,  prices  on  application. 

BRASS  SAFE  WASTE  VALVE  BRASS  SEWER  VALVE 


11/2 

$42.00 
46.00 


A  -  1  8  5  8 


A  -  1  8  5  9 


SAFE  WASTE  VALVES 

Size      -        -        -        _        _    inches      %  l  114         li^  2 

A-I808  Rough  Brass   Each  $1.00    $1.25    $1.50    $2.00  $3.00 

SEWER  VALVES 

Size     -        -     inches       22 14       3456         8  9  10 

A-  1  8  5  9  Rough   Brass... Each  $2.00  2.50  3.00  3.50  5.00  7.50  20.00  25.00  30.00 


SHORT  FILTER  CONNECTION 


LONG  FILTER  CONNECTION 


A  -  1  8  6  O 


A  -  1  8  6  1 


^^■^o??  T^^^^""^'  ^  ^"^^^^  ^^^^^  $0.70;  Nickel  Plated.. Each  $0.75 

A-18bl  Long,  31^  inches  long.  Brass  Each      .95;  Nickel  Plated.. Each  1.00 
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HYDRANT  AND  STREET  WASHER  FITTINGS 


ROD  HYDRANT  CLAMP  HYDRANTCLAMP  ROD  ST R E ET  W A S H E R 

HANDLE  SQUARE  SOCKET  TAPPED  REST  KEY 


A-1862  A-1863  A-t864      A-1865       A-18  66 


A  -  1  8  6  2  Rod  Handles,  Mall.  Iron  Per  Doz.  $2.00 

A-  1  8  63  Hydrant  Clamps,  Iviall.  Iron,  Square  Socket  Per  Lb.  .15 

A-  1  8  64  Hydrant  Clamps,  Mall.  Iron,  Tapped,  Vs  inch  Per  Lb.  .18 

A- 1  8  64  Hydrant  Clamps,  Mall.  Iron,  Tapped,       inch  Per  Lb.  .20 

A-  1  8  6  5  Rod  Rests,  Cast  Iron  Per  Doz.  .96 

A-  1  8  6  6  Street  Washer  Keys,  Cast  Iron..  Per  Doz.  3.60 


STREET  WASHER  STREET  WASHER  GOOSENECK  STREET  WASHER 

SCREW,  LEAD  PIPE  SCREW.  IRON  PIPE  SCREW  CHECK  AND  GUIDE 

A  -  1  8  6  8  A  -  1  8  6  9  A  -  1  8  7  0  A  -  18  7  1 

SIZES   AND  PRICES 
Size  inches        V2  %  1 

A-  1  8  68  Short  Per  Doz.    $4.50       $5.00       $  6.00 

A~1  8  6  8  Long  Per  Doz.      5,50         6.00  8.50 

A-1  86  9  Short  Per  Doz.      5.00  6.00  7.50 

A  -  1  8  6  9  Long  Per  Doz.      6.00         7.00  10.00 

A-  1  870  i^x%  inch  Per  Doz.  $5.00;  %x%  inch  Per  Doz.  $6.50 

A-1871  Brass  Check  and  Guide   ...Per  Doz.  3.00 

HYDRANT  NOZZLE  HYDRANT  NOZZLE  HYDRANT  NOZZLE 

LEAD  PIPE  IRON^^PIPE  I  R  O  N  P I  P  E ,  F  L  A  N  G  E 

A-1  8  7  2                            A-1  87  3  A-18  74 

SIZES   AND  PRICES 

Size                                                         inches        V2  % 

A  -  1  8  7  2  Per  Doz   $6.00  $7.50        $  9.00 

'  A-1  87  3  Per  Doz   7.00  8.50  10,00 

A-187  4  Per  Doz   8.00  9.50  11.00 
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CHAIN  STAYS,  ETC. 

No.  O  NO.  1  NO.  2  NO.  3  NO.  4  NO.  5 


JX 


A-1875     A-18  76      A-18  77  A-1878 


A  -  1  8  7  9 


A-  1  8  80 

i 


Number        -        -        .  _ 
Nickel  Plated  Per  Doz.    $2.40      $2.40  $3.60 


PRICES 

A-1875    A-1876     A-1877     A-1878    A-1879  A-1880 


$4.20      $6.60  $9,60 


NO.  6 
WITH  JEWEL 
CUP 


A  -  T  8  8  1 


NO.  7 
WITH  JEWEL  CUP 


A  -  1  8  8  2 


No.  8 

WITH  ROUND 
SOAP  CUP 


NO.  9 
WITH  SQUARE 
SOAP  CUP 


A  - 1  8  8  3 


A    1  8  8  4 


PRICES 

Number                                                                           A-1881  A-1882  A-1883  A-1S84 

Nickel  Plated  Per  Doz.    $10.80  $15.00  $27.00  $81.00 

COCK  HOLE  COVERS 


BASIN  COCK  BATH  COCK 

HOLE  COVER  HOLECOVER 


A  -  1  8  8  5 


A  -  1  8  8  6 


BATH  OVERFLOW        ENAMELED  SINK 


HOLE  COVER 


A    T  8  8  7 

PRICES 


BACK  COCK 
HOLE  COVER 


A-1  8  8  8 


Number  A-1885    A-1886     A-1887  A-1888 

Nickel  Plated   Per  Doz.     $6.60     $10.80    $14.40  $9.00 
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PLUMBERS  CHAIN 


500  FEET  REEL 


PLUMBERS  LINK 


A  -  1  8  8  9 


Number 


A    1  8  9  0 


A-1889   500   FEET  REELS 

PRICES 


A-1  889  Nickel  Plated   Per  100  Feet    $4.65    $5.55  $7.10 

A-189012YARDBOXES 

^  PRICES 
Number      -       --       --       ____q  2 

A-1  8  90  Nickel  Plated   Per  Box    $1.65    $2.00  $2.65 

SPLIT  SNAP 


CHAIN   AND  SNAPS 


A  -  1  8  9  3 
EIGHT  HOOK 


A  -  T  8  9  2 


A  -  1  8  9  4 


A-1  8  9  2  Nickel  Plated  No.  0  Basin  Chains  and  Snaps  Per  Doz.  $1.15 

A-1  8  9  2  Nickel  Plated  No.  0  Bath  Chains  and  Snaps  Per  Doz.  1.75 

A-1  8  9  2  Nickel  Plated  No.  1  Wash  Tray  Chains  and  Snaps  Per  Doz.  1.55 

A-1  893  Nickel  Plated  Split  Snaps  Per  Gross  2.10 

A-  1  8  94  Nickel  Plated,  Eight  Hooks  Per  Gross  1.80 


NEVER  SLIP 


BASIN  CLAMPS 


NO.  1 


A  -  1  8  9  5 


A  -  1  8  9  6 


A-1895  Never  Slip  Basin  Clamps  ...Per  Doz.  $1.75 

A-1  8  9  6  No.  1  Basin  Clamps   ,Per  Doz.  1,20 
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BRASS  FITTINGS 


SLIP  JOINT 
CONNECTION 


SOLDERING 
BUSHING 


BRASS  SLEEVE 
TO  SOLDER 


A  -  1  8  9  7 


A  -  1  8  9  8 

A-1897  SLIP  JOINT  CONNECTIONS 


A  -  1  8  9  9 


Size,  I.  P.  Thread 

Size  of  Nut  for  O.  D.  Tube, 


ly*       1%       m       IVb       11/2  2  2 

ly*    1%    ly*    1%    1V2     1V2  2 

A-  1  8  9  7  Nickel  Plated... .  Per  Doz.  $6.00  ?6.00  $9.00  $9.00  $9.00  $15.00  $15.00 


Inches 
inches 


A-1898  SOLDERING  BUSHINGS 
Size     ------    inches    1^  ll^ 

A-1  89  8  Rough  Brass   Per  Doz.  $3.50  $3.50 

A- 1899   BRASS  SLEEVES  TO  SOLDER 

Size,  O.  D.  Tube       -       -        -      Inches     li^  1% 
A-  1  8  9  9  Nickel  Plated   Per  Dpz.  $1.80  $2.00 


$4.00 


1^ 
$2.10 


2 

$4.25 


2 

$3.60 


B  R  ASS  ELBOW  TO 
SOLDER 


A  - 1  9  O  O 


BRASS  45-DEGREE  ELBOW 
TO  SOLDER 


A  -  1  9  O  1 


BRASS  T  E  E-Y  TO 
SOLDER 


A  -  1  9  O  2 


SIZESANDPRICES 

Size,  O.  D.  Tube       -        -        -      inches     1%           1%           iy2  2 

A-1  9  0  0  Nickel  Plated   Per  Doz.  $4.80  $6.00  $6.00  $9.60 

A-1901  Nickel  Plated   Per  Doz.    4.80        6.00        6.00  9.60 

A-  1  9  02  Nickel  Plated   Per  Doz.    7.20        9.00        9.60  16.20 


BRASS  ELBOW 
FIN  E  THREAD 


BRASS  45-DEGREE  ELBOW 

FIN  E  THREAD 


A  - 1  9  O  3 


A  -  1  9  O  4 


SIZES   AND  PRICES 
Size      -----  inches  1^ 

A-1  908  Nickel  Plated   Per  Doz.  $5.40 

A- 19  04  Nickel  Plated   Per  Doz.  5.40 

A-1  90  5  Nickel  Plated   Per  Doz.  3.60 


BRASS  COUPLING 

FINE  THREAD 


A  -  1  9  O  5 


1% 

$6.00 
6.00 
4.20 


IV2  2 

$6.60  $10.80 

6.60  10.80 

4.20  5.40 
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BRASS   FITTINGS,  FINE  THREAD 


B  R  ASS  ELBOW 
WITH  CLEANOUT.FINE  THREAD 


A  -  1  9  0  6 


BRASS  TEE-Y 
FINETHREAD 


A  -  1  9  O  7 


DOUBLE  TEE-Y 
FIN  E  TH  READ 


A  -  1  9  0  8 


SIZES   AND  PRICES 
Size,  O.  D.  Tube       -        -        -      inches  1^ 

A-  1  9  0  6  Nickel  Plated   Per  Doz.  $9.00 

A  -  1  9  0  7  Nickel  Plated  Per  Doz.  7.80 

A-  1  9  0  8  Nickel  Plated  Per  Doz.  12.00 


1%          11/2  2 

$10.20    $10.80  $16.80 

9.00      10.20  16.80 

16.20  24.00 


BRASS  FITTINGS,  SLIP  JOINT  AND  FINE  THREAD 

BRASS  ELBOW  B  R  A  S  S  4  5  -  D  E  G  R  E  E  E  L  B  O  W  BRASSTEE-Y 

SLIP  JOINT  AND  FINE  THREAD       S  L I  P  J  O  I  N  T  A  N  D  Fl  N  E  T  H  R  E  A  D        S  LI  P  J  O  1  N  T  S  I  D  E  A  N  D 

FINETHREAD  ENDS 


A  -  1  9  O  9 


A  -  T  9  1  O 


A  -  1  9  1  T 


SIZESANDPRICES 

Size,  O.  D.  Tube         -       _       _        .         inches      I14  1^  2 

A-  1  90  9  Nickel  Plated   Per  Doz.  $8.40  $  9.60  $15.60 

A-1910  Nickel  Plated  Per  Doz.      8.40  9.60  15.60 

A-1911  Nickel  Plated   Per  Doz.      9.00  10.80  21.60 

TEE-Y  BRASS  DOUBLE  TEE-Y       BRASS  DOUBLE  TEE-Y 

SLIP  JOINTS,  SIDE  AND  TOP  SLIP  JOINT,  ONE  SIDE  S  LI  P  J  5  I  N  T  S    B  O  T  H  SI  D  E  S 


A  -  1  9  1  2 


A  -  1  9  1  3 


A-1  91  4 


SIZESANDPRICES 

Size,  O.  D.  Tube         -        -        -        .         inches  1^  1% 

A-1  9  12  Nickel  Plated   Per  Doz.  $  9.00  $10.80 

A  - 1  9  1  3  Nickel  Plated  Per  Doz.  16.00  21.00 

A-1  91  4  Nickel  Plated   Per  Doz.  21.00  27.00 


2 

$21.60 
30.00 
36.00 
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BRASS  PIPE  AND  FITTINGS 


SEAMLESS   BRASS   TUBING,   IRON   PIPE  SIZES 

EXTRAS   OVER  BASE  PRICES 


Iron  Pipe  Size  inches     Vs       M       %  ^        %         1  1%      1%  2 

12  Foot  Lengths  per  pound  $0.08     .07       .02  .01  BASE  PRICES 

Approx.  Wt.  per  foot., pounds      .25     .43       .62  ,90  1.25    1.70  2.50    3.00  4.00 

Iron  Pipe  Size  inches    2^33l^  4  4  Ms        5         6         7  8 

12  Foot  Leng-ths.  .  .  .per  pound  Base  Prices     .01  .02      .04      ,06      .07      .09  .11 


Approx.  Wt.  per  foot.  .  .pounds    5.75  8.30  10.90  12,70  13.90  15.75  18,31  26.28  29.88 
Copper  Tubing-,  3  cents  per  pound  advance  over  Brass  Tubing. 
Regular  Stock  Lengths  of  Brass  Tubing  are  12  feet. 
Cut  to  other  Lengths  additional  charge  is  made. 


FINISHED    BRASS  FITTINGS 


ELBOW  TEE  CROSS  UNION 


SIZES   AND  PRICES 


Size       -       -  inches 

% 

% 

% 

% 

] 

L 

11/4 

11/2 

2 

2% 

3 

3V2 

4 

Elbows   each 

$0.24 

.34 

.42 

.56 

.70 

1 

00 

1,70 

2.20 

3.00 

7.00 

9.00 

14.00 

20.00 

Elbows,   Reducing  '* 

.44 

.52 

.70 

.90 

1 

25 

2.20 

2.80 

3.80 

8.80 

11.30 

17.50 

25.00 

Elbows,  45  degr. .  ,  *' 

.35 

.42 

.50 

.68 

.85 

1 

25 

2.10 

2.75 

3.75 

8.75 

11.00 

Elbows,  Street....  " 

.40 

.50 

.56 

.83 

1.10 

1 

50 

2.65 

3.60 

4.75 

Elbows,  Drop  Fern.  " 

.40 

.60 

.80 

1.20 

1 

70 

2.40 

3.80 

5,00 

Elbows,  Side  Outlet  " 

.60 

.80 

1.20 

1 

70 

2.40 

3.20 

Tees    " 

.40 

.60 

.80 

1.00 

1 

50 

2.00 

2.60 

3.50 

8.00 

11.00 

18.00 

26.00 

Tees,  Reducing... 

.50 

.76 

1.00 

1.25 

1 

90 

2.50 

3.30 

4.40 

10.00 

13.80 

22.50 

32.50 

Tees,  Drop  Female  " 

.70 

.90 

1.40 

2 

10 

Tees,  Four-Way. .. 

1.00 

1.40 

2 

00 

2.70 

3.60 

.60 

.80 

1.00 

1.20 

1 

60 

3.00 

4.00 

7.00 

10.00 

14.00 

20.00 

29.00 

Crosses,  Reducing.  " 

.75 

1.00 

1.30 

1.50 

2 

00 

3.80 

5.00 

8.80 

12.50 

17.50 

25,00 

36,00 

.20 

.24 

.28 

.42 

76 

1.00 

1.35 

2.00 

3.00 

5.00 

7.00 

9.00 

.18 

.20 

.24 

.30 

.40 

56 

.80 

1.00 

1.80 

2.50 

4.00 

6.00 

8.00 

.30 

.30 

.40 

.50 

.70 

90 

1.20 

1.60 

2.20 

4.00 

6.00 

10.00 

12.00 

Locknuts   " 

.20 

.20 

.24 

.30 

.40 

60 

.90 

1.40 

1.90 

3.00 

5.50 

.32 

.44 

.64 

.90 

1 

30 

1.80 

2.25 

3.70 

6.00 

9,00 

Couplings    *' 

.20 

.28 

.32 

.50 

.75 

1 

00 

1.20 

1.80 

2.70 

4.80 

7.00 

10.50 

14.00 

Couplings,  R.  &  L.  '* 

.31 

.36 

.55 

.82 

1 

10 

1.35 

2.00 

3.10 

Ret'n  Bends  Close  " 

1.12 

1.40 

2 

00 

3.40 

4.40 

6.00 

Ret'n  Bends  Open 

1.40 

1.75 

2 

50 

4.30 

5.50 

7.50 

Unions,   Standards  " 

.32 

.36 

.50 

.70 

.90 

1 

25 

1.70 

2.50 

3.60 

6.00 

7.76 

15.00 

22.50 

For  Nickel  Plating  add  20  per  cent  to  above  prices. 
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ROUGH   BRASS  FITTINGS 


IRON   PIPE  THREADS 


BRASS  ELBOW 


BRASS  TEE 


BRASS  CROSS 


BRASS  UNION 
STANDARD  PATTERN 


BRASS  UNION 

GOVERNMENT  PATTERN 


BRASS  UNION 

OCTAGON  PATTERN 


SIZES  A 


Size       -       -  inches 

% 

V4 

% 

$0.12 

.17 

.21 

.28 

Elbows,  Reducing 

.22 

.26 

.35 

Elbows,  45  degr, .  . 

.25 

.30 

.40 

Elbows,  Street  

.35 

.55 

Elbows,  Drop  Fern.  *' 

.20 

.30 

.40 

Elbows,  Side  Outlet  " 

.30 

.40 

Tees   " 

.15 

.20 

.30 

.40 

Tees,    Reducing-,  .  . 

.25 

.38 

.50 

Tees,  Drop  Female  " 

.35 

.45 

Tees,  Four-  Way. ..  " 

.50 

Crosses    " 

.20 

.30 

.40 

.50 

Crosses,   Reducing.  " 

.38 

.50 

.65 

Bushings    " 

.10 

.12 

.14 

Plugs   " 

.09 

.10 

.12 

.15 

Caps    *' 

.15 

.15 

.20 

.25 

Locknuts   '* 

.10 

.10 

.12 

.15 

Reducers    '* 

.16 

.22 

.32 

Couplings   

.10 

.14 

.16 

.25 

Couplings,  R.  &  L.  " 

.17 

.20 

.30 

Ret'n  Bends  Close  " 

.56 

Ret'n  Bends   Open  *' 

.70 

Unions,  Standards 

.32 

.36 

.50 

.70 

Unions,  Governm't 

.35 

.40 

.55 

.75 

Unions,  Octagon.. 

.35 

.40 

.55 

.75 

D  PRICES 


1 

1^ 

1"^ 

2 

2% 

3 

3^ 

4 

.35 

.50 

.85 

1.10 

1.50 

3.50 

4.50 

7.00 

10.00 

.45 

.62 

1.10 

1.40 

1.90 

4.40 

5.65 

8.75 

12.50 

.50 

.75 

1.25 

1.65 

2.25 

5.25 

6.75 

.75 

1.00 

1.80 

2.50 

3.25 

.60 

.85 

1.20 

1.90 

2.50 

.60 

.85 

1.20 

1.60 

.50 

.75 

1.00 

1.30 

1.75 

4.00 

5.50 

9.00 

13.00 

.63 
.70 

.95 
1.05 

1.25 

1.65 

2.20 

5.00 

6.90 

11.25 

16.25 

.70 

1.00 

1.35 

1.80 

.60 

.80 

1.50 

2.00 

3.50 

5.00 

7.00 

10.00 

14.50 

.75 

1.00 

1.90 

2.50 

4.40 

6.25 

8.75 

12.50 

18.00 

.21 

.38 

.50 

.67 

1.00 

1.50 

2.50 

.20 

.28 

.40 

.50 

.90 

1.25 

2.00 

3.00 

4.00 

.35 

.45 

.60 

.80 

1.10 

2.00 

3.00 

.20 

.30 

.45 

.70 

.95 

1.50 

2.75 

.45 

.65 

.90 

1.12 

1.85 

3.00 

4.50 

.37 

.50 

.60 

.90 

1.35 

2.40 

3.50 

5.25 

7.00 

.45 

.60 

.75 

1.12 

1.75 

.70 

1.00 

1.70 

2.20 

3.00 

.88 

1.25 

2.15 

2.75 

3.75 

.90 

1.25 

1.70 

2.50 

3.60 

6.00 

7.75 

15.00 

22.50 

.00 

1.40 

1.90 

2.75 

4.00 

6.50 

8.50 

.00 

1.40 

1.90 

2.75 

4.00 

6.50 

8.50 

13.50 

18.50 
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ROUGH  BRASS  FITTINGS 

CAST   IRON    PATTERtM,    rRON    PIPE  THREADS 

BRASS  ELBOW  BRASS  TEE  B R A S S  F L A N G E  U  N  I  O N 


SIZES   AND  PRICES 


% 
28 

32 
32 
40 
46 


.36 
.43 
.42 
.42 


.65  1.00 
.75  1.15 


Size      -      -      -      -  inches 

Elbows   .each 

Elbows,  45  degrees   

Elbows,  Reducing   

Elbows,  R.  and  L  

Tees    

Tees,  Reducing-  ........ 

Crosses   

Crosses,  Reducing   

Return  Bends,  Close.  .  .  . 

Return  Bends,  Open.  .  .  . 

Couplings,  Heavy   

Flange  Unions   

Brass  Flange  Unions  are  furnished  with 
Finished  Brass  Fittings  from  Cast-Iron 


.90 
1.04 
.70 


1.30 
1.50 
.85 


35 


75  1.00 

50  .75 
3.50  3.50 


1     lU    11/2     2  21/2       3       31/2  4 

1.00  1.50  2.00  3.00  5.50     8.50  12.50  16.00 

1.20  1.80  2.40  3.60  6.60  10.20  15.50  20.00 

1,15  1.72  2.30  3.45  6.30    9.75  14.50  18.50 

1.15  1.72  2.30  3.45  6.30  9.75   

1.-35  2.00  3.00  4.50  7.50  11.00  16.50  20.00 

1.55  2.30  3.45  5.20  8.60  12.65  18.00  22.00 

1.80  2.75  4.00  5.25  9.00  14.00  21.00  27.00 

2.10  3.15  4.60  6.00  10.35  16.00  24.00  30.00 

1.00  2.25  2.75  4.50   

1.75  3.00  3.75  6.00  .  

1.00  1.40  1.80  2.75  4.80  7.00   

3.75  4.25  5.60  6.50  8.50  10.50  13.50  15.00 
Iron  Bolts  unless  otherwise  ordered. 
Patterns  at  double  above  list. 


BRASS  NIPPLES,   IRON    PIPE  THREADS 


SIZES  AN 


Length  - 

-  inches 

Close 

1^ 

2 

21/^ 

Size 

$0.16 

.16 

,19 

.22 

1/4  inch  .  .  , 

.20 

.20 

.24 

.28 

%  inch . . . 

.23 

.23 

.28 

.33 

inch ,  , 

.30 

.30 

.36 

.42 

%  inch 

.32 

.39 

.46 

1  inch 

.40 

.49 

.58 

1^  inch  , 

.63 

.75 

XVz  inch 

.74 

.88 

2  inch 

1.00 

1.19 

2^  inch  ,  , 

1.80 

2.50 

3^  inch,  , 

4.00 

4      inch, , 

4.75 

PRICES 


3 

31/2 

4 

41/2 

5 

51/2 

6 

25 

.28 

31 

.34 

37 

.40 

43 

.32 

.36 

.40 

.44 

.48 

.52 

.56 

.38 

.43 

.48 

.53 

,58 

.63 

.68 

.48 

.54 

.60 

.66 

.72 

,78 

.84 

.53 

.60 

,67 

,74 

.81 

.88 

.95 

67 

.76 

.85 

.94 

1 

.03 

1.12 

1 

21 

87 

.99 

1 

.11 

1.23 

1 

.35 

1.47 

1 

.59 

1 

02 

1.16 

1 

.30 

1.44 

1 

.58 

1.72 

1 

86 

1 

38 

1.57 

1 

.76 

1.95 

2 

14 

2.33 

2 

52 

2 

04 

2.32 

2 

,60 

2.88 

3 

16 

3.44 

3 

72 

2 

80 

3.20 

3 

.60 

4,00 

4 

40 

4.80 

5 

20 

5 

10 

5.68 

6 

26 

6.84 

7 

42 

5 

86 

6.53 

7 

20 

7.87 

8. 

54 
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HOSE   BRASS  GOODS 

STANDARD  HOSE  COUPLING  iit^lj^o^ 

LUGHOSE  COUPLING 


^  A-1951 

Size  *-1950  STANDARD   HOSE  COUPLINGS   

inches      ^  94  j  -jy  -  j , 

^rpT^rS."  ", Per  Doz.  $2.40    $2.40    $4.40    $10.00  $14  00  $24  00 

Iron  P.pe  Thread  Per  Doz.    2.65      2.65      4.65      10.50  15.00  26.00 

Size  A-1951   LUG   HOSE  COUPLINGS 

Ppr  n           '         '         "         '          '"''^"'^        ^              ^'-^2             3  3%  4 

•  $32.00    $50.00    $76.00    $120.00  $150.00 

^cIuplVng^  ''Vipp^iSt^^      female  hose 

INIH-HLE  NIPPLE 


^1952  A-1  9  5  3  A-1954 

Size      .        .  A-1952  STEAM   HOSE  COUPLINGS 

LTpTn'r?  --Pe'Do"  $15.00  15^00  laOO  24^0  300  42^00  tIoO 
Iron  P,pe  Thread  Per  Doz,    15.50  15.50  19.00  25.50  32.00  44.00  75.00 

HOSENIPPLES 

oize.    inches      %        %        liyiU        2  2V, 

A  ■  ^      9       10  00  14.00  28  00  40.00  SO^'oO  75*00 

A-19.^  Female...  Per  Doz.  3.50  8.50  5.00  9.00  10.00  14.00  28.00  40.00  50.00  75  00 

HOSE  CLAMPS  HOSE  STRAPS  H O s E  ST R A P  F A ST E N E R 


A    '955  A-1  9  5  6  A  1957 

•■^i=^e       -        -    inches       %    "''^^    HOSE  CLAMPS 

 'fl-SO    $l'50    $2.00    $2!'50    $3.00    $400    $7.00  $lo'oO 

Si2e  A-1956   HOSE  STRAPS 

Per  Doz        '       "       '       '       "       ■    ^^""^^^      ^  1         1^  r^k 

 $0-40    $0.60    $0.80    $1.00  $1.20 

c     1,  c.        ,  A-1957   HOSE  STRAP  FASTENERS 

Small  S.ze.  V.  to  lJ4  inch  Each  $0.50;    Xy,  to  2y.  incLs  and  larger  $0.75 
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HOSE  BRASS  GOODS 

HOSEREDUCER  HOSEBUSHING  HOSECAP  HOSEEND 


A 

A 


A    1  9  5  8 

Size 

-  1  9  5  8  Per  Doz. 
-1  9  5  9  Per  Doz. 

Size 

1  9  6  0  Per  Doz. 

1961  Per  Doz  $2.50  2.50  2.50  2.50  3.60  KOO 


A-T959  A-1960 
HOSEBUSHINGS  AND  REDUCERS 

inches    lx%    1*4 xl     l^jx^  li^xl  l^xlii  2x%  2x1 

 $6.50  10.00    11.50  11.50   12.00  13.00  14.00 

  6.50  10,00    11.50  11.50   12.00  13.00  14.00 

HOSE  CAPS  AND  HOSE  BIBB  ENDS 

inches         %        %       %       %        1  I14 
4.00  6.00  8.00 


11/2  2 
10.00  15.00 
8.00  15.00 


Hose  Bushings  and  Reducers  have  Hose  Threads  on  both  ends. 


9  6  1 


2x11/2 
18.00 
18.00 

2y2 

24.00 
24.00 


BRASS 
SUCTION  STRAINER 


FIRE  HOSE 
R  EDU  C  E  R 


HOSE  COUPLING  SPANNER 


A-1962  A-1963  A-1964 

SUCTION  STRAINERS 

Size       -       inches    1^       2      2^^       3        31^        4        414  5  q 

A-1  9  62  Each   $7.50  7.50  8.-50  10.00  15.00  19.00  25.00  31.00  46.00 

FIRE   HOSE  REDUCERS 

A     -I  n  ^  n  S""^.      '        "        inches  2^x.K       2!^xl     2/2XIK  2>^xli^ 

A-  1  9  63  Each   $2.75    $2.85    $3.00  $8.00 


2^/^x2         3x2  3x2 

$3.25    $3.50  $4.00 


HOSE  COUPLING  SPANNERS 

a  .  ^  .   ^^^^                                                        inches  ll^ 
A-  1  9  64  Malleable  Iron   Each  $0.15 


HOSE  MENDERS 


HOSE  SPRINKLER 


2  21^  3 

$0.20    $0.25  $1.00 

SIAMESE  COUPLING 


A    1  9  6  5  A-1966  A-T967 

HOSE  MENDERS 

Size     -        -        -       inches      14        %        1  1%       2       2V2  3 

A-  1  9  65  Rough  Brass  Per  Doz.  $1.20  1.20  2.00  3.00  4.00  7.00  10.00  18.00 

HOSESPRINKLERS 
A    ioflfi  1^^^        ------  inches  %  1  114 

A-  1  9  6  6  Brass   Per  Doz.     $5.25       $6.00  $9.00 

A-1967   SIAMESE  COUPLING 

One        inch  Loose  Female  CoupHng  and  two  2^  inch  Male  Couplings   $10  00 

One  2^  inch  Rigid  Male  Coupling  and  two  2^  inch  Loose  Female  Couplings. . .  13.00 
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HOSE  BRASS  GOODS 

UNDERWRITERS  HOSE  PIPE  SCREW  T(P  HOSE  PIPE 


A- 
A- 
A- 
A- 


A- 
A- 


Size 
Length 


1  9  6  8  A  -  1  9  6  9 

UNDERWRITERS  HOSE  PIPES 


Size 
Length 


inches 
inches 


inches 
-  inches 

2 

20 

21/3 
24 

21/2 

30 

2y2 

36 

.  .  .  Each 

$9.00 

$11.00 

$12.00 

$15.00 

7.00 

9.50 

11.00 

13.50 

15.00 

18.00 

18.00 

HOSE  PIPES 

%  1 

6  %Vz 

11/4 

12 

IV2 
12 

2 

15 

21^ 
20 

1  9  69  Iron  Pipe  Thread.. Per  Doz. 
PLAIN  HOSE  PIPE 


8.00 


11.20    21.20    25.20    48.00  99.50 
HOSE  PIPE  WITH  COCK 

1 


A-1970  A -1971 

PLAINHOSEPIPES 

Size       -        -        -        inches      %  1  11^         i±l  2  2U> 

Length      -        -        -   inches      3  4  5  6  12  1? 

A-  1  97  0  Hose  Thread   Per  Doz.  $4.00    $5.00  $12.00  $18.00  $34.00  $55.00 

A-  1  970  Iron  Pipe  Thread.. Per  Doz.    5.00      6.25    13.75    19.75    39.00  60.00 

HOSE   PIPE   WITH  COCK 

riflf^fi,        "        "        "        inches       %  1         I14       1^  2 

Length    -       -        -        _    inches       8  8  12         12         12  20 

A- 197  1  Hose  Thread   Per  Doz.  $13.00  15.00  40.00  55.00  80.00  160.00 

A-197  1  Iron  Pipe  Thread  Per  Doz.    14.20  18.00  43.00  60.00  88.00  170.00 

FULLER  HOSE  PIPE  GEM  HOSE  PIPE 


HI 


A-1  9  7  2                                               A  1973 

FULLER    HOSE  PIPES 

 -       _       _     inches  %  1 

A-1  9  72  Per  Doz   $18.00  $30.00 

GEM    HOSE  PIPES 

■                                                                inches  %  1 

A  - 1  9  7  3  Per  Doz   $10.00  $15.00 
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PLUMBERS  SUNDRIES 


CLOSET    FLUSH   AND  SUPPLY  PIPES 


SUPPLY  PIPES  FOR 
LOW  TANKS 

PLAIN  WITH  STOP 


A-2000     A-2001  A-2002    A-2003       A-2004  A-2005 

FLUSH   PIPES  FOR   HIGH  TANKS 

Size  O.  D.  (No.  20  Gauge)     -        -        -        -    inches     l^A  1%  11/2 

A-200  0  6  Feet  long,  Nickel  Plated,  Straight  Each  $2.50  $2.70  $3.00 

A-2  00  1  6  Feet  long,  Nickel  Plated,  Offset  Each    2.70  2.90  3.25' 

SUPPLY  PIPES   FOR   HIGH  TANKS 

Size  O.  D.  and  Gauge      -        -        inches     %  No.  17  %  I.  P.  S.  1/2  I.  P.  S. 

A-2002  7  Feet  long,  Nickel  Plated,  Straight. .  .Each    $3.00  $3.50  $4.50 

A-20  0  3  7  Feet  long,  Nickel  Plated,  Offset  Each      3.20  3.70  4.70 

SUPPLY   PIPES   FOR   LOW  TANKS 

21-32  O.D.  %  inch 

Size       --------      inches    No.  14  Ga.  I.  P.  S. 

A-2  0  04  Plain,  Nickel  Plated   Each    $0.75  $1.25 

A-2  00  5  With  Stop,  Nickel  Plated   Each      1.75  2.25 
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PLUMBERS  SUNDRIES 

SLIP  JOINT  ELBOW       SLIP  JOINT  ELBOW  OFFSET  CONNECTION 

FOR    HIGH   TANK  FORLOWTANK  FORLOWTANK 

FLUSH  PIPE 


A-2006  A -200 7  A-2008 

A-2  00  0         inch  Xickel  Plated,  2    x  dVo  inches  Each  $0.80 

A-2  00  6  1%  inch  Nickel  Plated,  2    x  7-     inches  Each  1.25 

A  -  2  0  0  7  2      inch  Nickel  Plated,  S¥2X  6      inches.  .  Each  1.50 

A~2  0  0  7  2      inch  Nickel  Plated,  3 Mi xl2     inches  Each  2.25 

A-2  0  0  7  2      inch  Nickel  Plated,  8    xl2      inches  Each  2.75 

A-2  0  0  8  2      inch  Nickel  Plated,  to  Oflfset  IV2  inches  Each  1.50 

SUPPLY  PIPE  FLUSH  PIPE     FLUSH  AND  SUPPLY  FLUSH  AND 

STRAP  STRAP  STRAP  SUPPLY  STRAP 

PLAIN  WITH  BUMPER  PLAIN  WITH  BUMPER 

A  -  2;  O  0  9  A  -  2  O  1  O  '  ^  A  -  2  O  1  1  '  '  '  A^^-  '^^^^  O^^  1  2  '  ' 

A-2  00  9  Nickel  Plated,  For  %  inch  I.  P.  Size  Supply   Per  Doz.  $1.50 

A-20  10  Nickel  Plated,  For  1  ^4  inch  O.  D.  Size  Flush  Per  Doz.  2.25 

A   20  10  Nickel  Plated,  For  1%  inch  O.  D.  Size  Flush  ....Per  Doz.  2.50 

A-2010  Nickel  Plated,  For  tV^  inch  Lead  Flush  Per  Doz.  2.75 

A-20  11  Nickel  .Plated,  For  1%  and  %  Flush  and  Supply  ...Per  Doz.  3.00 

A-2  011  Nickel  Plated,  For  1%  and  %  Flush  and  Supply  Per  Doz.  3.25 

A-20  12  Nickel  Plated,  For  1%  and  %  Flush  and  Supply  Per  Doz.  3.50 

A-20  12  Nickel  Plated,  For  1%  and  %  Flush  and  Supply  Per  Doz.  3.75 

SUPPLYPIPE    SUPPLYPIPE      SUPPLYPIPE       FLUSH  PIPE     FLUSH  PIPE 
HOLDER  HOLDER  HOLDER  HOLDER  HOLDER 

LIGHT  SHORT  PATTERN  HEAVY  LIGHT  HEAVY 


A-2013  A-2014  A-2015  A-2016  A-2017 

A-20  13  Nickel  Plated,  For  %  inch  T.  P.  Size  Supply  ..Per  Doz.  $5.00 

A-20  14  Nickel  Plated,  For  %  inch  1.  P.  Size  Supply  Per  Doz,  5.00 

A-20  15  Nickel  Plated,  For  %  inch  I.  P.  Size  Supply  Per  Doz.  6.00 

A-20  16  Nickel  Plated,  For  IV^  inch  O.  D.  Size  Flush  Per  Doz.  6.00 

A-20  16  Nickel  Plated,  For  1%  inch  O.  D.  Size  Flush  Per  Doz.  6.00 

A-20  17  Nickel  Plated,  For  IV4.  inch  O.  D.  Size  Flush  Per  Doz.  7.50 

A-2017  Nickel  Plated,  For  1%  inch  O.  D.  Size  Flush  Per  Doz.  7.50 


450 


WEIL    BROS.,  CHICAGO 
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No.  3 ,  1  li  INCH 


RUBBER  ELBOWS 

NO.  4 ,  n{  INCH 
4-lNCH  LONG  FACE 
TO  BACK 


NO.  4-B  INCH 

6-lNC  H  ES  LONG,  TOP 
TO  BOTTOM.  5-INCH 
LONG  FACE  TO  BACK 


NO.  4- A  1  >4'  INCH 
5-INCH  LONG  FACE 
TO  BACK 


A-  2  O  1  8 

Number 
Per  Doz.  . .  . 


A  -  2  0  1  9 


2  0  2  0 

A-2018  A-2019 
$8.25  $10.00 


A  -  2  0  2  1 


A-2020 
$11.00 


A-2021 
$15.00 


NO.  6 
FOR  2-INCH  VENT 
TO  SLIP  OVER 
2-INCH  PIPE 


NO.  6-A 
FOR  2-INCH  VENT 
TO  SLIP  OVER 
iK-INCH  PIPE 


NO.  7 
STRAIGHT 
FOR  1  1 4  INCH  SPUD 
AND  PIPE 


NO.  7-A 

STR  AIG  HT 
FOR  iH-INCH  SPUD 
AND  PIPE 


A -  2022  A-2023         A- 2 024  A-2025 

Number        _______        A-2022        A-2023        A-2024  A-2025 

Per  Doz   $15.00       $15.00        $7.00  $9.00 


NO.  8  No.  29  NO.  31  ST  R  Al  G  HT    NO.  32  ELBOW 

FOR  2-INCH  VENT,  TO  SLIP  l^-INCH  2-INCH  NUTS  2-INCH  NUTS 

OVER  2-INCH  PIPE  BOTH  ENDS  BOTH  ENDS 


A  -  2  O  2  6 

Number 

Per  Doz  


A  -  2  O  2  7 


A  -  2  O  2  8 

A-2026 
$1400 


A-2027 

$7.00 


A  -  2  O  2  9 

A-2028  A-2029 
$15.00  $16.00 


MACK  BASIN 
WASHER 


A  -  2  0  3  0 

Nu%iber 

Per  Doz.  .... 


WASHERS  AND 
MACK  S[  N  K 
WASH  E  R 


A  -  2  O  3  1 


CONNECTIONS 
O  H  LIG  ER 
CONNECTION 


A  -  2  0  3  2 

A-2030  A-2031 
$1.00  $2.00 


R  O  BB 
CONNECTION 


A  -  2  O  3  3 

A-2032  A-2033 

$2.00  $2.00 
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PLUMBERS  SUNDRIES 

R  ENTO  N 

CLOSET   FLOOR    FLANGE         FLOOR  FLANGE        ^  ,  ^  ^  r- ^  r- . 

REGULAR  WITH  GASKET  CLOSET  FLOOR  FLANGE 

DURHAM 

^        ^^^^^^^    ^    T  e» 

 IIIIIIIIIIIIIIKIIII!!""""" 

A -2 034  A- 2 03 5  A- 20 3 6 

A-2  0  3  4  Regular  Floor  Flange  with  (iasket  and  Bolts   Each  $150 

A-2  0  3  5  Renton    Floor  Flange  with  (basket  and  Bolts   Each  200 

A-208  0  Durham  Floor  Flange  with  Gasket  and  Bolts  .Each    4  50 

SPUN  FLANGE  ® ^  ^  ^  ^  ^  W^r  H ''ga'^'^  e'V'' ^ 

hLANGES  AND  FLANGE 


A-2  O  3  7 


A-203  8 


A-203  9 


A-2037    SPUN  FLANGES 

T  P.  Size  -  -  inches  %  % 
0_.  p.  Si_ze  Flang-e  -    inches      2 2 1%  2^ 


1^/4 
3 


11/2 
3% 


1 

A-2  0  3  7  Nickel  Plated   Each  $0.10  $0.10  $0.10  $0.15  $0.15  $0.20  $0.20 

A-2  0  38    CLOSET    SPUD  FLANGES 

A    9  n     Q   V-^'l  f  T?w^      "        "                  "        "        "        inches      11/4  1%  2 

A-2  0  3  b  Nickel  Plated  Each  $0.15  $0.20  $0.20 

A-2039    SLIP    JOINT    NUT    AND  FLANGE 

O.  r>.  Size  of  Tubing      -        -        -    inches       li^         is/  11/  9 

A-2  0  3  0  Nickel  Plated   Each  $0.35    $0.45  $0.45  $0.75 


FRICTION  RINGS 


BASIN  COCK 
WASHER 


GALVANIZED 


BASIN  COCK 
WASHER 
CAST  IRON 


CLOSET 
REPAIR 


A-2040                 A-2041                   A-2042  A-2043 

FRICTION  RINGS 

.      c^r^  A                     ^'"^                 ^^^^    "    incheS          %             1^             3/              1  11/11/  o 

A-2  0  40  Brass  Per  Doz.  $0.20  $0.25  $0.30  $0.40  $0.55  $0.60  $0  75 

BASIN    COCK  WASHERS 

A-2  041  Galvanized  Iron   p^^  h  ah     cta  no 

A-2042  Painted  Iron   .Per  Im  !l°oS 

A-2048iy.  inc.   '^"'^'^^  ,,,,,, 

•^-2043  2  inch  ■■•.::;::;;:::::::::::;::la^l5« 
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PLUMBERS  SUNDRIES 


HOPPER  CLOSET  CLAMP  TANK  CLIP  CLOSET  SPUD 

CLAMP  REDUCER 


A-2  044  A -  2045  A-2046  A-2047 

\-2  0  44  Rough  Brass  Hopper  Clamps   Per  Doz.  ?4.20 

A-2  04  5  Rough  Brass  Closet  Clamps   Per  Doz.  3.00 

A-2  046  Rough  Brass  Tank  Clips   Per  Doz.  B.OO 

\-2  0  47  Nickel  Plated  Closet  Spud  Reducers,  2x1      inches....  Per  Doz.  15.00 


TANK  SUPPORTS 

CLOVER    LEAF  PATTERN 


A-2048  A-2050 

A-2  048  7x  9  Nickel  Plated  Cast  Iron  Tank  Brackets  Per  Pair  $0.40 

A-2  0  48  8x10  Nickel  Plated  Cast  Iron  Tank  Brackets  Per  Pair  ,50 

A -2  0  49  Nickel  Plated  Brass  Clover  Leaf  Tank  Supports  Per  Pair  1.25 

A-2  0  50  Nickel  Plated  Brass  Double  Pattern  Tank  Support  Each  2.50 


LOW  DOWN 
PUSH  BUTTON 


A-2051  A-2052 


A  ~  2  0  5  1  Connecting  Rod  for  Low  Down  Push  Button  and  Lever 
A-2  0  52  Nickel  Plated  Push  Button  for  Low  Tank.  


Each  $0.30 
Each  .80 
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PLUMBERS  SUNDRIES 

BIBB  WASHERS 


A  -  2  O  5  3 

Size      -----     inches  % 

2  0  5  3  Extra  Quality   .Per  100  $1.50 

2  0  5  3  Hard,  For  Hot  Water  Per  100  2.50 

2  0  5  3  Red  Fibre    1.00 


V2 

$1.50 
2.50 
1.00 


$1.50 
2.50 
1.00 


% 
$1.50 
2.50 
1.00 


1 

$2.00 
3.00 
1.70 


SOLID    RUBBER    BIBB  DISCS 


A  -  2  0  5  4 

Size      -        -  _ 
A-2  0  54  Per  100  ........ 

A-2  0  5  5  Per  100   


CLOTH    COVERED  TOP 
WASHERS 


inches  % 

  $2.00 

  1.70 


A-2055 

1/2                 %                 %  1 

$2.20    $2.50    $3.50  $4.00 

1.70      1.70      1.70  2.20 


A-205  6 


Number 
Size 

Per  Doz. 


SYPHON    FLUSH    VALVE  WASHERS 
BEVELED  EDGE  FLAT  SURFACE 


WOLFF  PATTERN 


A-205  7 

A-2056  A-2056 
11/4x21/4  11/2x2/^ 
$2.50  $3.35 


A  -  2  O  5  8 


A-2057 
114x214 
$2.50 


A-2057 
11^x21/2 

$3.00 


A-2057 

2x3 

$4.00 


A-2  O  5  9 

A-2058  A-2059 

$2.50  $4.50 


IDEAL  BASIN 

AND 
BATH  WASTE 
WASH  E  R 


WOLFF  BASIN 
AND  BATH 
WASTE  WASHER 


TESTl  N  (3  PLU  G 
RING 


A-  2060 

Number 
Size 

Per  Doz. 


A-2061 


A  -  2  O  6  2 


A-2063 


inches 


A-2060 
1 

$2.00 


A-2060 

11/4 
$2.50 


A-2060 

11/3 
$3.00 


A-2061 

$3.00 


A-2061 
11/^ 

$5.00 


A-2062 
11/4 

$2.40 


A-2062 
11/2 

$3.00 


A-2062 
2 

$3.60 


A-2063    TESTING   PLUG  RINGS 

Size  of  Plug        -        inches       2  3  4  5 

A-2063  Each   $0.30    $0.60    $0.90  $1.30 


$1,50  $2.50 
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PLUMBERS  SUNDRIES 


TACK 
BUMPER 


HINGE  POST 
WASHER 


HINGE  POST 
WASHER 


4 


A-2064 

Number 

Per  Doz  


A  -  2  O  6  5 


SPECIAL    SEAT  BUMPER^ 
214  IN.  LONG 


A-  2066  A-2067 

A-2064        A-2065        A-2066  A-2067 

....    $0.50        $0.70        $0.45  $0.60 
:SLIP   JOINT  WASHERS 


A- 2068  A- 2 069 

A-2  0  6  8  Special  Seat  Bumpers,  2%  inches  long  Per  Doz.  $1.50 

WASHERS 

2 


SLIP  JOINT 

I,  P.  Size  Nut,  inches  % 
O.  D.  Size  Tube,  inches 


A-20G9  Pernor  .Vy?.*."?.^T.  $olo  $0.40  $o'^5  $o!50  $0.55  $0.60  $0.60  $11)0  $ 


11/4 
IV4 


IV2 
11/4 


11/2 

iy2 


GAUGE  GLASS 
WASH  E  R 

SQU A  R  E 


HOSE 
WASHER 


IRON  UNION 
WASHERS 


SOLDER  UNION 
WASHERS  FIBRE 


A-2074 

SINK  B  0  LT 
WASHER 

LEATHER 


A-20  7  2  A-2073 

A-2071  A-2075 
GAUGE    GLASS  WASHERS 

A    o^i;  S^'"  li^ndred    if2.70    $2.70  $2.70 

A-^0  /1  Per  hundred    3,35      335  335 

UN(ON  WASHERS 

Size      -        -        -        inches       %         1^         %          1         1^4  2 

^"onl^   hundred  $0.60  $0.75  $1.10  $1.60  $2.25  $2.50  $3.00 

A-2  0  7  2  Rubber   Per  hundred      .70      .80    1.20    1.80    2.40    3.00  3.60 

FIBRE    SOLDER    UNION  WASHERS 

Size      _        -        _        inches       %                    %          1         1^4       ll^  2 

A-2  073  Per  hundred                           $0.50  $0.60  $0.70  $0.80  $1.00  $1.20  $1.80 

HOSE  WASHERS 

A    o  n  7  /I   ^'""^  T    "  1     r       "       "       "       "       "       "      inches                  %  1 

A  -  2  0  7  o  Sink  Bolt  Washers  Per  hundred  $0.50 
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PLUMBERS  SUNDRIES 


CLOSET 
LOOSE 
HEAD 
IRON 
NICKEL 
PLATED 


SCREWS  AND  BOLTS 

LOOSE  NICKEL 
HEAD  PLATED 
BRASS  BRASS 
NICKEL  FLANGE 
PLATED  BOLT 


NICKEL  PLATED 

CLOSET  SCREW 
OVAL 


WASHERS 

WASHER 


n 


A-  2079 


CLOSET 

SCREW 

WASHER 


SLAB 

SCREW 

WASHER 


ROUND 
HEAD 
SLAB 
SCREW 


f 


$  5.00 
10.00 
15.00 
4.00 
3.00 
2.00 


A-2076     A-2077       A-2078  A-2080         A-2081  A-2082 

A-2  07  e  Iron  Closet  Screws,  Loose  Plated  Head  Per  100 

A-2  07  7  Brass  Closet  Screws,  Loose  Plated  Head  Per  100 

A-2  07  8  Brass  Closet  Flange  Bolts,  Plated  Head  Per  100 

A-20  7  9  Oval  Closet  Screw  Washers,  Nickel  Plated  Per  100 

A-2  0  80  Round  Screw  Washers,  Nickel  Plated  Per  100 

A-2  0  8  1  Round  Screw  Washers,  Nickel  Plated   .Per  100 

A-2082    ROUND    HEAD  SCREWS 

Size       -        -        -        irnches     li^         IVz  2  2^^  3  S^^ 

Iron,  Nickel  Plated   Per  Doz.  $0.25    $0.30    $0.35    $0.40  $0.45  $0.60 

Brass,  Nickel  Plated   Per  Doz.      .50        .55        .65      1.10  1.50  2.25 

TOGGLE  AND   EXPANSION  BOLTS 


NICKEL  PLATED 
ROUND  HEAD 
TOGGLE  BOLT 


Size 

■2  0  8  3  Per  Doz. 
■2  0  84  Per  Doz. 


A-  2  08  4 


inches 


Ax3 
$0.90 
1.65 


^x4 
$1.00 
1.75 


1^5X6 

$1.20 
2.00 


14x3 
$1.00 
1.75 


y4x4 

$1.10 
1.85 


1^x6 
$1.80 
2.05 


SQUARE    HEAD  STEEL 
EXPANSION  BOLT 


ROUND   HEAD   B  R  ASS 
EXPANSION  BOLT 


A-2085 


A  -  2  0  8  5 
A-20  8  5 
A-208  6 


Length 


inches     l^i  IVz 


A-2086 

21/2 


6 


inch  Diam  Per  Doz   2.25  2.25  2.30  2.35  2.40  2.45  2.50 


inch 
inch 


Diam  Per  Doz. 


8.10  3.15  3.50  3.55  3.60 


Diam  Per  Doz.  $3.75  4.00  4.25  4.75  5.60  7.60 
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PLUMBERS  SUNDRIES 

CLOSET  TANK  PULLS 


NO.  15  NO.  3  NO.  5  NO.  6  NO.  7  NO. 4- 


Q  0 


A-2087  A  2088       A-2089        A-2090  A-2091  A-2092 

A-2  0  8  7     No.  15    Enameled  Wood   Per  Doz.  $2.00 

A  -  2  0  8  8    No.    3    White  Celluloid  Per  Doz.  5.00 

A-2  0  8  9    No.    5    White  Celluloid   Per  Doz.  4.00 

A-2  0  9  0    No.    6    White  Celluloid  with  Rubber  Ring   Per  Doz.  6.00 

A-2  0  9  1    No.    7    White  Celluloid   Per  Doz.  4.50 

A-2  0  92     No.    4    White  Celluloid,  Blue  Striped   Per  Doz.  5.50 

TANK   PULLS  WITH  GUIDES 

WOODPULL  CELLULOIDPULL'  CHINAPULL 


A-2093  A-2094  A-2095 

A  -  2  0  9  3  Nickel  Plated  Guide  with  Link  Rod  and  Wood  Pull  Per  Doz.  $  9.00 

A-2  0  94  Nickel  Plated  Guide  with  Link  Rod  and  Celluloid  Pull. . . . Per  Doz.  22.00 

A-2  09  5  Nickel  Plated  Guide  with  Link  Rod  and  China  Pull  Per  Doz.  22.00 
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1 


RUBBER  BALL 
AND  WIRE 
FOR  HICH 
TANK 


PLUMBERS  SUNDRIES 


RUBBER  BALL 

AND  WIRE 

FOR  LOW  TANK 


^^^^^s/  ^^^^^^^^ 


PFAU  BALL  FOR  HIGH  TANK 

n 


^^^^^^^ 


A-2099 


PFAU  BALL  FOR  LOW  TANK 


A-2096  A-2097  A-2098  A-2100 

A-209  6  Diam.  of  Ball  llf  inches.....  Per  Doz.  $10.00 

A-209  6  Diam.  of  Ball  2~iV  inches  Per  Doz.  12.00 

A-209  7  Diam.  of  Ball  2^^  inches  Per  Doz.  18.00 

A-2097  Diam.  of  Ball  211  inches  Per  Doz.  20.00 

A-2  0  9  8  Lever  and  Float  Wires   Per  Doz.  Sets  6.00 

A-2  09  9  For  High  Tank  Per  Doz.  12.00 

A  -  2  1  0  0  For  Low  Tank  Per  Doz.  24.00 


A-2  101  Nickel  Plated  Hinges  for  Pedestal  Seat  with  Cover  Per  Pair  $1.50 

A-2  102  Nickel  Plated  Hinges  for  Pedestal  Seat  without  Cover  Per  Pair  .75 

A-2103  Nickel  Plated  Straight  Post  Hinges  Per  Pair  2.00 

A-2  104  Nickel  Plated  Offset  Post  Hinges  Per  Pair  2.50 
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COPPER  SYPHON 
FLUSH  VALVES 


PLUMBERS  SUNDRIES 

CLOSET  TANK  REPAIRS 


GOOSE  NECK  SYPHON 
FLUSH  VALVES 


IDEAL 
FLUSH  VALVES 


RUBBER  BALL 
FLUSH  VALVES 


0 


A-2  1  05 


2106 


■2107 


A- 
A- 

A- 
A- 

A- 
A- 


2  10  5 
2105 

2  10  6 
2  10  6 

2  107 
2  10  7 


COPPER   SYPHON    FLUSH  VALVES 

tV4.  inch,  complete  with  Seat  and  Coupling. .  .  . 

172  mch,  complete  with  Seat  and  Coupling  ]] 

GALVANIZED  SYPHON   FLUSH  VALVES 
1%  inch,  complete  with  Seat  and  Coupling 

IY2  uich,  complete  with  Seat  and  Coupling  [[][ 

IDEAL  GALVANIZED   SYPHON   FLUSH  VALVES 

}Yf  i"ch,  complete  whh  Seat  and  Coupling  

±72  inch,  comnlete  with  S^nt  nnri  P^mh^i;,-,,,- 


•  Each  $2.30 

•  Each  3.00 


.Each  $2.00 
.Each  2.70 


A-2108 
A-2108 
A-2 1 08 
A-2108 


V2  inch,  complete  with  Seat  and  Coupling 

RUBBER   BALL  FLUSH  VALVES 
IVj  inch,  Diam.  of  Ball  HI  inch,  with  Coupling.. 
1¥2  mch,  Diam.  of  Ball  2  A  inch,  with  Coupling 
2     mch,  Diam.  of  Ball  2^^  inch,  with  Coupling 
^      inch,  Diam.  of  Ball  211  inch,  with  Coupling.  .  .  , 
FULCRUM  FOR  HIGH  TANK 


.Each  $2.25 
.Each  3.00 

.Each  $2.00 
•  Each  2.75 
.Each  2.75 
.  Each  3.00 


T 


LEVER  FOR  HIGH  TANK 


A  -  2  1  O  8  FLOAT  ROD 


A-2108y.  Tani;K^d™..Per  Doz.  $2.50    A-2109  T^nk  Ws^'^ Per  Doz.  $3.00 

FLOAT  RODS 

A-210Q1/                       -        -        -        ^        -        .    inches      6  71/2  9  10 
 Per  Doz.   $1.80    $2.00    $2.20  $2.40 
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PLUMBERS  SUNDRIES 


IMPROVED   BALL  COCK 
FOR   LEAD  PIPE 


IMPROVED   BALL  COCK 
FOR  IRON  PIPE 


A-2  1  1  O 


A   2  1  1  1 


IMPROVED    BALL  COCKS 

Size        -        inches        ^           %           %,     -       1           I14         iiA  2 

^^^'^                  ^^^^-^0  ?21.00  $27.00  $45.00  $72.00  $90.00  $168  00 

A-2111PerDoz                    15.00    21.00    27.00    45.00    72.00  90.00  168.00 

COPPER   BALL  — SPUD  TAPPED  IRON  PIPE  THREAD 


Diameter 
A  -  2  1  1  2  Per  Doz.  , 


A-  21  12 

inches        5  6  7  S  9  10  12 

  $4.00  $0.00  $9.00  $15.00  $25.00  $40.00  $60.00 

Sizes  of  Copper  Halls  for  the  various  sizes  of  Ball  Cocks: 
Size  of  Ball  Cock      -        -        _        _    inches    l^        %        %        1        1%        IV2  2 
Diameter  of  Ball  -        -        -        -        inches     0  5  7         9         10         10  12 

BALL    COCKS    FOR    TOP    SUPPLY  TANKS 

LOW  PRESSURE  HIGH  PRESSURE 


A  -  2  1  1  3 


A-21 14 


A  -  2  1  1  3  Low  Pressure  Top  Supply  with  Ball  and  Rod 
A-2  1  1  4  High  Pressure  Top  Supply  with  Ball  and  Rod. 


.Each  $2.30 
.Each  3.00 
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PLUMBERS  SUNDRIES 

CLOSET  TANK   BALL  COCKS 


NO.  T1    BOTTOM   SUPPLY  NO.  8    FOR    LOW  TANK 


A-2117  A   21  1  8 


'  '  BALLCOCKS 

A-2  115  No.  11  Bottom  Supply,  complete  with  Ball  and  Rod  Each  $3.00 

A-2116  No.    8  For  Low  Tank,  complete  whh  Ball  and  Rod  Each  4.00 

A-2  117  No.  12  Top  Supply,  complete  with  Ball  and  Rod  Each  3.75 

A-2  1  1  8,  T  A  N  K  FLOATS 

5  inch  Float  with  Rod  Each  $0.70        0  inch  Float  with  Rod  Each  $1.00 
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PLUMBERS  SUNDRIES 


BALL  COCKS 


"W"  PATTERN  "U"  PATTERN  COMPOUND  LEVER 

BOTTOM  SUPPLY  BOTTOM  SUPPLY  BOTTOM  SUPPLY 


A-E119  A-2120  A-2  1  21 


A -2  1  1  9  ''W'  Pattern  Bottom  Supply  Ball  Cock  with  Ball  and  Rod  Each  $2.50 

A-2120  ''U"  Pattern  Bottom  Supply  Ball  Cock  with  Ball  and  Rod  Each  2.30 

A  -  2  1  2  1  Compound  Lever  Bottom  Supply  Ball  Cock  with  Ball  and  Rod.  .Each  3.00 


BALL  COCK  PARTS 


STRAIGHT  BENT  BENT 

TAIL  PIECE  TAIL  PIECE  TAIL  PIECE  HUSHER  TUBE  HUSHER  TUBE 

FEMALE  MALE  FEMALE  ROUND  SQUARE 


A-2122         A-2123  A-2124  A-2125  A-2126 


Size      -  inches      %  V2  % 

A-2  122  Nickel  Plated   Each  $0.60    $0.60  $0.70 

A-2  12  3  Rough   Each      .40        .50  .60 

A-2  124  Rough  Each      .40        .50  .60 

A-2  12  5  Round  Husher  Tubes  for  Top  Supply  Ball  Cocks  Each  $0.30 

A-2  12  6  Square  Husher  Tubes  for  Top  Supply  Ball  Cocks  Each  .40 
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PLUMBERS  SUNDRIES 

BASIN    COCK  CONNECTIONS 


CRAWFORD' 


STRAIGHT  SLIP 
JOINT 


ELBOW  SLIP 
JOINT 


GROUND 
JOINT 
FEMALE 


A-2T  2  8 


RUBBER 

JOINT 
FEMALE 


A-2129       A-2130     A-21 31 


SLIP   JOINT  CONNECTIONS 

Size,  Iron  Pipe  Thread        -        -        .        _        inches  % 

Size,  Basin  Cock  Tail  Piece  O.  D.          -        -    inches  i| 

A-2  1  27  Nickel  Plated                                            Per  Do/  $S  00 

A-2128  Nickel  Plated  [^H  d""  9  00 

BASIN    COCK    COUPLINGS,  FEMALE 

Size,  Iron  Pipe  Thread        -        _        _        _  inches 

A  "  o  i  o                ^l""^^^                                     •  •  ■  •  •  P^i-  Doz.  $7.80 

A-2  130  Nickel  Plated   Per  Doz.  7.80 


$  9.00 
10.00 


$9.00 
9.00 


CRAWFORD  CONNECTIONS 

A-2  13  1  1.  p.  Size  %  inches,  Nickel  Plated  Per 


Doz.  $8.00 


BATH    COCK  CONNECTIONS 


GROUND  JOINT 
MALE 


A-21 3  2 


GROUND  JOINT 
FEMALE 


RUBBER  JOINT 
FEMALE 


A-  2  1  3  3 


GROUND  JOINT 
45  DEGREE 
FEM  ALE 


A-2134     A  - 2 135 


Number  A-2132 
Nickel  Plated,  Vj  inch  Per  Pair  $0.80 


A-2133 
$1.35 


A-2134 

$1.35 


A- 2 135 
$1.35 
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PLUMBERS  SUNDRIES 


BIBB  HANDLE 


FULLER  REPAIRS 

ECCENTRIC 


STEM  AND  BALL 


A-2  136 


A-2  1  37 


Size  of  Bibb         -        -        _        _  inches 

A-2136  Handles   Per  Doz. 

A  -  2  1  3  7  Eccentrics    Per  Doz 

A  -  2  1  3  8  Stems  and  Balls   Per  Doz! 


$3.00 
3.00 
8.00 


A-21 3  8 


$3.00 
3.00 
3.00 


%  I 

$4.00  $6.00 

4.00  6.00 

4.00  6.00 


A-2139 


A-2140 


STE  M 
N  UT 


A-2141 


LEAD 
PACKING 


FELT 
PACKING 


Size  of  Bibb      -        -        -  inches 

A-2139  Black  Rubber   Per  Doz. 

A  -  2  1  3  9  Red  Rubber   Per  Doz. 

A-2  140  Brass  Caps   Per  Doz. 

A-2141  Stem  Nnts   Per  Doz. 

A  -  2  1  4  2  Lead  Packings   Per  Doz. 

A  -  2  1  4  3  Felt  Packings   Per  Doz. 

A-2  144  Brass  Packings   .Per  Doz. 


A-2142 

$0.40 
.65 
.75 
.50 
.50 
.75 
.75 


A-2143 


% 
$0.45 
.70 
.75 
.50 
.50 
.75 
.75 


% 
$0.70 
1.00 
1.00 
.50 
.60 
.75 
.75 


BRASS 
PACKING 


A-2144 


1 

$1.20 
1.80 
1.80 
.75 
.75 
1.00 
1.00 


$3.00 


SPECIAL    BIBB  HANDLES 


FULLER   CHINA  HANDLES 


BASIN  COCK 


COMPRESSION  HANDLES 
CHINA  INDEXED 


BASIN  COCK 
INDEXED 


A-2 1 4  8 

CHINA    CROSS  HANDLE 
AND  INDEX 


A-2145  A-2146        A-2147  A-2149 

Number  -  -  -  .  _  A-2145  A-2146  A-2147  A-2148  A-2149 
Per  Doz   $19.80       $19.80       $19.80       $15.00  $42.00 
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WEIL'S  CAST  IRON  SOIL  PIPE 


FIVE   FOOT  LENGTHS 
SINGLE  HUB 


.  A  -  2  2  O  O 

SIZES   AND  PRICES 

Size         -        -        -         inches      2         3        4        5  6        7        8       10       12  15 

Standard   Per  Foot  $0.26    .32    .42    .60  .75  1.00  1.25  2  00  3  00  4  50 

Medium   Per  Foot      .32    .50    .68    .90  1.05  1.50  1.90  2  65 

Extra  Heavy  Per  Foot      .40    .65    .85  1.15  1.85  1.75  2.25  3,00  4.66  6.66 

DOUBLE  HUB 


A  -  2  2  O  1 


SIZES   AND  PRICES 

Size        -        -        .         inclies      2         3        4.5        6        7        8       10      12  15 

Standard   Per  Foot  $0.32    ,38    .48    .70    .90  1.15  1.45  2  40  3  50  5  00 

Medium   Per  Foot      .38    .56    .74  1.00  1.20  1.70  2.25  3  15 

Extra  Heavy.  Per  Foot      .46    .71    .91  1.25  1.50  1.95  2.55  3.60  4.66  7.66 

Enameled  Pipe  and  Fittings  furnished  to  order,  prices  on  application. 

APPROXIMATE  WEIGHTS   OFSOIL  PIPE  AND  FITTINGS 

STANDARD 

Size         -  inches     2  3  4  5  6         8        10  12 

Pipe  lbs.  per  foot    BVz        ^Vz        6^  SVa  10 Vs      18      25  30 

Quarter  Bend   lbs.  each    4  5^/^        8  10  14%      34  41 

Sixth  Bend   lbs.  each    3  4%        6  8  11         24  32% 

Eig-ht  Bend   lbs.  each    3  4%        6  8  11         24  32% 

T  Branch   lbs.  each    4  8  10  15  20  38  55 

Crosses   lbs.  each    5         10         12  16  24  45 

Y  Branch  lbs.  each    5  9         13  18  25         42  70 

Half  Y  Branch   lbs.  each    iYz        Qy^      10  14  16 

Double  Y  Branch  lbs,  each    8         11         18  26  37 

Double  Hubs  lbs.  each    3  4  6  8  10         16  26 

Straight  Sleeve   lbs.  each    2%        4  5  6  7 

Traps  lbs.  each    51^      10  19  26  35 

Reducers   lbs.  each  3  4  6  8  9 

Offsets:    2x8,  5  lbs.;  3x8,  8  lbs.;  4x12,  15  lbs.;  5x12,  20  lbs.;  6x8,  22  lbs. 

EXTRAHEAVY 

Size         -                                  inches     2           3  4  5  6  8  10  12 

Pipe   lbs.  per  foot    5i^        9%  13  17  20  33^4       44  54 

Quarter  Bend   lbs.  each    6            8  12  15  20  44  74 

Sixth  Bend  lbs.  each    4%  91^  12-  16  35U  591/2 

Eight  Bend  lbs.  each    414        614  d%  12  16  35^^  59^^ 

T  Branch   lbs.  each    7  13  20  25  34  50  104 

Crosses  lbs.  each  10  20  24  32  48  85 

Y  Branch   ....lbs.  each  10  15  25  32  45  85  151 

Half  Y  Branch   lbs.  each    9  13  18  24  30 

Double  Y  Branch  lbs,  each  12  20  32  42  60 

Double  Hubs   lbs.  each    41^        7  8  11  14  28  47 

Straight  Sleeve   lbs.  each    4           6  7  9  10 

Traps  lbs.  each    9  18  28  45  68 

Reducers   lbs.  each                4  6  8  11  16 

Offsets:    2x8,  9  lbs.;  3x8,  15  lbs.;  4x12,  23  lbs.;  5x12,  30  lbs.;  6x8,  38  lbs. 

^  NOTE— The  determining  of  the  Right  or  Left  Hand  Side  Inlets  or  Ontlets  of  all 
Fittings  is  based  on  facing  the  hub  end  or  ends  when  placed  in  proper  position  for 
caulking. 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


QUARTER 
BEND 


A  -  2  2  O  2 


Fl  FTH 
BEND 


SIXTH 
BEND 


EIGHTH 
BEND 


SIXTEENTH 
BEND 


A-2203     A-2204  A-2205 


A  -  2  2  O  6 


QUARTER,  FIFTH,  SIXTH,  EIGHTH  AND  SIXTEENTH  BENDS 

Size          -        -        -         inches        2          3          4          5          6          8         10  12 

Standard   Each  $0.45  $0.70  $1.00  $1.75  $2.25  $4.00  $5.00  $  8.00 

Extra  Heavy   Each      .65    1.00    1.30    2.20    3.25    5.00    6.00  10.00 


QUARTER  BEND 


DOUBLE    HUB  BENDS 
EIGHTH  BEND 


SIXTEENTH  BEND 


A  -  2  2  0  7 


A  -  2  2  O  8 


A  -  2  2  O  9 


DOUBLE  HUB  QUARTER,  EIGHTH  AND  SIXTEENTH  BENDS 

Size  Inches      2  3  4  5  6 

Standard   Each  $0.75    $1.00    $1.30    $2.25  $2.75 

Extra  Heavy  ..Each      .85      1.30      1.60      2.70  3.25 


QUARTER   BENDS  WITH  INLETS 
SIDE  INLET  HEEL  INLET 


RIGHT  HAND 
SID  E  INLET 


HEEL  INLET 


A  -  2  2  1  O 


A  -  2  2  T  1 


SIDE  INLET  QUARTER  BENDS 

Size  -  inches  2  3  4  4556668  10  12 
Size    of    Inlet,    in.        2         2         2         3         2         3         2        3         4        4        4  4 

Standard  ....Each  $1.45  1.70  2.00  2.25  2.75  3.00  3.25  3.50  3.75  5.50  6.50  9.50 

Extra  Heavy,  Each    1.55  2.00  2.30*2.55  3.20  3.45  4.25  4.50  4.75  6.50  7.50  11.50 


HEEL  INLET  QUARTER  BENDS 

Size       -       inches        2         344556668       10  12 

Size    of    Inlet,    in.       2         2232323444  4 

Standard  ....Each  $1.45  1.70  2.00  2.25  2.75  3.00  3.25  3.50  3.75  5.50  6.50  9.50 

Extra  Heavy,  Each    1.55  2.00  2.30  2.55  3.20  3.45  4.25  4.50  4.75  6.50  7.50  11.50 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


QUARTER  BENDS,  HEEL  INLET 


A  -  2  2  1  2 


A    2  2  1  3 


INCREASING 
QUARTER  BEND 


A  -  2  2  1  4 


INCREASING 
EIGHTH  BEND 


A    2  2  1  5 


QUARTER   BENDS,  HEEL  INLET 

Size  -  inches  2  ^3444EKraaa 
Size  of  Inlet,  inches      2         232342        3  42?4 

St^^^dard   Each  $1.45  1.70  1.95  2.00  2.25  2.50  2.75  3.00  3.25  325  3  50  8  75 

Extra  Heavy.. Each    1.55  2.00  2.25  2.30  2.55  2.80  3.20  8  45  3  70  425  4*50  475 


Size 


INCREASING    QUARTER    AND    EIGHTH  BENDS 


Extra  Heavy  Quarter  Bends". .  .  .  ."  $2.50        $3  50 

Extra  Heavy  Eighth  Bends   £ach  ..... 


BENDS,  WITH  SCREW  CLEANOUT 
INCREASING  INCREASING 
QUARTER  BEND  EIGHTH  BEND 


QUARTER  BEND, 
TAPPED 


3.50 


QUARTER  BEND, 
SPIGOT  ENDS 


W 

A  -  2  2  1  6               A  -  2  2  1  7                 A  -  2  2  T  8  A  -  2  2  1  9 

mCREASING    QUARTER   AND  EIGHTH    BENDS.   WITH  SCREW  CLEANOUT 

Extra  Heavy,  with  4-inch  Brass  Trap'  Screw. .  .  .  .  f.  .  .  '''|ach  |7^.25 

QUARTER   BENDS,  TAPPED 

Size  - 

Extra  Heavy,  Tapped  for  IV2  or  2  inch  Pipe. ^ /.Each  $E40 

QUARTER   BENDS,  SPIGOT  ENDS 

Size       -  _  ., 

E-t-  Heavy   ..  .'.Ea'ch  $1*40 

RETURN  BENDS 

SINGLE  HUB  DOUBLE  HUB 


A  -  2  2  2  0 

SIZES   AND  PRICES 
-------    inches  2 

Standard,  Single  Hub   Each  $0.80 

Extra  Heavy,  Single  Hub  Each  1.05 

Standard,  Double  Hub   Each  110 

Extra  Heavy,  Double  Hub   "i^Each  135 


A    2  2  2  1 


3 

$1.55 
1.80 
1.85 
2.10 


4 

$2.15 
2.65 
2.45 
2.95 


5 

$3.15 
4.15 
3.65 
4.65 


6 

$3.75 
5.25 
4.25 
5.75 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


LONG  QUARTER  BEND  LONG  EIGHTH   BEND  LONG  SIXTH  BEND 


A-2222  A-2223  A-2224 


LONG    QUARTER    AND    EIGHTH  BENDS 

Size       -        inches        2         2         3344455         6         6  8 

L'g-th  in  clear,  in.       12       18       12       18       12       18       24      12       18       12       18  18 

Standard  ....Each  $1.10  1.40  1.60  2.00  2.25  2.75  3.50  3.50  4.25  4.75  5.50  7  50 

Extra  Heavy,  Each    1.55  2.00  2.30  8.00  3.50  4.25  5.25  5.00  6.00  6.50  7.50  10.00 

LONG    SIXTH  BENDS 

Extra  Heavy,  Size  4  inches,  18  inches  in  the  clear  Each  $4.25 

LONG    QUARTER  BENDS 
WITH    FOOT  REST  WITH    FOOT  REST, 

H.  H.  AND  COVER 


A  -  2  2  2  5 


A  -  2  2  2  6 


SIZES   AND  PRICES 

Size  inches         2         2        3        3        4        5  6 

Length  in  the  clear        _        .        _         inches       14       18       15       18      18      18  18 

Standard,  with  Foot  Rest  Each  $1.90  1.90  2.75  2.75  3.75  5.50  7.00 

Extra  Heavy,  with  Foot  Rest  "  Each    2.50  2.50  3.75  3.75  5.25  7.25  9.00 

Standard,  with  Foot  Rest  and  H.  H.  and 

Cover  Each    2.65  2.65  3.50  3.50  4.50  6.25  7.75 

Extra  Heavy,  with  Foot  Rest  and  H.  H. 

and  Cover  Each    3.25  3.25  4.50  4.50  6.00  8.00  9.75 


LONG  SWEEP  BEND 


SHORT  SWEEP  BEND        DOUBLE  QUARTER  BEND 


A    2227                         A-2228  A  -  2  2  2  9 

LONG    AND   SHORT    SWEEP  BENDS 

Size                                                               inches       2            3  4  5  6 

Standard,  Long  Sweep  Bends  Each  $1.20    $1.50  $2.00  $3.00  $4.00 

Extra  Heavy,  Long  vSweep  Bends  Each    1.80      2.00  2.75  4.00  5.50 

Standard,  Short  Sweep  Bends   Each     1.05      1.15  1.60  2.50  3.00 

Extra  Heavy,  Short  wSweep  Bends  Each     1.55      1.85  2.15  3.20  4.50 

DOUBLE  QUARTER  BENDS 

Size        -                                                                    inches     3x2  4x2  4x3  4x4 

Standard,  Douhle  Quarter  Bends   Each  $1.40  $1.65  $2.00  $2.50 

Extra  Heavy,  Double  Quarter  Bends  Each    1.85  2.00  2.75  3.25 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


LONG,  QUARTER  BEND 
DOUBLE  SPIGOT 


LONG,  QUARTER  BEND 
2  INCH  HEEL  INLET 


DOUBLE  HUB  QUARTER 
BEND,  HEELINLET 


A    2  2  3  O 


A  -  2  2  3  1 


A  -  2  2  3  2 


LONG   QUARTER   BENDS,  DOUBLE  SPIGOT 

Size                                                                                  -        inches       2  2  4 

Length  in  clear       --------    inches      12  18  18 

Standard   Each  $0.85  $1.10  $2.80 

Extra  Heavy  Each    1.25  1.70  3.50 

LONG   QUARTER   BENDS,  2   INCH    HEEL  INLET 

Size  4  inches.  Length  in  clear  18  inches,  Standard  ..Each  $3.75 

DOUBLE  HUB   QUARTER   BENDS,  HEEL  INLET 

Size  -  inches  2  33444555  6  66 
Inlet    -        -    inches      2         23        2342        3        423  4 

Standard   Each  $1.75  2.00  2.25  2,30  2.55  2.80  3.25  3.50  3,75  3.75  4.00  4.25 

Extra  Heavy.. Each    1.85  2.30  2.55  2.60  2.85  3.10  3.70  3.95  4.20  4.25  4.50  4.75 


QUARTER  BEND 
WITH  FOOT  REST 


fi4 


LONG   SWEEP   QUARTER  BENDS 
DIAMETER  OF  CIRCLE  36  INCHES 

WITH   FOOT  REST 


A-2233  A-2234  A-2235 

QUARTER   BENDS  WITH   FOOT  REST 

Size       -------      inches       2            3            4            5  6 

Standard   Each  $0.95    $1.45    $2.00    $3.00  $3.75 

Extra  Heavy  Each    1.05      1.75      2.30      3,45  4.75 

LONG   SWEEP   QUARTER  BENDS 

DIAMETER  OF  CIRCLE  36  INCHES 

Size       -        --        --        --        --        --        inches      4  5 

Standard   Each  $3.00  $4.00 

Extra  Heavy  Each    4.00  5.00 

Standard,  with  Foot  Rest   Each  $3.25  $4.25 

Extra  Heavy,  with  Foot  Rest  Each    4.25  5.25 

CLEANOUT  TEE  TEE  BRANCH  SANITARY  TEE  BRANCH 

WITH  BRASSTRAPSCREW        WITH  BRASSTRAP  SCREW       WITH  BRASSTRAP  SCREW 


A-2236  A-2237  A-2238 

CLEANOUTTEES  WITH   BRASS  TRAP  SCREWS 

Size  -----  inches  2345 
Size   of  Trap   Screw        -        -    inches       2  3  4  4 

Standard   Each  $3.95     $4.50    $5.00  $5.50 

Extra  Heavy   Each    4.25      4.90      5.65  6,50 

AND   SANITARY  TEE   BRANCHES   WITH   BRASS  TRAP 


6 
4 

$6.75 
7.75 


4 

7.50 
10.00 
SCREW 


Add  to  List  Prices  of  A-2239  and  A-2246  respectively  Each  $2.50 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


TEE  BRANCH 


TEE  BRANCH 
SIDE   IN  LET 


TEE  BRANCH 
TAPPED 


TEE,  TAPPED 
SHORT  BRANCH 


A  -  2  2  3  9 


A  -  2  2  4  0 


A  -  2  2  4  1 


TEE 


Size      -        _        -  inches 

Standard  Each 

Extra  Heavy   Each 

Size      -        _        -  inches 

Standard   Each 

Extra  Heavy   Each 


2x2 
$0.70 
1.00 

6x2 

$3.50 
4.50 


3x2 
1.25 
1.65 

6x3 
3.50 
4.50 


BRANCHES 

4x2 


3x3 
1.25 
1.65 

6x4 
3.50 
4.50 


1.75 
2.40 

6x5 
B.50 
4.50 


4x3 
1.75 
2.40 

6x6 

3.50 
4.50 


4x4 
1.75 

2.40 

*7 

5.00 
7.00 


5x2 
2.25 

3.30 

*8 

6.00 
9.00 


A  -  2  2  4  2 


5x3  5x4  5x5 
2.25  2.25  2.25 
3.30    3.30  3.30 


*io 
10.00 
14.00 


♦12 

14.00 
18.00 


'  Straight  and  Reducing  Sizes. 


TEE    BRANCHES,   SIDE  INLET 

Size  of  Inlet     -        --        --        --        -  inches       2  3  4 

Extra  for  Inlets  to  be  added  to  above  list  of  Tee  Branches   $1.00    $1.25  $1.50 

TEE  BRANCHES,  TAPPED,  REGULAR  OR  SHORT  BRANCH 

Size       -        -        -        -     inches   2x1 2x2     3x1^     3x2     4x1 1/2     4x2     4x2  Va  4x3 

Standard   Each  $1.45    1.45    1.80    1.80    2.20    2.20    2.50  2.50 

Extra  Heavy   Each    1.75    1.75    2.20    2.20    2.95    2.95    3.15  3.15 


LONG  TEE  BRANCH 


CLEANOUT  TEE 
BRANCH 

ROUND  BOLTED  COVER 


CLEANOUT  TEE 
BRANCH 

SQUARE  BOLTED  COVER 


A-2  243 


A-2244 


A  -  2  245 


LONG   TEE  BRANCHES 

Size  -  -  inches  2x2  2x2  2x2  3x3  3x3  4x2  4x2  4x2  4x3  4x3  4x3  4x4 
Ugth  in  clear,    inch.      14       18       24       18       30       18      24      30       18       24      30  18 

Standard   Each  $1.65  1.65  2.05  2.55  4.05  3.50  4.25  5.00  3.50  4.25  5.00  3.50 

Extra  Heavy.. Each    2.45  2.45  2.95  3.65  5.35  5.35  6.10  6.85  5.35  6.10  6.85  5.35 

Size     -     inches     4x4     4x4    4x4    5x2    5x4     5x4     5x4      5x4      6x4     6x4      6x4  6x4 
Length  in  clear, 

inches       24        30       36       24       18       24       30        36        18       24        30  36 

Standard  ..Each  $4.25  5.00  5.75  5.75  4.75  5.75  6.75    7.75  6.75  7.75    8.75  9.75 

Ex.  Heavy,  Each    6.10  6.85  7.60  8.10  7.10  8.10  9.10  10.10  8.75  9.75  10.75  11.75 

TEE   BRANCHES,   ROUND   BOLTED   CLEANOUT  COVER 

Size         ------  inches     2x2       3x3       4x4       5x5       6x6  8x8 

Standard   Each  $1.45    2.00    2.50    3.00    4.25  5.00 

Extra  Heavy   Each    1.75    2.40    3.15    4.00    5.25  7.50 

TEE    BRANCHES,   SQUARE    BOLTED    CLEANOUT  COVER 

Size  _        .        -      inches      2x2       3x3      4x4      5x5  6x6 

Standard  Each  $1.70    2.25    2.75    3.25  4.50 

Extra  Heavy  Each    2.00    2.65    3.50    5.00  6.00 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


SANITARY  TEE  BRANCH 


SANITARY  TEE  BRANCH 
SIDE  INLET 


SANITARY  TEE  BRANCH 
HUB  ENDS 


,          A-2246                        A-2247  A-2248 

SANITARY    TEE  BRANCHES 

1*/®  1             "        ■        inches     2x2      3x2    3x3     4x2  4x3     4x4     5x2     ^x^  r:^-^ 

^^^l^^^^rd   Each  $0.70  1.25  1.25  1.75  1.75  1.75  2  2 5    2  25    2  25  2  25 

Extra  Heavy   Each    1.00  1.65  1.65  2.40  2.40  2.40  3.30    3.30    3.30  3.30 

If®  1             "        "        inches    6x2      6x3     6x4     6x5  6x6      *7      *8      *10  *12 

1^^"^^^^   Hach  $3.50  3.50  3.50  3.50  3.50  5.00  6.00  10  00  14  00 

Extra  Heavy  ....    Each    450  4.50  4.50  4.50  4.50  7.00  9.00  14.00  1800 
Straight  and  Reducing  Sizes. 


Size  of  Inlet 


SANITARY  TEE   BRANCHES,  SIDE  INLET 

Inches 


Extra  for  Inlets  to  be  added  to  above  list  of  Sanitary  Tees. ! Each  $L00    f  1 '25  $1^50 


Size 


SANITARY  TEE  BRANCHES,  HUB  ENDS 


LONG  SANITARY 
TEE  BRANCH 


A-2249 


SANITARY  TEE 
BRANCH, TAPPED 


SANITARY  TEE 
TAPPED  SHORT  BRANCH 


A- 2250 


A-225T 


Size    -        -  inches 
Leng-th  in  clear, 

inches      18      24       18  24 

Standard   Each  $1.65  2.05  2.55  3  30 

Extra  Heavy.. Each    2.45  2.95  3.65  4.50 


LONG  SANITARY 

2x2  2x2  3x2  3x2 
18 


TEE 

4x2 


BRANCHES 

4x2     4x2  4x2 


4x3     4x4     4x4  4x4 


18       24       30       36       IS       12  14 
3.50  4.25  5.00  5.75  3.50  3  50  3  50 
5.35  6.10  6.85  7,60  5.35  5.35  5.35 


4x4    4x4     4x4     4x4     5x4     5x4  5x4 


Size     -  inches 
Length  in  clear, 

J     J  24  30  36  18  24  30 

Standard  ..Each  $4.25  4.25  5.00  5.75  4.75  5.75  6.75 


18 
3.50 
5.35 


5x4      6x4     6x4      6x4  6x4 


36  18 

7.75  6.75 


24 
7.75 


_      _  30 

Ex.  Heavy; EaA  "bTo  6.10  6M  7.60  7.l6  S.iO  9.10  loTo  0.75  KXTS  i?.75 


36 

9.75 


SANITARY  TEE  BRANCHES, 

-        -        -        -  inches 

Standard   Each 

Extra  Heavy   Each 


TAPPED,  REGULAR 

2x11/2     2x2     3x1^  3x2 
$1.45    1.45    1.80  1.80 
1.75    1.75    2.20  2.20 


O  R 


SHORT 

4x11/2 
2.20 
2.95 


BRANCHES 

4x2     4x21/3  4x3 

2.20  2.50  2.50 
2.95    3.15  3.15 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 

"Y"  BRANCH       HALF  "Y"  BRANCH       "Y"  BRANCH       HALF  "Y"  BRANCH 

SIDE  INLET  SIDE  INLET 


A- 2252  A-2253  A-2254  A-2255 


"Y"    AND    HALF   "Y"  BRANCHES 

Size       -        _        -        inches     2x2      3x2     3x3     4x2     4x3     4x4  5x2  5x3  5x4  5x5 

Standard   Each  $0.70  1.25  1.25  1.75  1.75  1.75  2.25  2  25  2  25  2  25 

Extra  Heavy   Each    1.00  1.65  1.65  2.40  2.40  2.40  3.30  3.30  3.30  3.30 

Size       .        -        -        inches    6x2  6x3  6x4  6x5  6x6  *7  *8  *10  *12 

Standard   Each  $3.50  3.50  3.50  3.50  3.50  5.00  6.00  10  00  14  00 

Extra  Heavy   Each    4.50  4.50  4.50  4.50  4.50  7.00  9.00  14.00  18.00  .... 

*  Straight  and  Reducing  Sizes. 

"Y"  AND  HALF  "Y"  BRANCHES,  SIDE  INLET 

Size  of  Inlet                                                                                   inches  234 
Extra  for  Inlets  to  be  added  to  above  lists  of  "Y"  Branches  Each  $1.00  1.25  1.50 

INVERTED        INVERTED  "Y"  BRANCH  LONG  LONG  HALF 

"Y"  BRANCH      TAPPED  FOR  IRON  PIPE  "Y"    BRANCH  "Y"  BRANCH 


A-2256  A-2257  A-2258  A-2259 


INVERTED    "Y"  BRANCHES 

Size        -         inches     2x2     3x2    4x2    4x3    4x4     5x2    5x3     5x4     6x2     6x3     6x4  8x4 

Standard   Each  $1.00  1.50  2.00  2.00  2.00  2.50  2.50  2.50  3.25  3.25  3.25  6  25 

Extra  Heavy.. Each    1.50  2.00  2.50  2.50  2.50  3.50  3.50  3.50  4.50  4.50  4.50  9.00 

INVERTED  "Y"  BRANCHES,  TAPPED  FOR  IRON  PIPE 

Size       -        -    inches  2  3  4  4  5  6  6 

Tapped      -        inches    l^^,ll^,2    li^,l%,2    114,11/2,2         3  2  2  4 

Standard   Each    $1.75        $2.05        $2.55        $2.75    $3.05    $3.80  $4.00 

Extra  Heavy   Each      2.25  2.55  3.05  3.25      4.05      5.05  5.25 


LONG  "Y"  AND  HALF  "Y"  BRANCHES 

Size  -  inches  4x4  4x4  4x4  4x4  5x4  5x4  5x4  5x4  6x4  6x4  6x4  6x4 
Length  in  clear, 

inches     18        24      30       36       18       24       30        36       18  24       30  36 

Standard  ..Each  $3.50  4.25  5.00  5.75  4.75  5.75  6.75    7.75  6.75  7.75    8.75  9  75 

Ex.  Heavy,  Each    5.35  6.10  6.85  7.60  7.10  8.10  9.10  10.10  8.75  9.75  10.75  11.75 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


DOUBLE  "Y"  BRANCH         DOUBLE  HALF  DOUBLE  '  Y"  BRANCH        DOUBLE  HALF 

"Y"  BRANCH  SIDE  INLET  "Y"  BRANCH 

SIDE  INLET 


A-226  0  A-2261  A-2262  A-2263 

DOUBLE  "Y"  AND    DOUBLE    HALF   "Y"  BRANCHES 

Size      -        -        -    inches     2x2     3x2  3x3    4x2     4x3      4x4  5x2       5x3      5x4  5x5 

Standard   Each  $1.40  2.05  2.05  2.60  2.60    2.60  3.35  3.35  3.35  3.35 

Extra  Heavy   Each    2.00  2.75  2.75  3.60  3.60    3.60  4.45  4.45  4.45  4.45 

Size      -        -        -    inches     6x2     6x3  6x4     6x5     6x6       *7  *8  ♦10  *12 

Standard   Each  $5.25  5.25  5.25  5.25  5.25    7.50  9.00  15.00  21.00  .... 

Extra  Heavy   Each    6.75  6.75  6.75  6.75  6.75  10.50  13.50  21.00  27.00  .... 

*  Straight  and  Reducing  Sizes. 


DOUBLE  *'Y"  AND  DOUBLE  HALF  "Y"  BRANCHES.  SIDE  INLET 

Size  of  Inlet       ---------        inches  234 

Extra  for  Inlets  to  be  added  to  above  lists  of  "Y"  Branches  Each  $1.00  1.25  1.50 


DOUBLE  ANGLE  "Y"  BRANCHES 


Size      -        --        --        --        --        -        inches     4x4         5x4  6x4 

Standard  Each  $3.50    $4.50  $5.75 

Extra  Heavy   Each    4.50      5.75  7.25 


VENTILATING  BRANCHES 

Size         -        -        inches     2x2     3x2    4x2     4x3     5x2    5x3  5x4  6x2     6x3     6x4  8x4 

Standard   Each  $1.00  1.50  2.00  2.00  2.50  2.50  2.50  3.25  3.25  3.25  6.25 

Extra  Heavy   Each    1.50  2.00  2.50  2.50  3.50  3.50  3.50  4.50  4.50  4.50  9.00 


VENTILATING   BRANCHES,  TAPPED   FOR   IRON  PIPE 

Size       -       _        -       inches              2                  3                  4                 5  6 

Tapped      -       -        -   inches  li^,li^or2    114,11/2  or  2   114,11/2  or  2       2  2 

Standard   Each        $1.75          $2.05     ^   $2.55          $3.05  $3.80 

Extra  Heavy   Each         2.25           2.55           3.05           4.05  5.05 
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CAST  IRON  SOIL  PIPE  FITTINGS 


SANITARY  CROSS 


CROSS 
SIDE  INLET 


SANITARY  CROSS 
SIDE  INLET 


A-2267 


A-2  268 


A-2269 


A-2270 


Size 


Size 


CROSSES  AND  SANITARY  CROSSES 


inches 

2x2 

3x2 

3x3 

4x2 

4x3 

4x4 

5x2 

5x3 

5x4 

5x5 

Each  $1.40 

2.05 

2.05 

2.60 

2.60 

2.60 

3.35 

3.35 

3.35 

3.35 

.  .  Each 

2.00 

2.75 

2.75 

3.60 

3.60 

3.60 

4.45 

4.45 

4.45 

4.45 

inches 

6x2 

6x3 

6x4 

6x5 

6x6 

»7 

*8 

*10 

*12 

.  .Each 

$5.25 

5.25 

5.25 

5.25 

5.25 

7.50 

9.00 

15.00 

21.00 

.  .Each 

6.75 

6.75 

6.75 

6.75 

6.75 

10.50 

13.50 

21,00 

27.00 

*  Straight  and  Reducing  Sizes. 


CROSSES  AND  SANITARY  CROSSES,  SIDE  INLET 

Size      -        --        --        --        --        -        inches       2  3  4 

Extra  for  Inlets  to  he  added  to  ahove  Lists  Each  $1.00    $1.25  $1.50 


CROSS 
HUB  END 


SANITARY  CROSS 
HUB  END 


CROSS 
TAPPED  FOR 
IRON  PIPE 


SANITARY  CROSS 
TAPPED  FOR 
IRON  PIPE 


IMEJI 


A-2  2  71 


A  -  2  2  7  2 


A-2  2  73 


A-2274 


CROSSES  AND  SANITARY  CROSSES,  HUB  ENDS 

Size                                                                                  -        inches     2x2         4x2  4x4 

Crosses,  Standard   Each  ;  $2.90 

Sanitary  Crosses,  Standard   Each  $1.70    $2.90  2.90 

CROSSES.TAPPEDFORIRONPIPE  ' 

Size         .        -        -        inches             2                         3                         4  4 
Tapped        -        -        -    inches  l^^,  IVs  or  2    I14,  I1/3  or  2    I14,  IV2  or  2  2i^or3 

Standard   Each        $2.40               $2.85               $3.40  $3.60 

Extra  Heavy   Each         3.00                3.55                4.40  4.60 


SANITARY  CROSSES,  TAPPED  FOR  IRON  PIPE 

Size  -----      inches  234 

Tapped  _        _        -        -        inches  li^,  IV2  or  2    IV*,  IVs  or  2    l^A,  IV2  or  2 

Standard   Each        $2.40  $2.85  $3.40 

Extra  Heavy   Each         3.00  3.55  4.40 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 

u/r-ru  odIocP^o^*^"  DOUBLE  "Y"  BRANCH  CROSS  BRANCH 

WITH  BRASS  TRAP  SCREW        W I T  H  B  R  A  S  S  T  R  A  P  SC  R  E  W        W  [  T  H  B  R  A  S  S  T  R  A  P  S  C  R  E  W 


A-2275  A-2276  A-2277 

"Y"  BRANCHES  WITH  BRASS  TRAP  SCREWS 

Add  to  List  Prices  of  A-2252  "Y"  Branch....  Each  $2.50 

DOUBLE  "VBRANCHES  WITH   BRASS  TRAP  SCREWS 

Add  to  List  Prices  of  A-22G0  Double  "Y"  Branches  Each  $2.50 

CROSS  BRANCHES  WITH   BRASS    TRAP  SCREWS 

Add  to  List  Prices  of  A-22G7  Cross  Branches  Each  $2.50 

wf-r^J'^aSIc^.^^^^  BRANCH  COMBINATION  "Y"  AND  EIGHTH  BEND 
WITH    BRASS    TRAP    SCREW                                             TRAP  SCREW  ON  RUN 


A-2278  A-2279 

SANITARY   CROSS  BRANCHES   WITH   BRASS  TRAP  SCREWS 

Add  to  List  Prices  of  A-2268  Sanitary  Cross  Branches  Each  $2.50 

COMBINATION  "Y'S"  AND   EIGHTH  BENDS 
BRASS  TRAP   SCREW  ON  RUN 
SizG       ~        -        -        -        -        -        _      inclics       2  3  4  5  6 

Standard   £ach  $1.10    $1.55    $2.40    $3.00    $4  00 

Extra  Heavy   Each    1.50      2.00      3.00      3.75  5.10 

SANITARY  TEE  BRANCH  "Y"  BRANCH  ^'Y*'  BRANCH 

BRASS  TRAP  SCREW  BRASS  TRAP  SCREW  BRASS  TRAP  SCREW 

ONRUN  ONBRANCH 


A-2280  A-2281  A-2282 

SANITARY  TEE  BRANCHES,  BRASS  TRAP  SCREW  ON  RUN 

Siz6       -        -        -        -        _        -        _      incliss       2  3  4  5 

Standard   Each  $0.90    $1.40    $2.10  $2.60 

Extra  Heavy   Each    1.20      1.65      2.35  3.10 

"Y"  BRANCHES,   BRASS  TRAP   SCREW   ON  RUN 

SizG  incliss       2  3  4  5 

Standard   Each  $0.90    $1.40    $2.10  $2.60 

Extra  Heavy   Each    1.20      1.65      2.35  3.10 

"Y"  BRANCHES,  BRASS  TRAP  SCREW  ON  BRANCH 
Size       --------      incli6S       2  3  4  5 

Standard   Each  $0.90    $1.40    $2.10  $2.60 

Extra  Heavy   Each    1.20      1.65      2.35  3.10 


6 

$3.50 
4.10 


6 

$3.50 
4.10 


6 

$3.50 
4.10 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


DOUBLE  INVERTED 
"Y"  BRANCH 


DOUBLE  VENTILATING 
BRANCH 


INVERTED  SANITARY 
"T''  BRANCH 
TAPPED  FOR  IRON  PIPE 


A  -  2  2  83 


A  -  2  2  8  4 


A  -  2  2  8  5 


Size 

Standard   

Extra  Heavy 


DOUBLE  INVERTED  "Y"  BRANCHES 

inches     4x2  4x4 
 ....Each  $3.00  $3.00 


•  Each  3.75 


3.75 


DOUBLE  VENTILATING  BRANCHES 

Standard,  4x2  inches    ^    .  ^ 

Extra  Heavy,  4x2  inches  5^^^^  ?3.00 

 Each  4.25 

INVERTED  SANITARY  ^T"  BRANCHES,  TAPPED  FOR  IRON  PIPE 

S,^^^     ,    "        -        -        inches  2  q  , 

^^^P"*"         -        -        -  1^4.  ly.  or  2     1V„  li|  or  2     ly,.  nl  or  2  I 

$1.00  $2.00  $2.50 

2.20  2.45  3.35 


Standard   Each 

Extra  Heavy   Each 


$3.00 
3.75 


SPECIAL  SANITARY    S  P  E  C  I  A  L  S  A  N  I T  A  R  Y     LONG  SANITARY 


LONG 
DOUBLE  "Y" 


A-2  286 


A-2287 


A-22  88 


A-22  89 


SPECIAL  SANITARY  TEE  TAPPED  ON  SIDE 

Size  2  inch,  Extra  Heavy  Tapped  for  IV2  or  2  inch  Pipe  Each  $2.25 

SPECIAL  SANITARY  CROSSES  TAPPED  ON  SIDE 

Size  2  inch,  Extra  Heavy  Tapped  for  1  Vo  or  2  inch  Pipe  Each  $3.50 

LONG  SANITARY  CROSSES 

"        ~    inches     5x4        5x4          5x4           nicA  a^d  a^A  4 

Length  in  clear  -   inches     18          24           30            36  IS  94 

Extra  Heavy   Each  $8.25  $9.25    $10.25    $11.25  $11.00  $12  00    $13  00 

LONG  DOUBLE  "Y'S" 


Size 

Length  in  clear 


inches  5x4 
inches  24 


6x4 
30 


T7^.~    TT                                                     -        -        -        mcnes     Z4  30 
Extra  Heavy   ^^^^  ^9  25    ^^^  ^^ 


6x4 
36 
$14.00 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


COMBINATION  "Y"  LONG  COMBINATION  "Y"  DOUBLE  COMBINATION  "Y" 

ANDEIGHTHBEND  ANDEIGHTHBEND  ANDEIGHTHBEND 


A-2290  A-2292  A-2294 


COMBINATION  "Y"  AND   EIGHTH  BENDS 

Size        -        -        _        _     inches     2x2         3x2         3x3         4x2         4x3  4x4 

Standard   Each  $1.50    $2.00    $2.00    $3.00    $3.00  $3.00 

Extra  Heavy   Each    2.00      3.00      3.00      4.50      4.50  4.50 

Size        -        -        _        -     inches     5x3         5x4         5x5         6x2         6x4         6x5  6x6 

Standard   Each  $4.00    $4.00    $4.00    $5.50    $5.50    $5.50  $5.50 

Extra  Heavy   Each    5.00      5.00      5.00      6.50      6.50      6.50  6.50 

COMBINATION  "Y"  AND   EIGHTH   BENDS,  SIDE  INLETJ 

(Not  illustrated.) 

Size  of  Inlets  inches  234 

Extra  for  Inlets  to  be  added  to  hst  above  Each  $1.00    $1.25  $1.50 

LONG   COMBINATION   "Y"  AND   EIGHTH  BENDS 

Size                                                                                       inches      2x2         4x4  5x4 

Standard,  24  inches  m  the  clear  Each  $2.85    $6.25  $  9.00 

Extra  Heavy,  24  inches  in  the  clear  Each    3.95      9.15  11.00 


DOUBLE   COMBINATION   "Y"AND   EIGHTH  BENDS 

Size       -  _  inches       3  4 

Standard  Each  $3.35   

Extra  Heavy   Each    5.00  6.75 


DOUBLE  COMBINATION   "Y"  AND   EIGHTH   BENDS,  SIDE  INLET 

(Not  illustrated.) 

Size  of  Inlets                                                                       inches  234 
Extra  for  Inlets  to  be  added  to  list  above  Each  $1.00    $1.25  $1.50 


UPRIGHT  "Y"  BRANCHES   OR  COMBINATION 
"Y"  AND   EIGHTH  BENDS 


A~2  29  6 


Size      -        -        inches    4x2  4x4 

Standard   Each  $3.00  $3.00 

Extra  Heavy   Each    4.50  4.50 


4x5 


5.25 


4x6  5x5 

$4.00   

6.00  6.50 
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WEiL'S  CAST  IRON  SOIL  PIPE  FITTINGS 

INCREASER  AND 

FFSET  OFFSET  WITH  INCREASER  OFFSET,  TAPPED 

2-INCH  VENT  AND  OFFSET  FOR  IRON  PIPE 


A-2  2  97 


A-2  2  9  8 


A-2299 


Size  -  -  inches  2 
Offset      -        inches  2 

Standard  .....Each  $0.75 
Extra  Heavy.. Each  1.15 

Size  -  -  inches  3 
Offset      -        inches  8 

Standard   Each  $1.65 

Extra  Heavy.. Each  2.25 

Size  -  -  inches  4 
Offset      -        inches  20 

Standard   Each  $4.40 

Extra  Heavy.. Each  6.50 


OFFSETS,  REGULAR 

2  2         2         2  2  2 

4  6         8        10  12  14 

.85  1.00  1.15  1.35  1.50  1.65 

1.35  1.50  1.65  1.80  1.95  2.15 

3  3  4  4  4  4 
10       12        2         4  6  8 

1.90  2.10  1.25  1.50  1.70  1.95 

2.50  2.70  1.90  2.10  2.40  2.70 

5  5         5         5  5  6 

4  6         8        12  16  4 

3.40  3.80  4.20  5.00  6.00  4.00 

4.50  5.00  5.50  6.50  7.50  6.00 


A-2300 


2  2  2  3  3 
16       18       20        4  6 

2.10  2.50  2.90  1.35"  1.50 

2.40  3.00  3.75  1.85  2.00 

4         4         4         4  4 

10       12       14  16  18 

2.20  2.45  3.15  3.50  3.95 

3.00  3.40  4.45  4.85  5.65 

6         6         6  6 

6         8        10  12 

4.50  5.00  5.50  6.00 

6.50  7.00  7.50  8.00 


OFFSETS  WITH  2-INCH  VENT,  SIDE  OR  HEEL  INLET 

Offsets  with  2-inch  Vent,  side  or  Heel  Inlet,  add  to  list  of  Regular  Offsets,  Each  $1.00 

INCREASERS  AND  OFFSETS,  6-INCH  OFFSET 

Size       -------      inches     2x4         3x4         4x5         4x6  6x8 

Extra  Heavy   Each  $2.00    $2.80    $3.00    $3.25  $4.00 


INCREASERS  AND  6-INCH  OFFSETS,   TAPPED   FOR  IRON  PIPE 

4-inch  Hubs;  Extra  Heavy,  Tapped  IV2  inch,  Each  $2.10;  Tapped  2  inch,  Each  $2.25 


INCREASER 


INCREASER 
TAPPED  FOR  IRON  PIPE 


SHORT  INCREASER 
TAPPED  FOR  IRON  PIPE 


A-2301  A-2302 

INCREASERS   TO  CALK 

Size        -        -        inches     2x3  2x4  2x5  2x6  3x4 

Standard   Each  $0.70  $0.90  $1.15  $1.25  $0.90 

Extra  Heavy   Each    1.00  1.25  1.75  2.25  1.25 

Size        -        -        inches     4x6  5x6  5x8  6x8  6x10 

Standard  Each  $1.25  $1.25  $2.00  $2.00  $4.00 

Extra  Heavy   Each    2.25  2.25  5.00  5.00  6.50 

TAPPED  INCREASERS 

Size         -  -        inches  11/^x4 

Standard   ...Each  $1.40 

Extra  Heavy   Each  1.75 

TAPPED   SHORT  INCREASERS 

Size  ■  -  -  inches  114x2  11/2x2  1^/4x3  l^^xS  2x3 
Extra  Heavy   Each  $0.85    $0.85    $1.00    $1.00  $1.00 


A  -  2  3  O  3 


3x5 
$1.15 

1.75 

8x10 
$4.00 

6.50 


3x6 
$1.25 
2.25 

8x12 

$6.00 
8.50 


4x5 
$1.15 

1.75 
10x12 
$6.00 

8.50 


2x4         2x5  3x5 
$1.50    $1.75  $2.00 
1.85      2.35  2.60 


114x4     11/3x4  2x4 

$1.20    $1.20  $1.20 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


INCREASERS  AND   VENTILATING  BRANCHES 

STRAIGHT  SIDE  INLET  B  E  N  T  S 1  D  E  I  N  L  E  T 


STRAIGHT  SIDE  JNLET 
TAPPED 


A-2  304 


A-2305 


A-2306 


Size 


JNCREASERS  AND  VENTILATING  BRANCHES.  STRAIGHT  SIDE  INLET 

inchf^s  ,        2x4  d^^a 

3  inch  Inlet 
$3.00 
3.75 


l^f^^^^i   Each 

Extra  Heavy  ]T^ch 


2x4 
I  inch  Inlet 

ff?1.75 
2.25 


4x6 
2  inch  Inlet 

3.00 


Size 


INCREASERS  AND  VENTILATING  BRANCHES,  BENT  SIDE  INLET 


inches 


2x4 
2  inch  Inlet 

Extra  Heav..::::::::::::::::::;:::;:;::;::::::i-j:  ^i]^ 


Standard 


4x6 
2  inch  Inlet 
$2.50 

3.25 


INCREASERS 


Size 
Tapped 
Standard 
Extra 


AND   VENTI^LATING^BRANCHES.  STRAIGHT  SIDE 

-    inches    2  to  4 
inches     1 14 

^   Each  $2.15 

^^^"^y   Each  2.65 


2  to  4 
2 

$2.25 
2.75 


4  to  6 

$2.75 
3.50 


4  to  6 
2 

$2.90 
3.65 


4  to  6 
3 

$3.50 
4.25 


FOR  CALKING 


LONG  INCREASERS 
HUB  BRANCH 


TAPPED   FOR  IRON  PIPE 


A-2307 


A-2308 


A-2309 


LONG   INCREASERS  FOR  CALKING 

Length  "        '        "        '    inches     2x4  2x4  3x4 

of    J     J    "        "        "         inches      24  48  24 

btandard   Each  $2.50  $3.75  $2  65 

Extra  Heavy   Each    3.10  4.90  3^25 


4x5 
30 
$4.35 
5.30 


4x6 
36 
$5.60 
6.25 


4x6 
48 

$6.85 
8.10 


5x6 
36 
$6.60 
7.50 


LONG  INCREASERS,   HUB  BRANCH 

jif^^,,    "        -        -        -    inches  2x4 
"^th       -        -        -        inches  24 
Size  of  Hub  -        -        _    inches  2 

Standard   Each  $2.75 

Extra  Heavy   Each  8.75 


2x4 
48 
2 

$3.95 
5.30 


3x4 
24 

$2.95 

3.90 


4x5 
30 

3 

$5.00 
6.25 


4x6 

5x6 

5x6 

48 

30 

36 

3 

3 

4 

$7.50 

8.75 

7.50 

8.50 

LONG  INCREASERS,  TAPPED   FOR    IRON  PIPE 

Size       -        -        _        _  _ 

Length      -        -        _        _'  "        -        -        inches  1^4x4 

Standard   ....  inches  24 

Extra  Heavy  . . . .  .'.V. " ^'^^^^ 

 Each  3.15 


2x4 
24 
$2.65 
3.30 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


LONG  INCREASERS  TAPPED  FOR  (RON  PIPE 

ONE  SIDE  BRANCH  TWO  SIDE  BRANCHES  BENT  SIDE  BRANCH 


2310 


23  T  T 


A-23  1  2 


INCREASERS,    ONE  SIDE 


LONG 

^^^^  '  -  -  -  inches 
Leng'th  -  -  _  inches 
Tapped  -        -        -  inches 

Standard  Each 

Extra  Heavy   Each 


2x4 
24 
11/2 
$3.20 
4.10 


BRANCH 

2x4 


11/2 

$4.25 


TAPPED 

3x4  4x5 
24  30 
iy2  2 

$3.25  $5.00 
4.15  6.25 


FOR   IRON  PIPE 

4x6         5x6  5x6 
48           30  36 
2             2  2 
$7.50    $6.25  $6.85 
 8.10  8.75 


INCREASERS,    TWO    SIDE    BRANCHES    TAPPED    FOR    IRON  PIPE 


LONG 

^^^^  ,  "  -  -  -  inches 
Length  -  -  .  inches 
Tapped  -        -        .  inches 

Standard  Each 

Extra  Heavy   Each 


2x4 
24 

$3.95 
4.85 


2x4 
48 

$5.00 


3x4 

4x5 

4x6 

24 

30 

48 

11/2 

$4.00 

2 

$5.75 

$8.25 

4.90 

7.00 

5x6  5x6 

30  36 

2  2 

$7.00  $7.60 

8.85  9.50 


INCREASERS,    BENT  SIDE   BRANCH   TAPPED   FOR   IRON  PIPE 


LONG 

inches 

S^^^Stl^       ------  inches 

Tapped  i,,ches 
li^xtra  Heavy   _  Each 


2x4 
24 

$4.35 


2x4 
48 

$5.95 


3x4 
24 
!¥- 
$4.80 


4x5 
30 
2 

$6.60 


5x6 
30 
2 

$8.10 


EXTENSION  PIECES 


^"2  3  13  A  -  2  3 1 4 

SIZES   AND  PRICES 

1^.^^  1     ;        "        '        ■     ir^ches     2x4  2x6  2x8  2x10  2x12     2x14  2x16  2x18 

^^^^^1   Each  $0.60  $0.80  $0.90  $1.10  $1.30  $1.50  $1  70  $f  90 

Extra  Heavy   Each    1.00  1.20  1.40    1.60  1.80    2.00  2:20  2:40 

11^®  1     7        "        "        ■     i^^ches    2x20  3x4  3x6       3x8  3x10     3x12  3x14  3x16 

ff"^'"'^   Each  $2.10  $1.00  $1.20  $1.40  $1.60  $1.80  $2  00  $2  20 

Extra  Heavy   Each    2.60  1.80  2.00    2.20  2.40    2.60  2:80  3:00 

%\^^  11'""     ^i^ches    3x18  3x20  4x4       4x6  4x8      4x10  4x12  4x14 

ff'^''"^   ■  Hach  $2.40  $2.60  $1.30  $1.50  $1.70  $2.00  $2  30  $260 

Extra  Heavy   Each    3.20  3.40  2.40     2.60  2.80     3.00  3:20  3:60 

1*^^        -        -        -        -    inches    4x16  4x18  4x20  4x22  4x24      5x4  Bx6  5x8 

 Each  $2.90  $3.20  $3.60  $4.00  $4.40  $1.70  $L90  $2  20 

Extra  Heavy   Each    4.00  4.40  4.80    5.20  5.60    2.80  3.20  3:60 

,     ~        "        -        -     inches    5x10  5x12  5x14  5x16  5x18     5x20  6x4  fivfi 

^'^Il'l''^   Each  $2.40  $2.70  $3.00  $3.60  $4.20  $4.80  $2^0  $2^0 

Extra  Heavy  Each    4.20  4.80  5.40    6.00  7.00    8.00  3.20  3:60 

11^^  1     1         '        ■        "     ^"ches     6x8  6x10  6x12  6x14  6x16     6x18  6x20  6x24 

ff^^^'l}   Each  $2.70  $3.00  $3.40  $3.80  $4.20  $5.20  $6  00  $8  00 

Extra  Heavy   Each    4.00  4.60  5.40     6.00  7.00     8.00  9.00  .  . 
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HALF  "Y" 

"T"  SADDLE                  "T"  SADDLE   HUB                  "Y"  SADDLE  HUB  SADDLE  HUB 

A-2315                     A-2316                      A-2317  A-2318 

*'T"  SADDLES  AND  "T"  SADDLE  HUBS 

Size        -        -        -        -    inches     2x2       3x2       3x3       4x2       4x3  4x4       5x2  5x3 

Standard   Each  $0.45  $0.75  $0.75  $0.90  $0.90  $0.90  $1.10  $1.10 

Extra  Heavy   Each      .60    1.00     1.00    1.20     1.20  1.20     1.50  1.50 

Size        -        -        -        -    inches     5x4       5x5       6x2       6x3       6x4  6x5  6x6 

Standard   Each  $1.10  $1.10  $1.65  $1.65  $1.65  $1.65  $1.65   

Extra  Heavy   Each    1.50     1.50    2.10    2.10    2.10  2.10  2.10..... 

"Y"  AND   HALF  "Y"  SADDLE  HUB 

Size        -                             inches     2x2       3x2       3x3       4x2       4x3  4x4       5x2  5x3 

Standard   Each  $0.50  $0.80  '$0.80  $1.05  $1.05  $1.05  $1.35  $1.35 

Extra  Heavy   Each      .65     1.05     1.05     1.35     1.35  1.35    1.70  1.70 

Size        -        -        -        -    inches     5x4       5x5       6x2       6x3       6x4  6x5  6x6 

Standard   Each  $1.35  $1.35  $1.85  $1.85  $1.85  $1.85  $1.85   

Extra  Heavy   ....Each    1.70     1.70    2.30    2.30    2.30  2.30  2.30   

ROOF  PLATE                                        PIPE   RESTS  PIPE  HOOK 
PLAIN  TAPPED 


A-2319  A-2320  A-2321  A-2322 

ROOF  PLATES 

Size                                                               inches       3            4            5            6  8 

Standard   Each  $0.40    $0.50    $1.00    $1.25  $2.00 

Extra  Heavy  .....Each      .60        .80      1.25      1.75  3.00 

PIPE  RESTS 

Size        -        -        -        -    inches       2345678  10 

Plain;  Standard   Each  $0.40  $0.60  $0.75  $0.90  $1.25  $1.50  $1.75  $2.00 

Plain;  Extra    Heavy  Each      .50      .65      .85     1.25     1.50    2.00     2.25  3.00 

Tapped;  Standard   Each      .65      .85     1.00     1.20     1.45     ....     2.35  3.60 

Tapped;  Extra  Heavy  Each      .75    1.00     1.15     1.40     1.75     ....     3.00  4.35 

PIPE  HOOKS 

Size         -        -        -     '  -        -        inches        2            3            4            5            6  8 

£ach                                                     $0.08    $0.10    $0.12    $0.15    $0.20  $0.40 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


VENT  CAP 
SHORT 


AIR  AIR 
INLET  INLET 
LONG  SHORT 


SINGLE 
HUB 


DOUBLE 
HUB 


SLEEVE  REDUCER 


A-2323    A-2324    A  2325    A-2326    A  2327    A-2328    A-2329  A-2330 


VENT  CAPS  AND   FRESH   AIR  INLETS 


Size      -        -        -       _  _ 

Short  Vent  Caps,  Standard  

Short  Vent  Caps,  Extra  Heavy. 

Fresh  Air  Inlets,  Long  

Fresh  Air  Inlets,  Short   


inches  2 
..Each  $0,60 
...Each  .80 
..Each  .... 
..Each  .... 


z 

$0.80 
1.00 


4  5 
$1.25  $2.50 
1.75  3.75 
1.75 
1-75 


SINGLE  OR  DOUBLE 

Size      -  inches  2 

Standard   Each  $0.35  $C 

Extra  Heavy  Each  .50 


HUBS  AND  SLEEVES 

3  4  5  6  8  10 

.60  $0.75  $1.00  $1.25  $2.50  $3.50 

.80      .95    1.85    1.60    3.50  4.50 


Size       _        -        -    inches  3x2 

Standard    Each  $0.70 

Extra  Heavy   Each  1.00 

Size       -        -        _    inches  8x3 

Standard  Each  $2.50 

Extra  Heavy   Each  4.25 


Size      -        -        -        _  inches 

Standard  Each 

Extra  Heavy   Each 


REDUCERS 

4x2      4x3       5x2      5x3      5x4  6x2  6x3 

$0.90  $0.90  $1.15  $1.15  $1.15  $1.25  $1.25 

1.25    1.25    1.75    1.75    1.75  2.25  2.25 

8x4       8x5       8x6  10x6  10x8  12x6  12x8 

$2.50  $2.50  $2.50  $4.50  $4.50  $6.25  $6.25 

4.25    4.25    4.25    5.75    5.75  10.00  10.00 

PLUGS 

2          3          4          5          6  8  10 

$0.15  $0.25  $0.30  $0.40  $0.50  $1.20  $2.00 

.25      .35      .50      .75    1.00  1.50  3.00 


6 

$3.50 
5.25 


12 

$5.00 
8.00 


6x4 
$1.25 
2.25 

12x10 
$6.25 
10.00 


$3.00 
4.00 


PIPE  BANDS 

PLAIN  "T"  BRANCH  "Y"  BRANCH  H  A  L  F  "  Y  "  B  R  A  N  C  H 

M 

A-2331  A-2332  A-2333  A-2334 

PLAIN   PIPE  BANDS 

Size       -        -        -        _        _         inches       2  3  4  5  6  7  8 

Standard   .Each  $0.65  $0.90  $1.20  $1.85  $2,60  $3.00  $3  85 

Extra  Heavy   Each    1.35    1.70    2.25    8.00  4.10    5.25  6.00 

PIPE  BANDS  WITH   "T",  "Y"  AND    HALF  "Y"  BRANCHES 

Size      -        -        _        _       inches     2x2  3x2  3x3  4x2  4x3  4x4  5x2  5x3 

Standard   Each  $1.10  $1.50  $1,50  $1.85  $1,85  $1.85  $2.60  $2  60 

Extra  Heavy   Each    2.25  2.60  2.60  3.00  3.00  3.00  4.10  4.10 

Size      -        -        -        -        inches     5x4  5x5  6x2  6x3  6x4  6x5  6x6 

Standard   Each  $2.60  $2.60  $3,35  $3.35  $3.35  $3.35  $3.35 

Extra  Heavy  Each    4.10  4.10  5.25  5.25  5.25  5,25  5.25   
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


TRAPS  WITH    HAND   HOLE  AND  COVER 
THREE-QUARTER "S" 


HALF "S" 


A-2335  A-2336  A  2337 

Size      -      -      inches        2          3          4           5          6  7  8  10  12 

Standard   Each  $1.65  $2.25  $2.75  $4.50  $5.75  $  8.75  $10.75  $16.75  $22.75 

Extra  Heavy  ...Each    2.10    3.00    3.75    5.50    7.75  10.75  13.75    22.75  82.75 

TRAPS  WITH  HAND   HOLE  AND  COVER  AND  2-lNCH  HEEL  INLET 

"S"  THREE-QUARTER  "S"  HALF  "S" 


A-233  8                                  A-2339  A-2340' 

Size                                                               inches       2  3            4  5  6 

Standard   Each.  $2.65  $3.25  $3.75  $5.50  $6.75 

Extra  Heavy   Each    3.10  4.00  4.75  6.50  8.75 

TRAPS  WITH  HAND  HOLE  AND  COVER  AND  2-INCH  SIDE  INLET 
"S-'  THREE  QUARTER  "S"  HALF  "S" 


A-  2341  A-2342  A-2343 

Size                                                             inches       2            3  4  5  6 

Standard   Each  $2.65  $3,25  $3.75  $5.50  $6.75 

Extra  Heavy   Each    3.10      4.00  4.75  6.50  8.75 

RUNNING  TRAPS 

PLAIN  WITH  HAND  HOLE  AND  COVER 


A-2344  A-2345 
RUNNING,  PLAIN 

Size      -      -      inches       23456  7             8  10  12 

Standard   Each  $0.90  $1.50  $2.00  $3.75  $5.00  $  8.00  $10.00  $16.00  $22.00 

Extra  Heavy.... Each    1.85    2.25    3.00    4.75    7.00  10.00    13.00  22.00  32.00 

RUNNING,  WITH  HAND  HOLE  AND  COVER 

Size      -      -      inches       23456           7            8  10  12 

Standard   Each  $1.65  $2,25  $2.75  $4.50  $5.75  $  8.75  $10,75  $16,75  $22.75 

Extra  Heavy.... Each    2.10    3.00    3.75    5.50    7.75    10.75    13,75  22,75  32.75 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


PLAIN  TRAPS 

THREE  QUARTER  "S'- 


A-2  346 


A  2347 


Size      -      -      inches       2  3 

Standard   Each  $0.90  $1.50 

Extra  Heavy  Each    1.85  2.25 


4  5  6 

52.00  $3.75  $5.00 
3.00    4.75  7.00 


A-2348 

^7             8            10  12 

f  8.00  $10.00  $16.00  $22  00 

10.00    13.00    22.00  32.00 


TRAPS  WITH   BRASS  SCREW 
THREE   QUARTER  "S" 


A-2349 


A-2350 


A-2351 


Size      -       -      Inches       2  3  4  5  g  ^  c 

fZt^'^  ^""^^  ^oi2  ^f22  ^^"'^  ^^'^^  $^-50  $10.50  $12.50  $18  50  $24  50 

Extra  Heavy.. ..Each    3.85    4.75    5.50    7.25    9.50    12.50    15.50    24.50  sjso 


TRAPS   WITH  TOP  VENT 
THREE  QUARTER  "S" 


H  A  L  F  "  S  " 


A-235  2 


A-23  53 


Size        -        -        -    inches  2345 

^  ent          -        -        inches  2         2        2  2 

Standard   Each  $1,90  2.50  3.00  4  75 

Extra  Heavy   Each  2.35  3.25  4.00  5.75 


A  -  2  3  5  4 


6345 
2344 
6.00  2.75  3.50  5.25 
8.00  3.50  4.50  6.25 


6.50  12.00 
8.50  15.00 


"S' 


TRAPS   WITH    TOP    VENT   AND    BRASS  SCREW 

"THREE  QUARTER  "S"  HALF  "S" 


A-2355 


A-23  5  6 


A-  23  5  7 


fP^^       -        -        _    inches  2Z4K^OAf:a 

Vent           -        -         inches      2         2        2        2         2         3        4        !         4  I 

^^^I"^^'^   gach  $4.40  5.00  5.50  7.25    8.50  5.35  6.00  7.75    9  00  14  50 

Extra  Heavy   Each    5.85  5.75  6.50  8.25  10.50  6,00  7  00  8  75  11  00  17  50 
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WEIUS   CAST   IRON   SOIL   PIPE  FITTINGS 


WITH  SINGLE  HUB  VENT 


RUNNING  TRAPS 


WITH  DOUBLE  HUB 
VENT 


WITH  "Y"  BRANCH 
AND  VENT 


A-2358  A -  2359  A-2360 

RUNNING,  WITH    SINGLE    HUB  VENT 

Size       -        -        -   inches      23            434  5  56 

Size  of  Vent    -       inches       2         2            2            3            4  4  5  4 

Standard   Each  $1.90  $2.50    $3.00    $2.75    $3.50  $5.25  $5.50  $6.50 

Extra  Heavy   Each    2.35    3.25      4.00      3.50      4.50  6.25  6.50  8.50 

Size       -        -        -    inches      6           6           7            8            8  10  12  12 

Size  of  Vent    -        inches       56646  668 

Standard   Each  $6.75  $7.00  $10.00  $11.50  $12.00  $18.00  $24.00  $26.00 

Extra  Heavy  Each    8.75    9.00    12.00    14.50    15.00  24.00  34.00  36.00 

RUNNIMG,  WITH  DOUBLE    HUB  VENT 

Size      -        -        ~        -    inches  2  3  3  4  5            5  6 

Size  of  Vent    -       -        inches  2  2  3  4  4            5  4 

Standard  ..Each  $2.90  $3.50  $4.00  $5.00  $6.75  $7.25  $  8.00 

Extra  Heavy  Each  8.35  4.25  4.75  6.00  7.75      8.25  10.00 

Size      -        -        -        -    inches  6  7  8  8  10           12  12 

Size  of  Vent    -        -        inches  6  6  4  6  6            6  8 

Standard   Each  $  9.00  $12.00  $13.00  $14.00  $20.00  $26.00  $30.00 

Extra  Heavy   Each  11.00  14.00  16.00  17.00  26.00  36,00  40.00 

RUNNING    WITH  "Y"  BRANCH    AND  VENT 

Size       -        --        --        --        --        -     inches        4  5  6 

Standard  Each  $5.00  $6.75  $  8.00 

Extra  Heavy   Each    6.00  8.00  10.00 

LONG  HALF  "S"  TRAP  SISSON  INSERT  ADJUSTABLE 

ROOF  FLANGE 


A-2361                         A'2362  A-2362M 

LONG    HALF    ''S"  TRAPS 

-        --        --        --         -        inches       4  4  4  5 

Len-th       -  -        -    inches      15  18  24  18 

standard   Each  $3.50  $3.75  $4.50  $6.25 

Exta  Heavy" ::::::::  Each  5.50  6.00  7.00  8.50 

SISSON    INSERTABLE    JOINT  —  14  INCHES  LONG 

Si7e       -------      inches        2             3  4  ^  ^  ^  ^ 

Standard   Each  $1.40    $1.50  $1.80  $2.10  $2.60 

ExTra  Heavy  -  Each    1.50      1.70  2.00  2.30  2.80 

ADJUSTABLE  ROOF  FLANGES 

c!i»o        .        -        -         Inches       H4         1%           2            3  4  5  6 

Galvanized           ....Per  Doz.  $  8.00  $  8.00  $10.00  $11.00  $12.00  $17.00  $30.00 

Copper      .  Per  Doz.    15.00    15.00    17.00    19.00  20.00  27.00  40.00 
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WEIUS  CAST  IRON  SOIL  PIPE  FITTINGS 


SPECIAL  ELBOWS 


WITH  2  INCH   LEFT  HAND  SIDE  INLET,  WITH  2  INCH  LEFT  HAND  SIDE  INLET 

TO  CALK  TAPPED 


A  2363 


A-2364 


A  -  2  3  6  3  4  inch,  Extra  Heavy,  18  inches  long  Each  $3.00 

A-2364  4  inch,  Extra  Heavy,  18  inches  long   .Each  3.25 


TAPPED  WITH  2  IN.  LEFT  HAND 
TAPPED  INLET 


A-236  5 


A-2366 


A  -  2  3  6  5  4  inch,  Extra  Heavy,  18  inches  long.  Each  $2.75 

A-2366  4  inch.  Extra  Heavy,  18  inches  long  Each  3.75 


2  INCH  WITH         INCH  TAPPED  INLET  GRADUATED  CLOSET  FITTING 


A -23  6  7  A-23  6  8 


2    INCH    SPECIAL  ELBOWS 

Length       -----    inches       6         12         16        18        24        30  36 

A-2  3  67  Extra  Heavy    Each  $0.75  $1.00  $1.10  $1.20  $1.40  $1.50  $1.80 

GRADUATED    CLOSET  FITTING 

Adapted  for  use  with  Iron  Water  Closets  v^rhen  arranged  in  Batteries  of  ten  Closets 

or  less. 

A-2  368  Extra  Heavy,  4  inch  Each  $7.00 
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WEIL'S  CAST  IRON  SOIL  PIPE  FITTINGS 


SPECIAL   CLOSET   WASTE  FITTINGS 


WITH  LOW  VENT 
AND  FEMALE 
THREAD  FOR 
FLOOR  FLANGE 


WITH  FLOOR 
FLANGE 


WITH  FLOOR 
FLANGE  AND  VENT 
TO  CALK 


WITH  FLOOR 
FLANGE  AND 
TAPPED  VENT 


A-2369  A-2370  A-2371  A-23  72 

A  -  2  3  6  9  4  inch  Extra  Heavy  with  Integral  Floor  Flange  Each  $2.50 

A  ~  2  3  7  0  4  inch  Extra  Heavy  with  Integral  Floor  Flange  and  Vent  to 

calk  Each  3.00 

A-237  1  4  inch  Extra  Heavy  with  Integral  Floor  Flange  and  Tapped 

Vent  Each  3.50 

A-2  372  4  inch  Extra  Heavy  with  Female  Thread  for  4  inch  Floor 

Flange,  Vent  15  inches  below  floor  Each  4.00 

CLOSET  BEND                    CARLSON  CLOSET  BEND               "A  AND  F"  CLOSET  BEND 
THREADED  FEMALE 


A  -  2  3  7  3 


A-2374 


A-2375 


A  -  2  3  7  3  4  inch  Extra  Heavy  Threaded  Female  for  4  inch  Male  Flange.  .Each  $3.50 

A-2  374  4  inch  Extra  Heavy  Carlson  Closet  Bend  Each  3.50 

Add  for  each  2  inch  Side  Inlet  $0.75. 

A-2  37  5  4  inch  Extra  Heavy  "A  and  F"  Closet  Bend  with  Iron  Flange.  .Each  7.00 

A-2  37  5  4  inch  Extra  Heavy  "A  and  F"  Closet  Bend  with  Brass  Flange. Each  8.00 


WEIL    BROS-,    CHICAGO  487 


WEIL'S  GREENHOUSE  FITTINGS  AND  VALVES 


A-2376  A-2377  A-2378 

A -2  3  7  6  4  inch  Return  Bend,  Hub  Outlet  Each  $2.75 

A-2  377  4  inch  Return  Bend,  Spigot  Outlet  Each  2.75 

A-2  87  8  4  inch  Double  Elbow   Each  3.25 


A-2379  A-2380 

A -2  3  7  9  4  inch  Triple  Elbow   Each  |4.50 

A-2  3  8  0  4  inch  Three  Way  Branch  Tee   Each  5.00 


A-2381  A'2382 

A-2  3  8  1  4  inch  Quadruple  Elbow   Each  $5.75 

A-2  3  82  4  inch  H.  Branch  Each  2.25 


A  -  2  3  8  3  A  -  2  3  8  4 

A-2  3  8  3  4  inch  Greenhouse  Valve,  Wheel  Handle  Each  $6.00 

A-2  3  84  4  inch  Greenhouse  Valve,  Butterfly  Pattern   Each  3.50 
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WEfUS  'T.  &  W."  SOIL  PIPE  FITTINGS 


SANITARY  CROSS 
DOUBLE  VENT 


SANITARY  CROSS, 

DOUBLE  VENT 
CLOSET  AND  BACK 
INLETS 


SANITARY  CROSS, 

DOUBLE  VENT 
CLOSET  AND  BATH 
I  N  LETS 


C-j 


A  -  2  7  O  O 

(See  Plate  A-3227) 


A  -  2  7  O  1 


A    2  7  O  5 


A  -  2  7  O  0 

Size  List 

A     B        C  Each 

A-2700    3x  11^x11^  Tapped   $  3.75 

A-2700    2x  11^x2      Tapped    3.75 

A-2700    3  x  11^x11^  Tapped    4.50 

A-2700    3x11^x2      Tapped    4.50 

A-2700    4x2     x4      Hub   8.00 

A-2700    5x2     x4      Hub    9.00 

A-2700    6x2     x4      Hub    10.00 


A  -  2  7  O  1 

Size  List 
A  B        C  Each 

A-2701    4x2 — — 4   $  g.50 

A~2701    r>x2-  4  9.50 

A-2701    6  x  2  4    10.50 

A  -  2  7  O  5 

Size  List 
A   B        C  Each 

A-2705    4x2   4    $  9.00 

A-2705    5x2  4    10.00 

A-2705    6x2  4    11,00 


SANITARY  CROSS,  DOUBLE  VENT 
CLOSET,  BATH  AND  BACK  INLETS 


B 

I 


A  -  2  7  O  6 


Size  List 
A   B        C  Each 

A-2706    4x2  4  $  9.50 

A-2706    5x2  4     10.50 

A-2706    6  x2  4    11.50 


SANITARY  CROSS,  DOUBLE  VENT 
CLOSET  AND  RIGHT  HAND 
BATH  IN  LETS 


A-  2  7 1  O 


Size  List 
A   B         C  Each 

A-2710    4x3^  4    $  8.50 

A-2710    5  x2   4    9.50 

A-2710    6  x2          4    10.50 


Order  «F.  &  W."  Fittings  by  Plate  Number,  and  Slaes  as  indicated  by 
Heavy  Black  Flexures. 
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WEIL'S  **F.  &  W."  SOIL  PIPE  FITTINGS 


SAN  1  TAR  YCROSS/ DOUBLE  VENT, 
CLOSET,  RIGHT  HAND  BATH 
AND  BACK  INLETS 


SANITARY  CROSS,  DOUBLE  VENT, 
CLOSET  AND  LEFT  HAND 
BATH  INLETS 


Size 
A  B 
A-2711  4x2- 
A-2711  5x2- 
A-2711  0x2 


A-  2  71  1 

List 

C  Each 

 4   $  9.00 

 4   10.00 

—  4    11.00 


SANITARY  CROSS.  DOUBLE  VENT, 
CLOSET,  LEFT  HAND  BATH 
AND  BACK  IN  LETS 


A  -  2  7  1  5 

Size  List 
A    B        C  Each 

A-2715    4x2          4  $  8.50 

A-2715    5x2   4    9.50 

A-2715    6x2   4    10.50 

SANITARY  CROSS,  DOUBLE  VENT, 
CLOSET  AND  CENTER  BATH 
INLET 


A  -  2  7  1  6 
Size  List 
A    B         C  Each 

A-2y16     4x2  4  $  9.00 

A-2716    5  x2   4   10.00 

A-2716    6  x  2   4    11.00 

SANITARY-CROSS,  DOUBLE  VENT, 
CLOSET, CENTER  BATH 
AND  BACK  INLETS 

A 

\ 


A  -  2  7  2  O 

(See  Plates  A-3228,  3229,  3230) 

Size  List 
A    B        C  Each 

A-2720    4x  2  4   $  8.50 

A-2720    5x2  4    9.50 

A-2720    6x2  4    10.50 

SANITARY  CROSS,  SINGLE  VENT, 
BOSTON  PATTERN 


A-2  7  2  1 
Size  List 

A    B        C                          Each  A-2725 

A-2721    4x2  4  $  9.00  A-2725 

A-2721    5x  2  4                               10.00  A-2725 

A-2721    6x2  4                              11.00  A-2725 

Order  "F.  &  W,"  Fittings  by  Plate  Number, 


A-2725 

Size  List 
A    B        C  Each 

2x2  IMt  Tapped   $5.00 

2x2  2  Tapped   5.00 

4x2  -4  Hub    9.00 

4x3  4  Hub    9.50 

and  Sizes  as  indicated  by 


Heavy  Blacfe:  FlgTires, 
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WEIL'S  'T.  &  W."  SOIL  PIPE  FITTINGS 


SANITARY  CROSS.  DOUBLE  VENT 
FOR  DOUBLE  CLOSET  RANGE 


CROSS,     SINGLE    VENT,  DOUBLE 
SINK  OR  BASIN  INLETS 


A-2726 
A-2726 
A-2726 


A-2726 

(See  Plate  A-3248) 
Size  List 
^  B    C  Each 

4x27  Long-  2x4  $10.00 

5x27  Long  2x4   1100 

6  X  27  Long-  2x4   12  00 


S  A  N  ITA  R  Y  TE  E 
CLOSET  AND  SINK  INLETS 


Size 
A  B 
A-2735  4x2 
A-2735    5  x2 


A-2735 

(See  Plates  A-3240,  3242) 


D 
-  4 
-4 


List 
Each 
.$5.00 
-  5.75 


SANITARY  TEE 
CLOSET,  BATH  AND  SINK  INLETS 
B       B  A 


Made 
Right 
or  I^eft 


(See  Plates 

Size 

A    B  D 

A-2745    4x2  4 

A-2745    5x2  4 


A-2745 

A-3236  to  3238) 


List 
Each 
.$5.25 
.  6.00 


A-2730 
A-2730 
A-2730 
A-2730 
A-2730 
A-27'30 
A-2730 


A-2730 

(See  Plate  A-3222) 

^  List 
^    B     C  Each 

2x2x11/2  Tapped   ..$2.75 

2x2x2      Tapped   .  2.75 

3x2  xli^  Tapped   3,25 

3x2x3      Tapped   3.25 

3x3x3      Tapped    3.50 

3x4x11^  Tapped  .   3.75 

3x4x2      Tapped    3.75 


SANITARY  TEE 
CLOSET  AND    SIDE    BATH  INLETS 


A  -  2  7  4  O 


(See  Plates  A-3232  to  3235) 


Size 
A  B 


List 
Each 


A-2740 
A-2740 
A-2740 
A-2740 
A-2740 


4x2 
4x3 
5x2 
5x3 
5x4 


Order  "P.  &  W.' 


Flttiuifs  by  Plate  Number,  aud 
Heavy  Black  Fig^ures. 


C  D 

2x4  $4.75 

2x4    5.00 

2x4    5.50 

2x4    5.75 

2x4   6.00 

Sizes*  as  iudicated  by 
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WEIL'S  'T.  8l  W."  soil  pipe  FITTINGS 


SAN  IT  A  R  Y  TEE 
CLOSET,  BATH  AND  SINK  INLETS 


A  -  2  7  5  O 

(See  Plates  A-3239  to  3246) 


A-2750 
A- 2 7 50 


Size 
A  B 
4x3- 
5x2- 


D 
-  4 
-4 


List 
Each 
.$5.25 
.  6.00 


SANITARY  TEE 
CLOSET  AND  BATH  INLETS 


Made 
Riglit  or 
l^eft 


Cut  shows 
L.  H.  Side 
Inlet 


(See 
Size 
A  B 
A-2755    4  x2  — 
A-2755    4x  3  — 


A-2  7  5  5 

Plate  A-3226) 

List 

C    D  Bacii 

—  2x4   $4.25 

—  2x4   ,  4.50 


SANITARY  TEE 
CLOSET  AND  BATH  INLETS 


Made  Q 
Right  or  01 
I.eft  1 


Q  Cut  shows 
h.n.  Side 
Inlet 


SANITARY  TEE 
CLOSET  AND  SINK  INLETS 

Made  Right  or  I^eft.  Cut  shows  I,.  H.  vSide  Inlet. 
For  use  with  Short  Hopper  and  P  Trap 


A-2751 
A-2751 


A-2751 

(See  Plate 
Size 

A    B  D 
4x2  4  . 

5x2  4  . 


A-3247) 


List 
Each 
.$6.25 
.  .  7,00 


SANITARY  TEE 
CLOSET  AND  BATH  INLETS 


Made 
Right  or 
I^eTt 


Cut  shows 
L.  H.  Side 
Inlet  . 


A  -  2  7  5  6 

(See  Plate  A-3226) 
Size  List 
A    B        CD  Each 

A-2756    4  x2   2  x  4    $4.25 

A-2756    4x3  2x4    4.50 

SANITARY  TEE 
CLOSETANDANGLEBATH  INLETS 


A    2  7  5  7 

(See  Plate  A-3226)  A  -  2  7  6  6 

^ize                                      List  Size  List 

A  oT^rj    ^    ?        V    P                    f^^^  ^    B        CD  Each 

f""?   ^4-25  A-2757    4x2  2  x  4   $8.00 

A-2757    4x3  2  x  4   4.50  A-2757    4x2  2  x  4   8.50 

Order  "F.  &  W."  Flttlngrs  by  Plate  Number,  and  Sizes  as  Indicated  by 
Heavy  Black  Figrures. 
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WEIUS  "F.  &  W.'*  SOIL  PIPE  FITTINGS 


SANITARY  TEE 

Made  Right  or  I^eft 
Cuts  show  I,.  H,  Side  Inlet 


A-2770  A-2770 

(See  Plates  A-3220,  3221,  3222,  3225,  3234) 

Size  List 
A     B        D  Each 

A-2770    3x  11/^  xli^  Tapped   $2.25 

A-2770    3x  11^x2  Tapped   2.25 

A-2770    3x  3     xlYs  Tapped    2.25 

A-2770    3x3     x3  Tapped    2.25 

A-2770    SKiy^xlVs  Tapped   2.75 

A-2770    3x  11^x3  Tapped    2.75 

A-2770    3x3     xl%  Tapped    2.75 

A-2770    3  x  3     x3  Tapped  2.75 

A-2770    3x3     x  3  Hub   .*.  3.00 

A-2770    3x3     x  ly,  Tapped    3.00 

A-2770    3x3     x3  Tapped    3.00 

A-2770    3x4     xl%  Tapped   3.25 

A-2770    3x4     x3  Tapped    3.25 

A-2770    4x3     xl%  Tapped    3.50 

A-2770    4x3     x3  Tapped    3.50 

A-2770    4x3     x4  Hub   3.50 

A-2770    4x3     x4  Hub   3.75 

A-2770    5x3     xlYz  Tapped    4.00 

A-2770    5x3     x3  Tapped    4.00 

A-2770    5  x3     x4  Hub   4.50 

A-2770    5x3     x4  Hub    5.00 

A-2770    5x4     x4  Hub    5.50 

SANITARY  SWEEP  TEE 

Made  Right  or  Left 

Cut  shows  R.  H.  Side  Inlet 


A  -  2  7  7  8 

(See  Plate  A-3225) 
Size 

A    B  D 

A-2778    4x3  -4   


List 
Each 
,$5.50 


SANITARY  SWEEP  TEE 
BATH  AND  BASIN  OR  BATH  AND 
SINK  INLETS 
Made  Right  or  I^eft. 
Cut  shows  ly.  H.  Side  Inlet. 


A-  2  7  7  3 

See  Plate  A-3223) 
Size  List 
AC  B  Each 

A-2773     3  x  11^  Tapped  2   $3.75 

A-2773    3x3  Tapped  2    3.75 

A-2773    3  x  11^  Tapped  2    4.50 

A-2773    3x3  Tapped—  2    4.50 

A-2773    4x1^  Tapped  2    5.00 

A-2773    4x3  Tapped  2    5.00 

SANITARY    SWEEP     TEE  VENTED 

BATH  AND  BASIN  OR  BATH  AND 
SINK  INLETS 
Made  Right  or  I^eft 
Cut  shows  Iv.  H.  vSide  Inlet 

B        B  A 

/ 


A  -  2  7  7  4 

(See  Plate  A-3223) 
Size  List 
AC  B  Each 

A-2774    3  x  11^  Tapped  2   $3.75 

A-2774    3x  3      Tapped  2    3.75 

A-2774    3x  11^  Tapped  2   4.50 

A-2774    3x3      Tapped  2    4.50 

A-2774    4  xli^' Tapped  2    5.00 

A-2774    4x3      Tapped  2    5.00 

SANITARY  SWEEP  TEE 

SIDE  INLET  FOR  COMBINATION 
Made  Right  or  l^eft. 
Cut  shows  R.  H.  vSide  Inlet. 

.A 


A-2  7  7  9 

(See  Plate  A-3232) 
Size  List 
A    B        CD  Each 
A-2779    4  x  3   2  x  4   ...$5.75 


Order  "P.  &  W."  Fittings  by  Plate  Number,  and  Sizes  as  indicated  by 
Heavy  Black  FIgrures. 


WEIL    BROS.,  CHICAGO 


493 


WEIUS  "F.  &  W."  SOIL  PIPE  FITTINGS 


UPRIGHT  BATH    AND    BASIN  WASTE 

Made  Righl  or  lycft 
Cut  shows  R.  H.  vSide  Inlet 


CLOSET  RANGE  TEE 

Made  Right  or  I^eft 
Cut  shows  I^eft  Hand  Side  Inlet 


A-2780 

(See  Plate  A-3223) 
Size  List 
AD  B      ■  Each 

A-2780    2  x  11^  Tapped  2  $3.25 

A-2780    2  x2      Tapped  2   3.25 

A-2780    3x11^  Tapped  2   3,75 

A-2780    3x2      Tapped  2   3.75 

SANITARY  SWEEP  TEE, 
CLOSET  AND  SINK  INLETS 

Made  Right  or  lyeft 
Cut  shows  Iv-  H.  Side  Inlet 

B       6  A 

I 


A-2  78  5 

Size  List 
A  C    B  Each 

A-2785    4x  13  Long  2x4  $3.50 

A-2785    5x13  Long  2x4   4.50 

A-2785    4x30  Long  2x4   5.50 

A-2785    5  x30  Long  2x4   6.00 

A-2785    4x36  Long  2x4   6.00 

A-2785     5x  36  Long  2x4   6.50 

SANITARY  SWEEP  TEE 
CLOSET,  SINK  AND  BATH  INLETS 

Made  Right  or  L,eft 
Cut  shows  1,.  H.  Side  Inlet 


A-2  7  88 

(See  Plate  A-3242) 
Size 

A     B  D 

A-2788    4x2  4   


List 
Each 
.$5.25 

SANITARY  SWEEP  TEE, 
CLOSET,  SINK  AND    BATH  INLETS 

Made  Right  or  I^eft 
Cut  Shows  lyeft  Hand  Side  Inlet 


2789 


(See  Plate  A-3238) 
Size  List 
A    B         D  Each 
A-2789    4x2          4  $5.75 


SANITARY  SWEEP  TEE, 
CLOSET  AND  SINK  INLETS 

Made  Right  or  I^eft 
Cut  shows  ly.  H.  Side  Inlets 


A-2  790 

(See  Plate  A-3243) 
Size 


A-2790 


List 
Each 
.$5.75 


A-2791 

(See  Plate  A-3242) 
Size  List 
A    B        jy  Each 
-2791    4x2  4    ..$5.25 


Order  ^'F.  &  W."  Flttlug^s  by  Plate  iVumber,  and  Sixes  as  indicated  hy 
Heavy  Black  Figures. 


494 


WEIL    BROS.,  CHICAGO 


WEIUS         8l  W."  soil  pipe  FITTINGS 


SANITARY   SWEEP  TEE 
CLOSET,  SINK  AND  BATH  INLETS 

Made  Right  or  I^eft 
Cut  shows  h.  H.  Side  Inlet 


SANITARY   SWEEP  TEE 
CLOSET,  SINK  AND    BATH  INLETS 

Made  Right  or  I^eft 
Cut  shows  I,.  H.  Side  Inlet 


A  -  2  7  9  2 

(See  Plate  A-3235) 
Size  List 
A    B        D  Each 

A-2792    4x2  4   $5.75 

SANITARY   SWEEP  TEE 
CLOSET  INLET 
Made  Right  or  I^eft 
Cut  shows  ly.  H.  Side  Inlet 

B  A 


A  -  2  7  9  3 

(See  Plate  A-3243) 
Size 

A    B  D 

A-2793    4x3  4  ... 


List 
Each 
.$5.75 


SANITARY  SWEEP  TEE 
CLOSET  AND  BATH  INLET 

Made  Right  or  I^eft 
Cut  shows  ly.  H.  Side  Inlet 


A  -  2  7  9  4 

(See  Plate  A-3225) 
Size  List 
^    B        D  Each 

A-2794    4x2  4    $4  00 

A-2794    4x3   4   4'50 

A-2794    5  x3   4   5  50 

A-2794    5x  4  —4   eioO 

SANITARY  SWEEP  TEE 
CLOSET  AND  BATH  INLETS 
Made  Right  or  I^eft 
Cut  shows  I^.  H.  Side  Inlet 
_B  A 


A  -  2  7  9  5 

(See  Plate  A-3232) 
Size  List 
A    B         CD  Each 

A-2795    4x2  2x4   $4.75 

A-2795  4x3— — 2  x  4    5.00 

A-2795    5x3^  2x4    6.00 

A-2795    5x4          2  x  4    6.50 

SANITARY  SWEEP  TEE 
CLOSET  AND  BATH  INLETS 

Made  Right  or  I^eft 
Cut  shows  I,.  H.  Side  Inlet 


A  -  2  7  B  6 

(See  Plate  A-322ti) 
Size  List 
*  .^^n   ^    ^        C    ^  Each 

A-2796    4x2-         2  x  4   $4.75 

A-2796    4x  3  2  x  4   ..5  00 

A-2796    5x3   2  x  4    6.00 

A-2796    5x4  2  x  4    6.50 


Order  "F.  &  W.' 


A-  2  7  9  7 

(See  Plate  A-3226) 
Size  List 
A    B         CD  Each 

A-2797    4x2   2  x  4   $4  75 

A-2797    4x3  2  x  4     5.00 

A-2797    5  x3  2  x  4   6.00 

A-2797     5x  4  2  x  4    6.50 

dicated  by 


Flttln^rs  by  Plate  Number,  and  SisBes  as 
Heavy  Black  Figures. 
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WEIUS  **F.  &  W."  SOIL  PIPE  FITTINGS 


SANITARY  SWEEP  TEE 

Made  Right  or  I^eft 
Cut  shows  I,.  H.  Side  Inlet 


SANITARY  SWEEP  TEE 

Made  Right  or  t,eft 
Cut  shows  Iv.  H.  Side  Inlet 


A- 2 798 
A-2798 
A-2798 
A-2798 


A  2798 

(See  Plate  A-3225) 
Size 

A     B  D 

4x2  4    

4x3  4  .  

5  X  3  4   

5  X  4  4   


A- 
A- 


List 
Each 

 $4.00 

  4.5a 

  5.50 

  6.00 

COMBINATION 
FOR  CLOSET  AND 
SINK 
B-TAPPED  INLET 
Made  Right  or  I^eft  Sink  Inlet 
Cut  shows  R.  H.  Inlet 


A-2799 
A-2799 
2799 
2799 


A-2799 

(See  Plate  A-3232) 
Size  List 
A    B        CD  Each 
4x2  2x4   $4.75 

4  X  3  2  X  4    5.00 

5  X  3  2  X  4    6.00 

5  X  4  2x4     6.50 

COMBINATION 
FOR  CLOSET  AND  SINK 
B-C  TAPPED  INLETS 

Made  Right  or  Left  Sink  Inlet 
Cut  shows  R.  H.  Inlet 


JUMP-OVER 


D  n 

A-2800  A-2805  A-2806 

(See  Plate  A-3228  to  A-3238)       (See  Plate  A-3236  to  A-3243)  (See  Plate  A-3239,  A-3245,  A-3246) 

A-2800  JUMP-OVERS 

Size      -  inches  2 

A-2800  Each  $4.25 

A-2805  COMBINATION 

Size  ,  DIMENSIONS  , 

A       BCD                  E    F        G      H      K      D  M 
A-2S05    2    X    2   4  S^A  10     15%     12   , 


3 

$7,00 


4 

$8.50 

List 
Each 
.$5.00 


A-2806 
A-2806 


Size 
A  C 
2x11/2  ■ 
2x2 


BD 
—  2.  . 
-  2. 


A-2806  COMBINATION 

,  DIMENSIONS  , 

E  P  G  H  K  L.  M 
4    31/2  214     10    15%  12 

4  3^     2y4     10    15%  12 


&  W."  Fittings  by  Plate  Number,  and 
Heavy  Black  Flffurea, 


Sizes  as  Indicated  by 


List 
Each 
.$5.00 
5.00 


496 


WEIL    BROS.,  CHICAGO 


WEIUS  *'F.  &  W/'  SOIL  PIPE  FITTINGS 


COMBINATION  VENT 
FOR  CLOSET  AND 
SINK 

Right  or  I^eft  Sink  Inlet 
Cut  shows  R.  H.  Tapped  Sink 
Inlet  B 


COMBINATION  VENT 
FOR  CLOSET  AND 
SINK 

Right  or  I^eft  Sink  Inlet 
Cut  shows  R.  H.  Sink  Inlet  B 
B-C  TaDped 


COMBINATION  VENT 
FOR    CLOSET  AND 
BATH 

Side  Tapped  Inlet 


 3- 


A  -  2  8  1  O 

(See  Plate  A-3243) 


A-2  8 1  1 

(See  Plate  A-3245) 


Size 
A  C 

A-2808    2  X  IVz  

A-2808  2x2   


A-2808   COMBINATION  VENTS 

,  DIMENSIONS  .  List 

D                   E     G       H     K       L  Each 

-2  ....4    31/4     21/4     10    15%   $3  50 

-2   4     3y4     21/4     10     15%   ....  350 


A-2810    COMBINATION  VENTS 

Size  ,  DIMENSIONS - 


List 


A       BCD                   E    P       G      H       L      M  Each 
A-2810    2    X    2.   4    2^    ZV4.     2y4     25%     12   $4.75 


A-2811   COMBINATION  VENTS 

Size                             ,  DIMENSIONS  ,                .  List 

AC          BD             EPGHLM  Each 

A-2811    2x1^  2                4    Z%     31^     21^     25%     12    $4  75 

A-2811  2x2   2   4  3^   3^   2y4   25%   12  . . . . . ! ! ! ! [ ! ! ! !  ] ! ! ! ! ] ! i .'l:?! 


Order  «F.  &  W."  Flttfnss  by  Plate  Niiinber,  and  Slates  as  indicated  by 
Heavy  Blaek  Figrures. 
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WEIUS  *'F.  &  W/'  SOIL  PIPE  FITTINGS 


COMBINATION  VENT 
FOR  CLOSET  AND 
BATH 

Tapped  SMe  Inlet  C 


COMBINATION  FOR 
CLOSET  AND  SINK 

Right  or  I,eft  vSink  Inlet 
B  Tapped 
Cnt  shows  R.  H.  Sink  Inlet. 


D  D 


COMBINATION  VENT 
FO  R   CLOSET  AND 
BATH 


A  -  2  8  1  3 


A  -  2  8  1  5 

(See  Plates  A-3237,  3240,  3246) 


A-2  81  6 

(See  Plates  A-3244,  3247) 


A-2813KCOMB1NATION  VENT 

Size  ,  DIMENSIONS  ^  ^  List 

AC  D  EFGHL.  Each 

A-2813    2x  1^  2   4     3^^     S^i     2^4   $3.50 

A-2813    2x2   2   4     SVa     314     214     25%    3.50 


A-2815  COMBINATiON 


Size 
A  BD 

A-2815    2  x  2   4     3i^     1214:  15% 


,  DIMENSIONS  . 

E     G        K         L  M 


List 
Each 
.$4.75 


A-2816  COMBINATION  VENT 

Size                           •          ^DIMENSIONS-^  List 
AD                                     E     G      K     L  Each 
A-2816    2  x2    4     31^     12     15   $3.25 

Order  "F.  &  W,"  Fittingrs  l>y  Plate  Number,  and  Sizes  as  iudicated  by 
Heavy  Ulack  Flg;:ures. 
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WEILS        &  W."  SOIL  PIPE  FITTINGS 


Size 
A  D 

A-2817  2x2., 


A-2817    COMBINATION  VENT 

DIMENSIONS 
E     G  L 
  4    3^  271^   


List 
Each 
.$3.00 


Size 
A  CD 

A-2818  2x2.. 

A-2818  3x2.. 


A-2818    COMBINATION  VENT 


,  DIMENSIONS  ^ 

E  P  G  H  K  L 
4  21/2  31/4  214  10  15 
4^     3        31/i     2^     10  15 


List 
Each 
.$3.50 
.  3.75 


A-2819 


Size 
A  CD 
2x2,. 


A-2819    COMBINATION  VENT 

,  DIMENSIONS  , 

E     P       G       H  L 
  4     2%     3^     2^  25   


List 
Each 
.$3.25 


Order 


&  W.»  Fittings  by  Plate  Number,  and  Sizes  as  Indicated  by 
Heavy  Ulack  Figures. 
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WEIL'S  **F.  &  W."  SOIL  PIPE  FITTINGS 


A-2820  COMBINATIONS 

Size  ^DIMENSIONS— ^  List 
A    BD                                          E     G       L     M  Each 
A-2820    2  x  2   4     3i/4     28     12   .....$4-75 


A- 28  21  COMBINATIONS 


DIMENSIONS  V  List 

M  Each 

14   $4.75 

14    4.75 

14   6.25 

14    6.25 


A- 2822  COMBINATIONS 

Size  *  ^DIMENSIONS'  List 

AD    B  E    G       L     M  Each 

A-2822    2  x  11/2   4     S^A     26     14   .$4.75 

A-2822    2  x  2   4     3%     26     14   4.75 


Order  "F.  <&  W."  Fittings*  by  Plate  Number,  and  Sizes  as  indicated  by 
Heavy  Black  Figures, 
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WEIUS  ''F.  &  W.''  SOIL  PIPE  FITTINGS 


COMBINATION  WASTE 
AND  INTERSECTION 

FOR  SINK,  BASIN    OR  BATH 

Right  or  I^eft  Tapped  Inlet  B 
Cut  shows  K.  H.  Inlet 


DOUBLE  COMBINATION 
WASTE  AND 
INTER  S  ECTI O  N 

FOR    SINK,   BASIN  OR 
BATH 


REVENT  "A" 

SHORT  PATTERN 


A-2  8  23 

(See  Plate  A-3222) 


A-2824 

(See  Plate  A-3224) 


A-2825 

(vSee  Plate  A-3228  to  A-3231) 


.     "      A-2823   COMBINATION   WASTE  AND  INTERSECTION 

Size  ,  DIMENSIONS  ^ 

AD    B        ■  E        Li        M  N 

A-2823    2x  1^   31/2     251/4     41/8  3%   

Ai«9?    2x2    3^     25yt     4%  3%   

A-2823    3x2   4%     25^     4%  3%   


List 
Each 
,$4.00 
.  4.00 
.  4.50 
.  4.50 


A-2824-  DOUBLE   COMBINATION   WASTE  AND  INTERSECTION 


Size 

AD     B  E 

A-2824    2x  11^...   3l^ 

A-2824    2x2    31! 

A-2824    3  X  11^  .   ^il 

A-2824    3x2   4y8 


dimensions- 


Li 

25 

25 1^ 

2514 
25  y4 


M 

4y8 

4^ 

4y8 
4y8 


N 

3% 
3% 
3% 
3% 


List 
Each 
.$4.25 
.  4.25 
.  4.75 
.  4.75 


2825 
2825 


A-2825    REVENT  "A"  SHORT 


Size 
A  CD 
2x2.. 
3x2.. 


E 
3% 


.  DIMENSIONS  ■ 
F       H  K 
2%     214  10 
278     2%  10 


L 

2y2 

2% 


List 

Each 
.$2.25 
.  2.75 


Order  "F,  &  W,"  Flttlug^s  by  Plate  Number,  and  Sixes  as  Indicated  by 
Heavy  Black  Flgrures. 


WEIL    BROS.,  CHICAGO 
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WEIUS  *'F.  &  W."  SOIL  PIPE  FITTINGS 


R EVENT  "A" 
LONG   PATTER  N 


COMBINATION 
R  E  V  E  N  T 

Special  Tapped  Inlet  B 

Made  Right  or  I^eft 
Cut  shows  R.  H.  Inlet 


REVENT  "B" 
SHORT  PATTERN 

Tapped  Inlet  C 


A  -  2  8  3  O 

(See  Plates  A-3232  to  3235) 


A-  2  8  3  1 


A  -  2  8  3  5 


A-2830    REVENT   "A"  LONG 

•DIMENSIONS- 


Size 

A    CD  E        F  H  K 

A-2830    2  x  2   4  2^  2^  37% 

A-2830    3  x  2   41/3  3  2V4  Zl% 


List 
Each 
.$3.25 
,  4.00 


A-2831 
A-2831 
A-2831 
A-2831 


Size 
A  B 
2X1^  • 
2x2 
3x1^- 
3x2 


CD 

—  2.  . 

—  2.  . 

—  2.  . 

—  2.  . 


A-2831    COMBINATION  REVENT 


E 
4 
4 

4^ 
4% 


-DIMENSIONS- 


P 

21/2 
21/3 
3 
3 


H 

21/4 
21/4 

2y4 


K 
10 
10 
10 
10 


L. 

15% 
15% 
15% 
15% 


M 

12 
12 
12 
12 


List 
Each 
.$3.75 
.  3.75 
.  4.50 
.  4.50 


A-2835 
A-2835 
A-2835 
A-2835 


Size 
A  C 
3x11/3  - 
2x2 

sxiys  ■ 

3x2  - 


D 
-2. 


A-2835  REVENT  "B"  SHORT 


E 

3% 

3^8 

4% 
4% 


-  DIMENSIONS  ■ 
F      H  K 
21^ 
21^ 
2V4 

2y4 


10 
10 
10 
10 


L. 

2y2 
2% 
2^ 
2y2 


List 
Each 
.$2.25 
.  2.25 
.  2.75 
.  2.75 


Order  "F.  *fc  W."  Fittings  bv  Plate  Number,  and  Sisces  as  indicated  by 
Heavy  lllaelv  Figures. 
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WEIL    BROS.,  CHICAGO 


WEIL'S  -F.  &  W/'  SOIL  PIPE  FITTINGS 


R  EVENT  "B" 

LONG  PATTERN 
TAPPED  INLET  C 


COMBINATION  REVENT 
SPECIAL  TAPPED  INLET 
B-C  TAPPED 

Made  Right  or  I^eft 
Cut  shows  R.  H.  Side  Tn'et 


REVENT  "C" 
SHORT  PATTERN 


A  -  2  8  4  O 

(See  Plate  A-3226) 


A  -  2  8  4  1 


A  -  2  8  5  5 


A-2840    REVENT  "B"  LONG 

'  DIMENSIONS  ,  •  List 

A-2840    2x  11^  2   4        qi/     $\/     nf^  Each 


E 

P 

H 

4 

4 

31/2 

21/4 

4^ 

4 

21/4 

4y2 

4 

21/4 

A-2840  3x2   2  \\\V,\V,\^   \      \\   3^  |  ! ! ! ! !  ] ! ! ! ! ! ! ! ! ! ! ! !  ] !  ] !  ]  [  Igg 

A-2841   COMBINATION  REVENT 

A^^C        B  n  ^  DIMENSIONS  List 

A-2841    2x  11/2  xlVa   2  4        -u/     ^     1^  ?J  Each 

A-2841    2xli|x2   2 4        \(f     lYf     }^  H  ?3.75 

tlltl  III  lV'~f----\    4  rl        I  :::::::::::::::  i:?! 

A-2841    3x2     xli/s   2.  Ill     4        14     }n     1^1  f"^*^ 


4.50 


A-2855    REVENT  "C"  SHORT 

AW®  ^  /  DIMENSIONS  ,  List 

2  x  2   2%     3%     2%     1^4   ff'as 

Order  "P.  &  w.»  Fittings  by  Plate  Number,  aud  SfaeH  as  ladleated  by 

Heavy  Black  Figures. 


WEIL    BROS.,  CHICAGO 
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WEIL'S  «'F.  &  W."  SOIL  PIPE  FITTINGS 


REVENT  "C" 
LONG  PATTER  N 


COMBINATION 
REVENT 

SPECIAL  TAPPED  INLET 
B  TAPPED 

Made  Right  or  I^eft 
Cut  shows  R.  H.  Side  Inlet 


A  -  2  8  6  O 

(See  Plates  A-3282  to  3235) 


REVENT  "D" 
SHORT  PATTER  N 


C  TAPPED  INLET 


A  -  2  8  6  1 


A  -  2  8  6  5 


Size 
AB  C 
A-2860  3x2. 
A-2860  3x2. 


A-286  0   REVENT  "C"  SHORT 


 DIMENSIONS  

D       E       P  H 

3%  2^  37^ 
3        3%     214  Zl% 


List 
Each 
.$3.25 
.  4.00 


A-2861    COMBINATION  REVLNT 


Size 
A  B 
A-2861  2x11/2- 
A-2861    2x2  ■ 
A-2861    3x  11^- 
A-2861    3x2  - 


CD 

—  2.  . 

—  2.  . 

—  2.  , 


D 

2^ 

3 
3 


-DIMENSIONS 
E      F  H 
21/4 


3% 

3%  214 


25% 
21^  25% 


3%  21^ 


25% 
25% 


K 
12 
12 
12 
12 


List 
Each 
.$3.75 
.  3.75 
.  4.50 
.  4.50 


Size 
AB  C 
A-2865    2x  11^. 
A-2865    3x2  . 


A-2865    REVENT  *'D"  SHORT 


>  DIMENSIONS  

D       E       F  H 
3%     3%     214  12^ 
3%     3%     21/4  12y2 


Order  *'P.  &  AV.' 


List 
Each 
.$2.25 
.  2.25 


FIttlugrs  by  Plate  Number,  and  Sizes  as  Indicated  by 
Heavy  Black  Figrures. 
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WEIL    BROS.,  CHICAGO 


WEIL'S  "F.  &  W."  SOIL  PIPE  FITTINGS 


R  EVENT  *'D" 
LONG  PATTERN 
TAPPED  INLET  "C 


COMBINATION  REVENT 

SPECIALTAPPED  INLET 
B-C  TAPPED 
Made  Right  or  I^eft 
Cut  shows  R.  H.  Side  Inlet 


A-2870 
A-2870 
A-2870 
A-2870 


A-2870 

(See  Plate  A-3226) 


Size 
AB  C 

3x3  . 

3x11/3. 

3x2  . 


REVENT  "E" 
SHORT  PATTERN 


A  -  2  8  7  1 


A-2870   REVENT  "D"  LONG 


D 

A  -  2  8  8  5 


-DIMENSIONS- 
D       E       P  H 


List 

_        _       _    Each 

3%     3%     21^     37%   $3.25 

3%     3%     2 1/4     37%   3.25 

4^     3%     21^     37%    fOO 

41/2     3%     214     37%     4.00 


A-2871   COMBINATION  REVENT 


A-2871 
A-2871 
A-2871 
A-2871 
A-2871 
A-2871 
A-2871 
A-2871 


Size 

AC  n 

2x11/2  XI1/2  - 
2x11/2x2  - 

2x2  X  1 1^  - 
2x2  X  2  - 
3x114  xli/s  - 
3x11^x2  - 
3x2  X  1 1/2  - 
3x2     X  2  ■ 


T>  D 

■2   3%  3% 

-2   3%  3% 

-2   3%  3% 

-2   3%  3% 

-2   4^  3% 

-2   41^  3% 


DIMENSIONS- 
E  H  K 
21/4 
21/4 
21/4 
21/4 
21^ 
21/4 


List 

Each 


25%  12   .$3.75 

25%  12    3.75 

25%  12    3.75 

25%  12   3.75 

25%  12  .   4.50 

.  ,^     „        _  ,^     25%  12   4.50 

2   41^     3%     214     25%  12   4.50 

2    iVz     3%     214     25%  12   4,50 


A-2885   REVENT  "E"  SHORT 

Size  ^DIMENSIONS—, 
AD  E        F  H 

A-2885    2x2   3%     12%  21^   

A-288,5    3x2   4y4     12%  2i^   


Order  "F.  &  W."  Fittings  by  Plate  Number,  and  Sizes  as  Indicated  hy 
Heavy  Black  Figures. 


WEIL    BROS.,  CHICAGO 
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WEIL'S  "F.  &  W."  SOIL  PIPE  FITTINGS 


R EVENT  "E" 
LONG  PATTERN 


£3 


A  -  2  8  9  O 

(See  Plate  A-3220,  3225) 


REVENT  "E" 
REVERSE  LONG 
LEG 


REVENT  "F' 


i 


A  -  2  8  9  2 


A  -  2  8  9  5 

(See  Plates  A-3220, 
3221,  3225) 


DOUBLE 
EXTENSION 
PIECE 


A  -  2  9  O  1 

(See  Plate  3245) 


A-2890  REVENT  "E"  LONG  PATTERN 

Size  ^DIMENSIONS'  List 

AD  E        F        H  Each 

A-2890    2x2   3%     12%     UVs   $2.75 

A-2890    3  x  2   4 12%     15     3.00 


A-2892   REVENT  "E"  REVERSE  LONG  LEG 

Size                                            r-I>IMENSIONS->  List 
AD                                              E        K        L  Each 
A-2892    2x2     3%     12%     15%  $2.75 


A-2895   REVENT  "F" 

Size  DIMENSIONS  List 

A  B  Each 

A-2895    2   3%        24%   $1.75 

A-2895    3   3%        24%    2.50 


A-2  901   DOUBLE   EXTENSION  PIECE 

Size  •  List 

Each 

A-2901    2x12  $2.25 


Order  "F.  &  W."  Flttliigs  by  Plate  Number,  and  Siases  a»  indicated  by 
Heavy  Ulack  Fifirur^i^- 
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WEIL    BROS-,  CHICAGO 


WEIL'S  'T.  &  W."  SOIL  PIPE  FITTINGS 


R  EVENT  "G" 
SHORT  PATTERN 


ft 


REVENT  "G"  HUB 

SHORT  PATTERN 


REVENT  "G" 
TAPPED 
SHORT  PATTERN 
C-Tapped  Inlet 


REVENT  **G" 
LONG  PATTERN 


A  -  2  9  O  5 

(See  Plate  A -3221) 


A  -  2  9  O  6 


A-2907 


A  -  2  9  1  O 


A-2905  REVENT 


Size 
AD 

A-2905    2x  11/2  

A-2905    3  x  11/2   ■  4 


"G"  SHORT   PATTER  N 

-DIMENSIONS-^ 
E        H  K 
ZVz     1214  6 


121/4  5% 


List 
Each 
.$2.25 
.  2.50 


Size 
A  C 
A-2906    2  x  2- 
A-2906     3  x  2- 


A-2906  REVENT 


D 
■11/2. 


"  HUB,    SHORT  PATTERN 

-DIMENSIONS-^ 
B        E     H  K 


21^4  3^ 
2^  4 


10 

10 


List 
Each 
.f2.25 
.  2.75 


A-2907 
A-2907 
A-2907 
A-2907 


A-2907   REVENT  "G"  TAPPED,  SHORT  PATTERN 


Size 
A  C 

2xiy2  - 

2x2 

3x1%- 

3x2 


D 

-iy2. 

■1V2- 

-1%. 


-DIMENSIONS- 


B 

21/4 
2^ 
21/4 


E 

3l^ 

4 
4 


H 

10 
10 
10 
10 


K 


List 
Each 
.$2.25 
.  2.25 
.  2.75 
.  2.75 


A-2910   REVENT  "G"  LONG  PATTERN 

Size  r-3>IMENSIONS-^  List 

AD  E        H         K  Each 

ii^lS    'i""})^   19%   $3  00 

A-2910    3x  11^   4        12y4     19%    3.25 


Order  "F.  &  W."  FittJngrs  by  Plate  Number,  and  Sixes  as  Indicated  by 
Heavy  Black  Figures. 


WEIL    BROS.,  CHICAGO 
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WEIL'S  *'F.  8c  W."  SOIL  PIPE  FITTINGS 


REVENT  "H' 


R EVENT  "H* 
HUB 


^JVENTs"H" 

""""  Tapped  ^C  , 


REVENT  'M' 


L 


A  -  2  9  1  6 


A  -  2  9  1  7 


A  -  2  9  2  O 


A-2  9  1  5    REVENT  "H  " 

Size            Dimensions  List 
A    B               D        E  Each 
A-2915    2x1 1^  3%     13%  ?1.50 


A-2916   REVENT  *'H"  HUB 

Size  Dimensions  List 

AC         B         E     D    H  Eacli 
A-2916    2x2  1V2...2%  3%   11...  $2.00 


A-2917   REVENT  '*H"  TAPPED 

Size  Dimensions  List 

AC  B        D     E    H  Each 

A-2917    2x134  ll^..3%  2%  11.. $2. 00 

A-2917    2x2   1  Mi..  3  34  2%  H.-  2.00 

A-2920   REVENT  "1" 

Size  Dimensions  List 

A   B  D     E  Each 

A-2920  2x11^x16  long...3i^  16... $1.50 
A-2920    2x2    xl6  long... 4       16...  1.75 


REVENT  "J  ' 


A  -  2  9  2  5 

(See  Plate  A-3234) 


REVENT  "K' 

B-Tapped  Inlet 


REVENT  ''L' 

B-Tapped  Inlet 


A  -  2  9  3  5 


REVENT  "M' 


A  -  2  9  4  O 

(See  Plates  A-3228,  3229,  3231) 


A-2925    REVENT  ''J" 

Size  List 
A   B  Each 

A-2925    2x11/^x16  in.  long  $1.50 

A-2925    2x11^x22  in.  long   1.75 


A-2935  REVENT  "L" 

Size  List 
A     B  Each 

A-2935    li/^xlH   $0.75 

A-2935    2    x2    1.00 


A- 2 930   REVENT  "K" 

Size            Dimensions  List 
A    B           D      E       F  Each 
A-2930    2x1  M:  3%    3%    15%  $2.50 


A-2940  REVENT 


'M' 


List 

Size  Each 
A-2940    2x2x30  in.  long  $2.25 


Order  ^'F.  &  W.''  Flttliig.<3  by  Plate  Number,  and  Sixes  as  indicated  by 
Heavy  Black  Figures. 
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WEIL    BROS.,  CHICAGO 


WEIUS  *'F.  &  W."  SOIL  PIPE  FITTINGS 


R  EVENT  *'N' 


REVENT  **N-T' 


A  -  2  9  4  5 

(See  Plates  A-3220  to  A-3248) 


A  -  2  9  4  5  ^2 


Size 


A-2  9  45    REVENT  "N' 

DIMENSIONS 


A     B  D 

A-2945  2  x2   7 

A-2945  3x  2   7% 

A-2945  4x  2   8% 

A-2945  4  x3   8% 

A-2945  5  x2   9 

A-2945  5x3   9% 


E 
2 

2% 
2 

21/2 

2% 
2% 


F 

7% 

7 

6% 
6% 


List 
Each 
.$1.50 
.  1.75 
.  2.00 
.  2.25 
.  2.25 
.  .2.50 


A-2  9  4  51,;   REVENT  "N-T" 

Size  DIMENSIONS 
A     B         D  D     E  F 

A-29451^     4x2  2  Hub.   8%     2  7 

A-2945y2    4x2  2  Tapped   8%     2    7  ... 


List 
Each 
.$3.20 
.  3.50 


CROSS  INTERSECTION 

Inlet  to  Vent,  Bath  and  Basin 


CROSS  INTERSECTION 


A  -  2  9  4  7 

(See  Plates  A-3228  to  3231) 


A  -  2  9  4  8 

(See  Plate  A-3227) 


A-2947  CROSS  INTERSECTION 


Size 
A  B 
A-2947  4x3- 
A-2947    5  x3- 


List 
Each 
.$6.00 
.  6.75 


A-2948  CROSS  INTERSECTION 


Size 
A  B 
A-2948  4x3- 
A-2948  5x3- 


C 

-  2 

-  2 


List 
Each 
.$5.75 
.  6.50 


Order  «P.  &  W."  Fittings  by  Plate  Number,  and  Sizes  as  indicated  by 
Heavy  Black  Fissures. 


WEIL    BROS,,  CHICACIO 


WEIL'S  *'F.  &  W."  SOIL  PIPE  FITTINGS 

REVENT   "U"  INCREASER 


m 

A 


TEE,  ALL  HUBS     T  E  E,  S  i  D  E  I  N  LET 

B-Tapped 


A-I,k.i 


A- 2  9  6  5 


A  -  2  9  7  O 


RETURN   BEND         RETURN  BEND 
SIDE   INLET  TOP  INLET 


A -  2950  A-2955 

(See  Plates  A-3227.  3231,  3248) 


A  -  2  9  7  5 


A  -  2  9  8  O 


A-2  9  50 

Size 
A  B 
A-2950    1^x1 1^. 
A-2950    2    x2  . 

A-2955 

Size 
ABC 

A-2955  2x4x2... 

A-2955  4x5x2... 


REVENT  "U" 

Dimensions 
E      D  F 
.lA  181/2, 
.1%    1%  26%. 

INCREASER 

Dimensions 
D       E  F 
.7       16%  8%.. 
.SVs    171/2    8  .. 


List 
Each 
.  .$2.00 
.  .  3.00 


List 
Each 
.  .$2.25 
.  .  2.75 


A-2975   RETURN  BEND 

SIDE  INLET 

A-2975    Size  IVz   Each  $0.75 

A-2975    Size  2   Each  1.00 


RETURN  BEND 

SIDE   AND  TOP 
INLET 


QUARTER 
BEND 

HUB  AND 
THREADED 


A-2965  TEES,  ALL  HUB 

A-2965    Size  2x2  Each  $1.25 

A-2965    Size  3x2  Each  1.50 

A- 2970  TEE,  SIDE  IN  LET  TAPPED 

A-2970  Size  2x11/3  Each  $1.25 

A-2970  Size  2x2   Each  1.25 

A-2970  Size  3x1 1/2  Each  1.50 

A-2970  Size  3x2   Each  1.50 

A-2980  RETURN  BEND 
TOP  INLET 

A-29S0    Size  IVs  Each  $0.75 

A-2980    Size  2    ..   Each  1.00 

QUARTER  HUB 
BEND 

HUBAND 
THREADED     MALE  THREADED 
A  N  D   FEM A  LE 

A 

■111 


A  -  2  9  8  5 


A  -  2  9  9  O 


A-2985  RETURN  BEND 


A-2985 
A-2985 


Size 
Size 


11^  Each 

2  Bach 


$1.00 
1.25 


A-2990  QUARTER 

-2990    Size  2x2  

Order  **F. 


BEND 

.Each  $1.25 


A-2992 


A-2995 


A 

A-2992 
A-2992 


A-2  9  95 
A- 299 5 


-2992  QUARTER  BEND 

Size  1^-^x1 1^  Each  $1.00 

Size  2    x2   Each  1.25 

A-2995  HUB 

Size  2x11^5  Each  $1.00 

Size  2x2   Each  1.25 


&  W."  Flttlue^s  by  Plate  Number,  and  Sizes  as  indicated  by 
Heavy  Black  Figures, 
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WEIL    BROS-,  CHICAGO 


WEIL'S  "F.  &  W/'  SOIL  PIPE  FITTINGS 


SINGLE  BATH 
VENT 


DOUBLE  BATH 
VENT 


SINK  WASTE 
AND  VENT 


BASIN  WASTE 
AND  VENT 


6^- 


"3 


"It 


A-3030 

(See  Plates  3229, 
3237,  3248) 


A  -  3  O  3  5 


A  -  3  O  4  O 


A  -  3  O  4  5 


A-3030    SINGLE    BATH  VENT 

Size 
A  B 

3x2    Top  and  Bottom  Spigot  Ends  


List 
Each 


A-3035   DOUBLE  BATH  VENT 

Size 
AB  C 

Spigot  Tapped 

2     X     1%    Top  and  Bottom  Spigot  Ends  


List 
Each 
.$3.0C 


A-3040    SINK    WASTE    AND  VENT 

Size 
AB  C 

Spigot  Tapped 

2x2      Top  and  Bottom  Spigot  Ends  


List 
Eacl: 
.$3.0( 


A- 3045    BASIN    WASTE   AND  VENT 

Size 
AB  C 

Spigot  Tapped 

3x1^    Top  and  Bottom  Spigot  Ends  


List 
Each 
.$3.0( 


Order  "F.  &  W."  Flttiiigs  by  Plate  Number,  and  Sl^es  a:*  indicated  by 
Heavy  Black  Figures. 


WEIL    BROS.,  CHICAGO 
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WEIL'S  '*F.  &  W.''  SOIL  PIPE  FITTINGS 

RANGE   CLOSET  VENT 

  21' 


Size 
A 


A  -  3  O  4  6 

(See  Plate  A-3248) 


A-3046  2 
A-3046  3 
A-3046  3 


Spigot    Hub  Spig-ot 


List 
Each 
.$2.50 
.  3.00 
.  3.25 


COMBINATION  BATH  AND  BASIN  VENT 
A-305O   BATH   AND  BASIN  VENT 


Size 

A  BC 

Spig-ot  Hub 
A-3050  2x2. 


A  -  3  O  5  O 

(See  Plates  A-3230,  3232) 


COMBINATION    BATH    AND    BASIN  VENT 
A-3051  BATH  AND  BASIN  VENT 


List 
Each 
.$3.00 


Size 
Spigot 


A-3051 


A-3051  2 


Spigot 
2    .  . 


COMBINATION    BATH    AND   BASIN  WASTE 

Made  Riglit  or  I^eft.    Cut  shows  R.  H.  Side  Inlet. 
A-3054  BATH    AND    BASIN   OR    SINK  WASTE 

B  S 
>4-'^   ^S'"- 


List 
Each 
.$3.00 


A- 


A-3054 

g.^g  (See  Plate  A-3232) 

ABC  T  . 

Spigot    Hub    Tapped  ^ 
A-3054    2     X     2     X     11^  Each 
Order  "P.  &  W."  Fmi,;i«*  by' Plate 

Heavy  Black  Figrures.  ^ 
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WEIL    BROS.,  CHICAGO 


WEIL'S  *'F.  8l  W."  soil  PIPE  FITTINGS 

COMBINATION   BATH   AND  BASIN  WASTE 


Size 
A 


A- 

H 

^  24-"  - 

 — ^ 

A  -  3 

0  5  5 

(See  Plates 

A-3230,  3232) 

A-3055   BATH  A 

ND  BASIN  WASTE 

D 

B 

Hub 

Tapped 

2 

X 

COMBINATION   BATH   AND  BASIN  VENT 


Size 

Spigot  Tapped 
A-3056    2x2    X    1^  .. 


A  -  3  O  5  6 

A-3056  BATH   AND  BASIN  VENT 


Size 
Spig-ot  Hub 
A-3056H    2x2   x   2  .. 


A  -  3  O  5  6  H 

A-3056   H   BATH   AND  BASIN  VENT 


A  -  3  O  7  O 

(See  Plates  A-3233,  3236.  3239) 

A-3070   BATH   AND  BASIN  VENT 


Size 
Spigot  Hub 
A-3070    2    x  1% 


List 
Each 
$3.25 


COMBINATION   BATH    AND  BASIN  VENT 


List 
Each 
.$3.25 


COMBINATION   BATH   AND   BASIN  VENT 


List 
Each 
.$3.25 


List 
Each 
.$2.25 


WEIL    BROS.,  CHICAGO 
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WEIL'S  '*F.  8l  W."  soil  PIPE  FITTINGS 

COMBINATION    BATH    AND    BASIN  VENT 


Size 
Spigot  Spigot 
A-3071    2      X  11/2 


A  -  3  O  7  1 

(See  Plate  A-3257) 
A-3071    BATH    AND    BASIN  VENT 


COMBINATION    BATH    AND    BASIN  VENT 


Size 
Tapped 
A-3073    2x  11^  X  11/2 


A  -  3  O  7  3 

(See  Plate  A-3257) 
A-3073    BATH    AND    BASIN  VENT 


List 
Each 
.$2.25 


List 
Each 
.$2.50 


COMBINATION    BATH    AND   BASIN  VENT 


 C 


8""  'je3K^ 

B  B 


A-3074. 


A-3074 
BATH    AND   BASIN  VENT 
SIZE 
ABC 

Spigot    Hub  Tapped 
  2     X     1%     X  2   


COMBINATION    BATH    AND    BASIN  WASTE 


B 

4- 


B 


-8"- 


A-3075. 


A-3075 

(See  Plates  A-3233  to  3236) 
BATH    AND    BASIN  WASTE 
SIZE 
ABC 
Spigot    Hub  Tapped 
  2    X    1%    X  1%   


List 
Each 
.$2.50 


List 
Each 
.$2.50 
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WEIL    BROS.,  CHICAGO 


WEIL'S  *'F.  8l  W."  soil  PIPE  FITTINGS 


COMBINATION    BATH  AND 
BASIN  VENT 


B 


COMBINATION    BATH  AND 
BASIN  WASTE 

B 

-^1 


(See  Plate  A-3238)  SIZE 
A  B 
Spigot  Hub 

A-30751^  2       X  IVa 

A-3075B   2       X  IVs 


A  -  3.0  7  5  -  B 

(See  Plate  A-3238) 
C  List 
Tapped  Each 

11^   $2.00 

2    2.25 


A-3076. 


A-3077. 


COMBINATION    BATH    AND    BASIN  VENT 


A-3  076 

(See   Plate  A-3234) 

BATH    AND    BASIN  VENT 

S  I  Z  K  • 
ABC 
Spigot          Hub  Hub 
.  .  .  .  2       X       IVo       X  2   


COMBINATION    BATH    AND    BASIN  VENT 


A-3077 

(See  Plate  A-3257) 
SIZE 
V  B  C 

Spigot  Spigot  Hub 
.  .  .  2       X       IVa       X       2  .  . 


COMBINATION    BATH    AND    BASIN  WASTE 

Made  Right  or  I^eft.    Cut  .shows  R.  H.  Side  Inlet 


-\7X- 


-A 


A  -  3  O  7  8 

(See  Plates  A-3233,  3234,  3236,  3237) 


A-3078. 


A 

Spigot 
.  .  .  2 


SIZE 
B 
Hub 


c 

Tapped 


List 
Each 
.$2.50 


List 

Each 
.$2.50 


List 
Each 
.$2.75 


WEIL    BROS.,  CHICA(;0 
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WEIL'S  'T.  &  W."  SOIL  PIPE  FITTINGS 

COMBINATION    BATH    AND   BASIN  WASTE 

Made  Right  or  I,eft.    Cut  shows  R.  H.  Side  Inlet. 


A-3078H. 


THIS  CUT  SHOWS  R.H.SIDE  JNLET 

A-3  O  7  8  -  H 

(See  Plate  ^-3257) 

BATH    AND    BASIN  WASTE 

SIZE 

A  B  C  D 

Spigot  Hub  Tapped  Hub 
 2      X      1%     X     11^     X  tVs 


A-3079. 


COMBINATION    DOUBLE    BATH    AND    BASIN  WASTE 


B  B 

A-3079 
DOUBLE    BATH    AND    BASIN  WASTE 

SIZE 

B  C 
Hub  Tapped 
11/2      X  iVs   


A 

Spigot 


COMBINATION    DOUBLE  BATH   AND  BASIN  WASTE 


List 
Eacli 
.$2.75 


List 
Each 
.$3.00 


A-30SO. 


A 

Spigot 


A-3080 

(See  Plate  A-3230) 
SIZE 

D  E 
Hub  Tapped 
2        X  11^   


DIMENSIONS 
P  G 
(24  H\ 
.  .  .  1  30        S  )  .  . 


List 
Each 
.$3.25 


COMBINATION    DOUBLE   BATH  WASTE 


A-308ui^  . 


A  30  8  0^^ 

(See  Plate  3229) 
SIZE 
ABC 
Spigot  Hub  Tapped 

.  .  ■  3       X       2       X       IMs   ■  • 


List 
Each 
.$2.50 
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WEIL    BROS.,  CHICAGO 


WEIL'S  ''F.  &.  W."  SOIL  PIPE  FITTINGS 


COMBINATION    DOUBLE    BATH    AND    BASIN  WASTE 


A-3080H. 


A-3080-H 

DOUBLE  BATH   AND   BASIN  WASTE 

SIZE 

Spl&ot       Hub      Tapped  Hub 
A               B               C  D 
  2      X      3     X     1%     X     11/2   . , 


COMBINATION    BATH    AND   BASIN  WASTE 

Made  Right  or  I^eft.    Cut  shows  R.  H.  Side  Inlet. 


A-308  2 


-B 
C 


A-3082. 


A 

Splg-ot 
.  .  .  2 


BATH    AND    BASIN  WASTE 

SIZE  DIMENSIONS 
D               BE  F  G 

Hub        Tapped  |  24        8  ( 

X       2       X       IV2   (30        8  )  .  . 


COMBINATION    BATH  WASTE 

Made  Right  or  I,eft.    Cut  shows  R.  H.  Side  Inlet. 


A-3082A. 


L. 

-8^^ — T 

A-3 

0823^ 

CO  M  Bl  N  ATIO 

N    BATH  WASTE 

S 

I  Z  E 

A 

B  C 

Spigot 

Hub  Tapped 

  2  X 

2       X  IVs   

BATH  VENT 

,   SPIGOT  END 

A-3095        A  3096 

(See  Plates  A-3230  to  3239) 


^DIMENSIONS- 
Size  A-3095  A-3096 

A-3095    A-3096    1^   31%  331/4 

A-3095    A-3096    2   31%  33^ 


WEIL    BROS.,  CHICAGO 
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WEIL'S  '*F.  &  W."  SOIL  PIPE  FITTINGS 


BATH  VENT 

HUB  AND  SPIGOT 


cu 


\/ 


A-309  7 

(See  Plate  A-3257) 


BASIN   WASTE  AND 
VENT 


HUB  AND  SPIGOT 


A-3105  TO  A-3108 

(See  Plates  A3233  to  3239) 


BASIN   WASTE  AND 
VENT 

HUB  AND  SPIGOT 


A  -  3  1  O  9 

(See   Plate  A3257) 


A-3097   BATH  VENT 


A-3097 
A-3097 


iy2  Hub  and  Spigot  Ends,  28  in.  long. 
2      Hub  and  Spigot  Ends,  2914  in.  long. 


.Each  $1.25 
.Each  1.50 


A-3105  TO   A-3108  BASIN   WASTE    AND  VENT 

Spigot  Ends,  Tapped  Inlet 


-DIMENSIONS- 


Slze  A  B 

A-3105  l%xl3^   18%  13% 

A-3105  2    xlVz    18%  13% 

A-3106  11^x1^   20  13% 

A-3106  2    xlVz...,   20  13% 

A-3107  1^x1 1/2   16%  16% 

A-3107  2    xlVs   16%  16% 

A-3108  1^x1^   24 


3-^  .Each  $2.25 

3t«5     Each  2.50 

3:^      Each  2.25 

3^   .Each  2.50 

3^  Each  2.25 

3tV  .••  Each  2.50 

3^   Each  2.25 


A-3109 


A -3109  BASIN  WASTE  AND  VENT 

1^  Hub  and  Spigot  Ends,  1%  Tapped  Inlet  


Each 


$2.25 
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WEIL    BROS.,  CHICAGO 


WEIL'S  'T.  &  W."  SOIL  PIPE  FITTINGS 


DOUBLE  BASIN 
WASTE  AND 
VENT 


CG 


-C  — ^ 

A-3115  A-3116 

(See  Plate  3230) 


DOUBLE  BASIN 
WASTE  AND 
VENT 


A-3117 


SINK  WASTE 
AND  VENT 


DOUBLE  SINK 
WASTE  AND 
VENT 


A-3125 

(See  Plates  3232 
to  3235) 


A-3130 

(See  Plates  3228 
to  3231) 


A-3115 
A-3115 
A-3116 


A-31  1  5  —  A-31  1  6   DOUBLE  BASIN   WASTE    AND  VENT 

Spigot  Ends,  Tapped  Side  Inlets 
^DIMENSIONS— V 


Size 

2  xl%. 
2  xlVa. 


A 

B 

C 

20 

13% 

evs  ........... 

 Each 

12.50 

20 

13% 

6%   

 Each 

2.75 

18 

15% 

6%   

 Each 

2.75 

A-3117 


A-3117   DOUBLE  BASIN   WASTE  AND  VENT 

Hub  and  Spigot  Ends,  Tapped  Side  Inlets 
Size  2x11^x11/2  


.Each  $2.50 


A-3125  SINK  WASTE  AND  VENT 

Spigot  Ends,  Tapped  Side  Inlets 
^DIMENSIONS— ^ 
Size  ABC 
3125    2x2   251^      gi^     3^^   ...Each  $2.50 


A-3130  DOUBLE  SINK  WASTE  AND  VENT 

Spigot  Ends,  Tapped  Side  Inlets 
^DIMENSIONS— ^ 
Size  ABC 
A-3130    2x2   25%      S%      6%    Each  $3.00 


WEIL    BROS.,  CHICAv.,0 
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WEIL'S        8l  W.'*  soil  pipe  FITTINGS 

WASTE  SWEEP  WITH  CLEANOUT 

Made  Right  or  I^eft.     Cut  shows  R.  H.  Side  Inlet. 


A-3T  31 

(See  Plates  A-3228  to  3231.) 
SIZE 
ABC 
Spigot  Hub  Tapped 

A-3131   2        X        2        X  1   

LONG 
QUARTER  BEND 

WASTE  O  R  VENT 

FOR  BASIN  OR  S!NK 


List 
Each 
.$2.75 


LONG  OFFSET 


CO 


A-31 55 


A-3155. 
A-3155  . 
A-3155. 
A-3155. 


A-3160. 
A-3160. 


A-3160 

A-3155   WASTE  ORiVENT 

Spigot  and  Tapped  Ends 
S  I  Z  E  A 

  U  X  1 1/2  X  24  

2  X  lYz  x34 
  2x2      X  34   

A-3160    LOMG     QUARTER  BED 

Hub  and  Tapped  Ends 
SIZE 
A  B 
Hub  Tapped 
.   2     x  11/2   


.Each  $1.75 
.Each  1.75 
.Each  2.25 
.Each  2.25 


.Each  $2.50 
.Each  2.50 


A-3165. 
A-3165. 


A-3165   LONG  OFFSET 

SIZE  A 

  2  X  13   

  2  X  19   


.Each  $2.00 
.Each  2.50 
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WEIL    BROS.,  CHICAGO 


SOIL  PIPE  STACKS 

ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.  5L   W."  FITTINGS 


A-3220         A-3221  A-3222 

A-3  2  2  0  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  single  line  of  sinks. 

A-322  1  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  line  of  single  basins. 

A-3222  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  double  line  of  sinks  for  two  apartments. 
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SOIL  PIPE  STACKS 


ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.  5L  W."  FITTINGS 


A-3224  A-3225 


A  -  3  2  2  4  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  line  of  Baths  and  Basins  or  Baths  and  Sinks.  A-2773  and  2774 
can  be  used  where  lines  break  or  offset. 

A-322  5  illustrates  Soil  Pipe  Stack  with  "F.  &  W.*'  Fittings  arranged  in  Combina- 
tion for  line  of  single  Closets.  A-2778,  2794  and  2798  can  be  used 
where  lines  break  or  offset. 
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WEIL    BROS.,  CHICAGO 


SOIL  PIPE  STACKS 

ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.   &  W."  FITTINGS 


A-3226  A-3227 


A-32  2  6  illustrates  Soil  Pipe  Stack  with  *'F.  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Closets  and  Baths  or  other  Fixtures. 

A-  322  7  illustrates  Soil  Pipe  Stack  with  '*F.  &  W."  Fittings  arranged  in  Combina- 
tion for  double  line  of  Closets. 


WEIL    BROS.,  CHICA(;0 
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SOIL  PIPE  STACKS 

ILLUSTRATING    VARIOUS    COMBINATIONS   OF   "F.  51  W."  FITTINGS 


A-3228  A-3229 


A  -  3  2  2  8  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  double  lines  of  Closets  and  Sinks. 

A  -  3  2  2  9  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  double  lines  of  Closets  and  Bath  Tubs. 
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WEIL    BROS.,  CHICAGO 


SOIL  PIPE  STACKS 


ILLUSTRATIHG    VARIOUS    COMBINATIONS    OF  "F.  5L  W.'  FITTINGS 


A-3230  A-3232 


A  -  3  2  3  0  illustrates  Soil  Pipe  Stack  with  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Baths,  Basins  and  Closets,  also  Intersecting  Fitting  A-2947 
and  Vent  to  Basement  Fixtures. 

A-32  32  illustrates  Soil  Pipe  Stack  with  "F,  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Baths,  Sinks  and  Closets,  A-2779,  2795  or  2799  can  be 
used  where  lines  break  or  offset, 
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SOIL   PIPE  STACKS 

ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.  &  W."  FITTINGS 


A-3  2  3  3 


A-3  2  34 


A-32  3  3  illustrates  Soil  Pipe  Stack  with  "R  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Baths,  Basins  and  Closets. 


A-32  34  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Baths,  Basins  and  Closets. 
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WEIL    BROS.,  CHICAGO 


SOIL  PIPE  STACKS 


A  -  3  2  3  5  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Baths,  Basins,  Sinks  and  Closets. 


A  -  3  2  3  8  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
'  tion  for  lines  of  Baths,  Basins,  Sinks  and  Closets.    A-2789  and  2792  can 

be  used  where  lines  break  or  offset. 
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SOIL  PIPE  STACKS 


ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.  &  W."  FITTINGS 


A  iQtS  i.H 


A-324  2 


A-3243 


3  2  4  2  illustrates  Soil  Pipe  Stack  with  revent  line  arranged  in  Combination  for 
lines  of  Closets  and  Sinks.  A-2791  or  2788  can  be  used  where  lines  break 
or  offset.  .  • 


3  2  43  illustrates  Soil  Pipe  Stack  with  revent  line  arranged  in  Combination  for 
lines  of  Closets  and  Sinks.  A-2791  or  2788  can  be  used  where  lines  break 
can  be  used  where  lines  break  or  offset. 
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WEIL    BROS.,  CHICAGO 


SOIL  PIPE  STACKS 

ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.  51  W.''  FITTINGS 


A-3245  A-3248 


A  -  3  2  4  5  illustrates  Soil  Pipe  Stack  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  lines  of  Closets  and  Sinks  or  other  Fixtures. 

A-3248  illustrates  Soil  Pipe  Range  with  "F.  &  W."  Fittings  arranged  in  Combina- 
tion for  battery  of  double  Closet. 
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SOIL  PIPE  STACKS 

ILLUSTRATING  VARIOUS  COMBINATIONS  OF  "F.  &  W."  FITTINGS 


A-3257 


-32  5  7  illustrates  Soil  Pipe  Stack  with  "F.  &  W/'  Fittings  arranged  in  Combina- 
tion for  Three-story  Building,  for  lines  of  Closets,  Basins  and  Bath  Tubs, 
with  Cast  Iron  Closet  Bend  and  Drum  Trap. 
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WEIL    BROS.,  CHICAGO 


WEIUS  CAST  IRON  DRUM  TRAPS 

WITH    NICKEL    PLATED    BRASS    TRAP  SCREWS 


TWO  OPENINGS  TWO  OPENINGS  THREE  OPENINGS 


A-3300  A-3301  A-3302 

A-  3  3  0  0  Painted,  2-1  Vo  inch  Tapped  Openings  Each  $2.75 

A-  3  3  0  1  Painted,  2-1 1/2  inch  Tapped  Openings   Each  2.75 

A-  3  3  0  2  Painted,  3-1 1/2  inch  Tapped  Openings  Each  3.50 

For  Enameled  Inside  add  $1.25. 
Above  Traps  are  regularly  fnrnished  with  V/2  inch  openings  bnt  can  be  furnished  with 

2  inch  openings  if  required. 

FOUR  OPENINGS  BOTTOM  INLET  ADJUSTABLE  SCREW 


A-3303  A-3304  A -  3305 


A-  3  3  0  3  Painted,  4.-1^2  inch  Tapped  Openings  Each  $4.00 

A-3  3  0  4  Painted,  2-1      inch  Tapped  Openings  Each  2.50 

A  -  3  3  0  5  Painted,  IV2  inch  Tapped  Openings  and  Trap  Screw  with  IVj  inch 

Adjustment  Each  6.00 


Note : — A-3305  can  be  furnished  with  outlet  opposite  inlet  or  at  Right  or  Left  45  or  90 

degree  angle. 
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WEIUS  CAST  IRON  DRUM  TRAPS 

PARTITION  PATTERN 

WITH    NICKEL    PLATED    BRASS    WIDE    FLANGE    TRAP  SCREWS 
TWO  HUB  OPENINGS  THREE  HUB  OPENINGS 


A-3306 


A-3307 


A-  3  3  0  6  Painted,  2-2  inch  Hub  Openings  Each  $2.50 

A-33  07  Painted,  3-2  inch  Hub  Openings...   Each  2.75 

Add  for  Enameled  Inside  $1.25. 


TWO  TAPPED  OPENINGS 


THREE  TAPPED  OPENINGS 


A3308  ^  A-3309 

A-  3  3  0  8  Painted,  2-2  inch  Tapped  Openings  Each  $2.75 

A  -  3  8  0  9  Painted,  3-2  inch  Tapped  Openings  Each  3.50 

Add  for  Enameled  Inside  $1.25. 
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WEIL    BROS.,  CHICAGO 


WEIL'S  LEAD  TRAPS 

PLAIN  TRAPS 


RUNNING 


RUNNING 

"Y" 


A-3350  A-3351 


A-3352 


A-3353 


A-3354 


A-3355 


Weight 


Size 

inches 

1^2 

2 

3 

A-3350  Full  S 

...Each 

fO.58 

.90 

1.38 

2.69 

A-3351  34  S  

.55 

.81 

1.30 

2.62 

A-3352  ^  S  

. . .  Each 

.51 

.75 

1.20 

2.24 

A-3353  Running 

. . .  Each 

.48 

.72 

1.13 

2.09 

A-3354  Running  Y 

.52 

.76 

1.34 

2.46 

A-3355  Bag  

.68 

1.08 

1.73 

3.35 

SIZES   AND  PRICES 
STANDARD 

4  11/4 

3.25  .87 

3.07  .81 

2.49  .77 

2.53  .70 

3.15  .74 

4.77  1.06 


EXTRA  HEAVY 


1^ 
1.25 
1.15 
1.09 
1.03 
1.09 
1.54 


2 

1.85 
1.73 
1.57 
1.46 
1.61 
2.33 


3 

3.09 
2.97 
2.58 
2.35 

2.88 
3.96 


4 

4.30 
3.95 
3.25 
3.28 
4.05 
6.30 


VENTED  TRAPS 


FULL  THREE  HALF 

"S"         QUARTER  '^S" 
"S" 


RUNNING 


RUNNING 
"Y" 


A-3356    A-3357      A-3358  A-3359 


A-3360 


BAG 


A-3361 


SIZES   AND  PRICES 

Weight      -        -        -               STANDARD  EXTRA  HEAVY 

Size       -        -    inches     1^     1^4      2*       3        4  I14     lu,      2*  3  4 

A-3356  Full  S  Each  $1.38  1.85  2.33  3.94  4.50  1.67  2.20  2.80  4  34  5  55 

A-8357  3/4  S  Each    1.35  1.76  2.25  3.87  4.32  1.61  2.10  2.68  4  22  5  20 

A-3358  14  S  Each    1.31  1.70  2.15  3.49  3.74  1.57  2.04  2.52  3  83  450 

A-3359  Running  Each    1.28  1.67  2.08  3.34  3.78  1.50  1.98  2.41  3.60  4  53 

A-3360  Running  Y  Each    1.32  1.71  2.29  3.71  4.40  1.54  2.04  2.56  4  13  5  30 

A-3361  Bag   ..Each    1.48  2.03  2.68  4.60  6.02  1.86  2.49  3.28  5.21  7.55 

Prices  include  brass  drain  screws  on  all  sizes  except  4-inch. 
Eight  bend  vent  connections  will  be  furnished,  if  not  otherwise  specified. 
*  2-inch  vented  traps  are  furnished  with  l>^-inch  vents;  if  2-inch  vents  are  required 
add  80  cents  each.    Larger  sizes  have  2-inch  vents. 
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WEIL'S  LEAD  TRAPS 


EXTRA  LONG  PLAIN  TRAPS 


FULL  "S" 


LONG  LONG  THREE  QUARTFr  "c" 

OUTLET       INLET        LONG  olM^^'^'l^^,  f^LET  LONG  OUT^L^T^^     foNG  .NL 


A-3362     A3363      A-3364  A-3365 


A-3366  A-3367 


Weig-ht 

Size  "  inches 
A-3362  A-3363  Full  "S/'Long  Outlet  or  Inlet.  Each 
A-3364  A-3365  34  "S,"  Long  Outlet  or  Inlet.. Each 
A-3366  A-3367  y,  "S,"  Long  Outlet  or  Inlet.. Each 


SIZES   AND  PRICES 

STANDARD  EXTRA  HEAVY 
1^/4      1^       2       11^     11/2  2 

0.93  1.36  2.00  1.44  1.95  2.69 
.85  1.19  1.76  1.28  1.72  2.33 
.76  1.02  1.55  1.14  1.50  2.02 


FULL  "S" 
LONG  LONG 
OUTLET  INLET 


EXTRA  LONG  VENTED  TRAPS 


THREE  QUARTER  "S"  HALF  "S" 

LONG  OUTLET        LONG  INLET        LONG  OUTLET        LONG  INLET 


A-3368    A-3369     A-3370  A-3371 


A-3372 


A-3373 


Weig-ht 
Size 


SIZES   AND  PRICES 

-   .     -  STANDARD    EXTRA  HEAVY 

inches      114     1%       2       IV4.     IV2  2 
A-3368  A~3369  Full  "S,"  Long  Outlet  or  Inlet. Each  $1.73  2.31  2.95  2.24  2.90  3.64 
A-3370  A-3371  ^  "S,"  Long  Outlet  or  Inlet.. Each    1.65  2.14  2.71  2.08  2.67  3.28 
A-3372  A-3373      *'S,"  Long  Outlet  or  Inlet.. Each    1.56  1.97  2.50  1.94  2^45  2.97 
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WEIL'S  LEAD  DRUM  TRAPS 

STANDARD  WEIGHT 
WITH   PLAIN  TRAP  SCREWS 


REGULAR 
FLANGE 

iyz  inch  Diam. 


MEDIUM  WIDE 
FLANGE 

4^  inch  Diam. 


MEDIUM  WIDE 
FLANGE 

i%  inch  Diam. 
Beveled  Edge 


A  3374 


A-3375 


A-3376 


SIZES   AND  PRICES 
A     o  o  ^  i  Trsip  -        -        inches     4x8  4x9 

A-3  374  Brass -Screw  Each  $1.90  2.02 

A-3  3  7  5  Brass  Screw  Each    2.00  2.12 

A-3  37  6  Brass  Screw  Each    2.05  2.17 

A-3  37  7  Brass  Screw  Each    2.00  2.12 


MEDIUM  WIDE 
COUNTERSUNK  FLANGE 

i%  inch  Diam. 


4x10 
2.10 

2.20 
2.25 
2.20 


A-3377 


4x12  5x10 

2.25  3.00 

2.35  3.10 

2.40  3.15 

2.35  .... 


For  Nickel  Plated  Screws,  on  any  of  above  Traps,  add  Each 

A-3375  With  6%  inch  Nickel  Plated  Wide  Flange  Trap  Screw  add  Each 

A-3B76  With        inch  Nickel  Plated  Wide  Flange  Trap  Screw  add  Each 


REGULAR 
FLANGE 

iVs,  inch  Diam. 
Straight  Vent 


WITH  VENTED 

REGULAR 
FLANGE 
iYs  inch  Diam. 
%  Bend  Vent 


Flange  Trap 

TRAP  SCREWS 
MEDIUM  WIDE 
FLANGE 

i]4  inch  Diam. 
Straight  Vent 


6x10 

3.55 
3.65 
3.70 

$0.20 
.55 
.55 


MEDIUM  WIDE 
FLANGE 

%  inch  Diam. 
Beveled  Edge,  Straight  Vent 


A-3378             A-3379                A-3380  A  3381 

SIZES   AND  PRICES 

Size  of  Trap          -        -        inches     4x8       4x9  4x10  4x12  5x10  6x10 

A-33  7  8  Brass  Screw  Each  $2.60    2.72  2.80  2.95  3  70  4  25 

A-337  9  Brass  Screw  Each    3.00    3.12  3.20  3.35  4.10  4  65 

A-33  80  Brass  Screw  Each    2.80    2.92  3.00  3.15  3.90  445 

A-338  1  Brass  Screw  Each    2.90    3.02  8.10  3.25  4.00  4  55 


For  Nickel  Plated  Screws,  on  any  of  above  Traps,  add  Each  $0.30 

A-3380  With  6V2  inch  Nickel  Plated  Wide  Flange  Trap  Screw  add  Each  .60 

A-3381  With  6     inch  Nickel  Plated  Wide  Flange  Trap  Screw  add  Each  1.00 

For  }i  or  %  Bend  Vents  on  A-3380  or  A-3381  add  Each  .40 
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WEIL'S  LEAD  DRUM  TRAPS 

EXTRA   HEAVY  WEIGHT 
WITH  PLAIN  TRAP  SCREWS 


REGULAR 
FLANG  E 

iyk  incli  Diam. 


MEDIUM  WIDE 
FLA  NG  E 

4%  inch  Diani. 


MEDIUM  WIDE 
FLANGE 

i%  inch  Diam. 
Beveled  Kdge 


COUNTERSUNK 
FLANGE 
i:%  inch  Diam. 


A-3382 


-A3383 


A-3384 


A-3385 


SIZES   AND  PRICES 


Size  of  Trap  -        -  inches 

A-3  3  8  2  Brass  Screw   .Each 

A  -  3  3  8  3  Brass  Screw.  Each 

A-3  3  84  Brass  Screw  Each 

A-  3  3  8  5  Brass  Screw  Each 

For  Nickel  Plated  Screws  on  any  of  above  Traps  add  Each  $0  20 

Ai^Qr  ^^r'^l'  ri4  ^i'^^^*  ^^^^^^  ^'"^^  ^^^'^"ge  'Trap  Screw  add  Each  .80 

A-33S5  With  5y^  mch  Nickel  Plated  Wide  Flange  Trap  Screw  add  Each 


4x8 

$2.40 
2.50 
2.55 
2.50 


4x9 

2.50 
2.60 
2,65 
2.60 


4x10 

2.63 
2.73 
2.78 
2.73 


4x12 

2.90 
3.00 

3.05 
3.00 


5x10 

3.40 
3.50 
3.55 
3.50 


6x10 
4.15 
4.25 
4.30 
4.25 


.60 
.55 


WITH   VENTED  TRAP  SCREWS 


REGULAR 
FLANGE 

4  J4  inch  Diam. 
Straight  Vent 


REGULAR 
FLANGE 
iyk  inch  Diani. 
^  Betid  Vent 


MEDIUM  WIDE 
FLANGE 

i}4  inch  Diam. 
Straight  Vent 


MEDIUM  WIDE 
FLANGE 

5  inch  Diam. 
Beveled  Edge  Straight  Vent 


A-3386  A-3387 

SIZES  AND 
Size  of  Trap  -        -  inches 

A-3  3  8  6  Brass  Screw  Each 

A-33  8  7  Brass  Screw  Each 

A  -  3  3  8  8  Brass  Screw   Each 

A-3  389  Brass  Screw  Each 

For  Nickel  Plated  Screws  on  any  of  above  Traps  add  Each 

^'ooon  ^''^^^^  P^-'^^^^l  ^^^^e  ^''^P  Screw  add  '  .  Each 

A-33b9  With  b     inch  Nickel  Plated  Wide  Flange  Trap  Screw  add  Each 

For  ^  or  ^  Bend  Vents  on  A-3388  or  A-3389  add   Each 


A  3389 

4x10     4x12  5x10 

3.33  3.60  4.10 

3.73  4.00  4.50 

3.53  3.80  4.30 

3.63  3.90  4.40 


6x10 
4.85 
5.25 
5.05 
5.15 
$0.30 

.60 
1.00 

.40 
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WEIUS  LEAD  BENDS 


STANDARD  WEIGHT 

SHORT  PATTERN  BEND  LONG  PATTERN  BEND 


A-3  390  (  A-3  391 

SHORT    PATTERN  BENDS 

SIZES   AND  PRICES 
Size     ------        inches    l^A  IVz  2  3  4 

Dimensions,  Center  to  Ends  -  -  inches  3i^x6  4x7  3%x7%  4i4x8iy4  5^x10 
A-3B90  Each  $0.25      $0.38      $0.57      $1.09  $1.50 

LONG    PATTERN  BENDS 

SIZESANDPRICES 
Size     ------        inches     1^4  2  3  4 

Dimensions,  Center  to  Ends  -        -   inches     6x6  7x7        7%x7%    8M:X8i4  10x10 

A-389  1  Each  $0.30      $0.50      $0.78      $1.89  $1.95 

EXTENDED  SHORT  PATTERN  BEND  EXTENDED  LONG  PATTERN  BEND 


A-3392  A-3393 

EXTENDED    SHORT    PATTERN  BENDS 

SIZES   AND  PRICES 


Size  ------ 

inches 

IV4. 

2 

3 

4 

Inlet,  Center  to  End      _        _  _ 

inches 

SV2 

4 

3% 

5^ 

A-33  92  12  mch  Long  Outlet 

Each  $0.40 

$0.56 

$0.79 

$1.89 

$1.70 

A  -  3  3  0  2  15  inch  Long  Outlet 

. . .  Each 

.47 

.67 

.94 

1.65 

2.00 

A-3  8  92  18  mch  Long  Outlet 

. . .  Each 

.55 

.77 

1.09 

1.90 

2.30 

A-33  92  20  inch  Long  Outlet 

 Each 

.60 

.84 

1.19 

2.07 

2.48 

EXTENDED 

LONG   PATTERN  BENDS 

■      •                                         S  I  Z  E  S  A  N  D 

PRICES 

Size  

inches 

2 

3 

4 

Inlet,  Center  to  End  - 

inches 

6 

7 

1% 

814 

10 

A-33  9  3  12  inch  Long  Outlet 

Each  $0.46 

$0.67 

$0.99 

$1.73 

$2.15 

A-33  9  3  15  inch  Long  Outlet 

,  .  .  Each 

.54 

.77 

1.14 

1.99 

2.44 

A-B  3  9  3  18  inch  Long  Outlet 

.  .  ,  Each 

.62 

.88 

1.29 

2.24 

2.73 

A  -  8  3  9  3  20  inch  Long  Outlet 

. . .  Each 

.67 

.95 

1.39 

2.42 

2.92 

For  each  inch  in  excess  of  Lengths 

listed  above  add  Each      ,03iA      .041/2      .061/4      .10%  ,12 
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WEIL'S  LEAD  BENDS 

EXTRA    HEAVY  WEIGHT 
SHORT  PATTERN   BEND  LONG  PATTERN  BEND 


A-3394 


Size     -        -        -        _  „ 

Dimensions,  Center  to  Ends  -  -  inches  31^x6 
^-3  3  94  ;^ach  $0.34 


A-3395 


SHORT  PATTERN  BENDS 

SIZES  AND  PRICES 
inches     I14  ii^ 
4x7 
$0.62 


3%l7%    41^x814  5^x10 
$1.21  $1.84 


LONG    PATTERN  BENDS 

SIZESANDPRICES 
^ize  inches 
Dimensions,  Center  to  Ends  -        -  inches 
-^-33  9  5  £ach 


6x6 


IV2 
7x7 


>.50  $0.79 


2 

7%x7% 
$1.05 


81^x81^ 
$1.60 


4 

10x10 

$2.40 


EXTENDED  SHORT  PATTERN   BEND  EXTENDED  LONG  PATTERN  BEND 


A-33  96 


A  3  3  9  7 


Size 
Inlet 

A 
A 
A 
A 


EXTENDED   SHORT   PATTERN  BENDS 

SIZES   AND  PRICES 
-        -  inches 
Center  to  End      -        -        _  inches 

3  3  9  6  12  inch  Long  Outlet  Each 

3  3  9  6  15  inch  Long  Outlet  Each 

^'^^'^18  inch  Long  Outlet  Each 

20  inch  Long  Outlet  Each 


3  3  9  6 
3  3  9  6 


2 

3^ 

4 

3% 

0.60 

$0.90 

$1.08 

.72 

1.07 

1.28 

.84 

1.24 

1.49 

.92 

1.35 

1.63 

3 

$1.57 

1.87 
2.16 
2.35 


4 

51/2 
$2.09 
2.45 
2.81 
3.04 


PATTERN  BENDS 


Size 

Inlet,  Center  to  End 
A-33  9  7  12 
A-3  3  9  7  15 


EXTENDED  LONG 

SIZES   AND  PRICES 
inches  ly^ 
-  inches 

inch  Long  Outlet  Each 

inch  Long  Outlet  Each 


A-3  3  9  7  18  inch  Long  Outlet. .'Each 
A-3397  20  inch  Long  Outlet  Each 

For  each  inch  in  excess  of  Lengths 

listed  above  add  Each 


6 

$0.70 
.82 
.94 
1.02 


.05 


1% 

2 

3 

7 

7% 

$1.07 

$1.35 

$1.96 

1.24 

1.56 

2.25 

1.41 

1.76 

2.54 

1.52 

1.90 

2.74 

.07 

.081/2 

.12 

4 

10 

$2.62 
2.98 
3.84 
3.58 


.15 
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WEIL'S   COMBINATION    FERRULES,  ETC. 


LEADANDIRON  LEADANDIRON  IRONTHIMBLEFOR 

FERRULES  FERRULE,  BLIND  END  LEAD  FERRULE 


A-3398                           A-33  9  9  A-3400 

COMBINATION  FERRULES 
STANDARD  WEIGHT 

Length  -  inches  4  41/2  5  6  8  10  12  14  16  18 
Size 

A-339  8  l%x2  in  Each    ...     .28    .36    .43    .51  .60  .67   

A-33  9  8  iy2x2  in  Each    ...     .28    .30    .43    .51  .60    .67    ,80  .90  1.00 

•A~3  3  9  8  2  in  Each    .28    ...     .41    .46    .57  .67    .76    .80  .86  .92 

A-33  9  8  3  hi  Each    .42    ...     .60    .67    .82  .98  1.10  1.15  1.22  1.30 

A-339  8  4  m  Each    .50    ...     .72    .85  1.02  1.25  1.40  1.60  1.73  1.85 

EXTRA    HEAVY  WEIGHT 

Length  -  inches  4  41/2  5  6  8  10  12  14  16  18 
Size 

A-33  9  8  l>4x2  in  Each    ...     .38    .44    .52    .61  .72    .80  1.15  1.30  1.45 

A-3  3  9  8  2  in  Each    .42    ...     .49    .51    .67  .81     .93  1.10  1.23  1.36 

A-3  3  9  8  3  in  Each    .55    ...     .75    .84  1.00  1.18  1.35  1.46  1.63  1.80 

A-  3  3  9  8  4  in  Each    .70    ...     .84    .94  1.23  1.45  1.67  2.00  2.21  2.45 

COMBINATION  FERRULES 

SPUN   BLIND  END    FOR  TESTING 


A-339  9  Size  4  inches,  Length  6  inches  Each  ?1.35 

IRON    THIMBLES    FOR    LEAD  FERRULES 

Size       ------        inches       2  3  4  6 

A-34  0  0  Each  $0.15    $0.20    $0.25  $0.75 

BEND   AND    FERRULE  LEAD   AND  BRASS  SOLDER  NIPPLE 


A-3  4  01  A-3403 
4  INCH  COMBINATION  BENDS  AND  FERRULES 

Length  of  Outlet  -  inches  12  13  14  15  16  17  18  20 
A-3  40  1  Standard,  5^^  in.  Inlet... Each  $2.20  2.30  2.40  2.50  2.60  2.70  2.80  3.00 
A-3  40  1  Standard,  10  in.  Inlet... Each  2.65  2.75  2.85  2.94  3.04  3.14  3.23  3.42 
A-3401  Ex.  Heavy,  5^  in.  Inlet.. Each  2.59  2.71  2.83  2.95  3.07  3.19  3.31  3.54 
A-340  1  Ex.  Heavy,  10  in.  Inlet.  .Each  3.12  3.24  3.36  3.48  3.60  3.72  3.84  4.08 
COMBINATION   LEAD  SOLDER    NIPPLES,  STRAIGHT 


Length       -        -       -    inches  4         5        6  8       10  12  14  16 

Size 

A-34  02  1%  in  Each  $0.39  .42  .44  .52    .58  .63  .73  .78 

A-3  40  2  iy2  in  Each  .48  .55  .60  .66    .74  .80  .93  1.00 

A-3402  2  in  Each  .72  .81  .86  .96  1.08  1.17  1.37  1.47 

A-3402  3  in  Each  1.26  1.43  1.50  1.67  1.86  2.00  2.27  2.41 

A-3  402  4  in  Each  1.63  1.84  1.95  2.13  2.36  2.53  2.93  3.10 

COMBINATION    BEND  AND  SOLDER  NIPPLE 

Size        -----  inches  IV4:       1%        2  3  4 


A-340  3  Add  to  Prices  of  Bend  wanted  Each  $0.39  $0.48  $0.72  $1.26  $1.63 
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LEAD  PIPE 


SIZES   AND  WEIGHTS 


CALIBER 

^  in.  Tubing   

Fish  Seine  .  . 
%  in.  Aqueduct   .  .  .  . 

Ex.  Lig-ht  

Light   

Medium   

Strong-   

Ex.    Strong.  .  . 

Ex.  Ex.  Str'g. 
^  in.  Aqueduct    .  .  .  . 

Ex.    Light .  .  .  . 

Light  

Medium   

Strong  ...... 

Ex.   Strong.  .  . 

Ex.  Ex.  Str'g. 
%  in.  Aqueduct   .  .  .  . 

Ex.  Light  

Light   

Medium   

Strong   

Ex.   Strong.  .  . 

Ex.  Ex.  Str'g. 
%  in.  Aqueduct   .  .  .  . 

Ex.  Light  

Light   

Medium   

Strong  ....... 

Ex.    Strong.  .  . 

Ex.  Ex.  Str'g. 
%  in.  Aqueduct  .... 

Ex.  Light  

Light   

Medium   

Strong   


Weight 
per  ft. 
Lbs.  Oz. 
...  « 

1  4 
...  S 
...  0 
...  12 


10 
10 
12 

4 
12 

8 

12 
4 
12 


CALIBER 


1  in. 


Weight 
perft. 
Lbs.  Oz. 
1  S 


CALIBER 


Aqueduct   ,  . 

Ex.  Light   2     ,  .  1 

Light    2  S' 

Medium    3  41 

Strong    4     .  .  I 

Ex.    Strong.  .  4  12 

Ex.  Ex.  Str'g  r»  s 

1%  in.  Aqueduct    ...  2 

Ex.  Light  ...  2 

Light    3 

Medium    a  12 

Strong    4  12 

Ex.   Strong.  .  0 

Ex.  Ex.  Str'g  (i 

1^  In.  Aqueduct   ...  3 

Ex.  Light.. .  .  3 

Light   .  .  4 

Medium    5 

Strong    0 

Ex.   Strong.  .  7 

Ex.  Ex.  Str'g  J> 

1%  in.  Aqueduct   ...  3 

Ex.  Light   3  12 

Light   .   4  H 

Medium    5  8 

Strong    0  8 

Ex.   Strong.  .  8 

2  in.  Aqueduct   ...  3 

Ex.  Light   4 

Light    n 

Medium    7 

Strong    8 

Ex.  Strong.  .  » 
Ex.  Ex.  Str'g  10 


Weight 
per  ft. 
Lbs.  Oz. 


Waste   

4 

Light   

0 

Medium   

s 

Strong   

11 

Ex.   Strong .  . 

14 

Ex.  Ex.  Str'g 

17 

Waste  

4 

Ex.  Light  

4 

Light   

0 

3 

Medium   

9 

Strong  ...... 

12 

Ex.  Strong. .  . 

10 

Ex.  Ex.  Str'g 

20 

Ex.  Light  

Strong   

15 

Ex.  Strong. .  . 

IS 

Waste   .  . 

5 

Ex.  Light...  . 

a 

Light   

8 

Medium   

10 

Str'g    (14  th.) 
Ex.  Stg.  (^%") 
Special  (%") 

10 

•>•» 

25 

Aqueduct   .  .  . 

8 

'4 

Ex.  light .... 

10 

Light  

14 

io 

M'm    (i^th.) . 
Strong  (%") 

20 

30 

'4 

Ex.  Stg.  (1^.") 

40 

Aqued.  (3-32) 

10 

Ex.  Lt.  (9-64) 
Light 

Med'm  (%"). 

15 

24 

30 

's 

Strong  (Vs") 

50 

SPECIAL  SIZES  AND  WEIGHTS  TO  ORDER 

Coils  of  Supply  Pipe  weigh  about  200  lbs.;  Aqueduct  about  90  lbs  • 
Suction  Pipe  100  to  180  lbs.  each. 

..11  Soil  Pipe  as  well  as  Supply  Pipe  of  large  diameter  made  in  lengths  of 
10  to  15  feet  each. 


Inside  Diam.     -  inches 

Weight  per  Foot,  Ounces 

Inside  Diam.     -  inches 

Weight  per  Foot,  Ounces 


BLOCK   TIN  PIPE 

SIZES   AND  WEIGHTS 

^ff        /  %  ,  ,  

4&5      4,  5,  6&8      4,  5,6  &  8'   '  4,  5,  6  &  8  ' 


20  &  28 


4,  5,         6,  8  &  10 


1"^ 
24  &  upw. 


32  &  upw. 
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SHEET  LEAD  AND  METALS 


THICKNESS  AND  WEIGHTS  OF  SHEET  LEAD 


Weight  per 
Square  Foot. 
Lbs. 

Approximate 

Thickness 
in  Fractions 
of 

One  Inch. 

Actual 
Thickness 
in 

1000th  Part 
of 

One  Inch. 

Comparative  Table 

Showing    nearest  number 
on   American   Wire  Guage 
with  actual  Caliper  Size  of 
Wire  Guage  number. 

Number         Size  Calipered 

21/2 

1-24 

0.042 

17  -  0.045257 

3 

1-20 

0.051 

16  =  0.050820 

3% 

1-18 

0,059 

15  =  0.057068 

4 

1-16 

0.067 

14  =  0.064084 

41/2 

1-14 

0.076 

13  =  0.071961 

5 

1-12 

0.084 

12  =  0.080801 

6 

1-10 

0.101 

11  =  0.090742 

7 

1-9 

0.118 

10  =:  0.101890 

1-8 

0.126 

9  =  0.114400 

8 

1-7 

0.135 

8  =  0.128490 

9 

9-64 

0.151 

7  =  0.144280 

10 

1-6 

0.168 

6  =  0.162920 

11 

3-16 

0.185 

5  =:  0.181940 

12 

1-5 

0.201 

4  =  0.204310 

Rolls  of  Sheet  Lead  average  20  feet  in  length  and  from  7  to  9  feet  in  width. 
Special  Sizes  and  Weigths  made  to  order  on  short  notice. 


METALS 


PIG   LEAD  BLOCK  LEAD 


About  lUU  \h.  Pigs  About  5  11).  Blocks 

Pig  and  Block  Lead  at  market  rates 

REFINED    METAL   SOLDER  HALF  AND  HALF  SOLDER 


Warranted  and  Commercial  Brands  of  Plumbers*  and  Tinners'  Solder,  Market  Rates. 
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WEIUS  FIRE  HYDRANTS 

STANDARD    PATTERN  CORPORATION  PATTERN 


A-3418 

A  -  3  4  1  8 
A  -  3  4  1  8 
A-341  8 


A-3418  A-3419 
STANDARD  PATTERN    FIRE  HYDRANTS 

Length  from  Pavement  to  Center  of  Hub  Inlet  5  Feet. 

SIZES  AND   PRICES  ^ 


Q  oO 

3  in... 

4  in.. . 

5  in. , . 

6  in.. . 


O  CO 

C5  O 


1  N 

^1 


^  O 


$32.00  $34.00  $36.00 

32.00  34.00  36.00 

34.00  36.00  38.00 

34.00  36.00  38.00 


C  O 

oz 

$34.00 
34.00 
36.00 
36.00 


S  O 
. 

O  d(M 

$36.00 
36.00 
38.00 
38.00 


m  N 

b  O 
O  d(M 

$88.00 
38.00 
40.00 
40.00 


r  ^ 

$7.00 
7.00 
7.00 
7.00 


Length  to 
A-3419 
A-3419 


CORPORATION   PATTERN   FIRE  HYDRANTS 

«^fi»r.         ^     „SIZES   AND  PRICES 

^^^^^^^   Feet       ly^         2  3  4          5  6 

tV2  in.  Conn.. .Each  $16.30  16.45  16.80  17.15  17.50  18  00 
m.  Conn... Each    22,25  22.50  23.00  23.50  24  00  24  75 


Bm  <^ 

$1.50 
1.50 
1.50 
1.50 


19.50 
27.00 


«  '-^  erf 

$1.00 
1.00 
1.00 
1.00 


10 
22,00 
30.00 
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WEIL'S  HYDRANT  AND  STREET  WASHERS 


M  U  R  DOC  K 
PATTERN 
HYDRANT 


M  U  R  DOC  K 
SELF-C  LOSING 
HYDRANT 


M  U  D  O  C  K 
PATTERN 
STREET  WASHER 


WEIL  PATTERN 
STR  EET 
WASHER 


A  3420 


A-3421 


A-3422 


A-3423 


A-3420 
A-3420 
A-342  1 


A-3422 
A-B422 
A-3423 
A-3423 


MURDOCK   PATTERN  HYDRANTS 

S  I  Z  E  S    A  N  D    P  R  I  C  E  S 
Length   (to  set  in  ground)      -      Feet  3 

%  inch  Compression  Each  $10.00 

1  inch  Compression  Each  12.50 


%  inch  Self  Closing  Each  12.00 

STREET  WASHERS 

SIZES  AND  P  11  I  C  E  S 
Length  (to  set  in  ground)  -  Feet  Z 
%  inch  Murdock   Each  ^  8.50 

linchMurdock   ..Each  10.00 

%  inch  "Weir   Each  8.50 

linch  "Weil"   Each  10.00 

WALL  HYDRANTS 


4 

$11.00 
13.50 
13.00 


4 

P  9.50 
11.00 
9.50 
11.00 


5 

$12.00 
14.50 
14.00 


5 

$10.50 
12.00 
10.50 
12.00 


6 

$13.00 
15.50 
15.00 


6 

$11.50 
13.00 
11.50 
13.00 


^  A-3424 

WALL  HYDRANTS 

SIZES   AND  PRICES 
Thickness   of   Wall       -        -        inches  9 

■3424  %  inch  Hydrant  Each  $3.50 

■3424    1  inch  Hydrant  Each  7.00 


13 
$4.00 
8.00 


18 

$4.50 
9.00 


24 
$  5.25 
10.00 
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WEIUS  HYDRANTS  AND  STREET  WASHERS 


MCNAMARA  PATTERN 


MCNAMARA    HYDRANTS  ■ 

SIZES   AND   PRICES  -  . 

Length  (to  set  in  ground)     -    Feet      :i            4  5  g  g 

t"?l9S  J^""*     S^l'"""''                                            ^^-^0  ^^-SO  $6-90  $7.75 

A  -  3  4  2  6  N  o.  o  Hydrant,  %  inch  Each    4.40  4.80  5.25  5  75  6  75 

A    t  i  l  l  ^r""'   Each    3.90  4.30  4.70  5.25  6  25 

A   ^  4  2  7  No.  2  Hydrant,    1  inch  Each    6.00  6.50  7  00  7  50  8  50 


MCNAMARA   STREET  WASHERS  . 

SIZESANDP  RICES 

Length  (to  set  in  ground)    -    Feet      3            4  5            6  8 

A  "Qtoo  o^'^^^                    '""^^  Each  $3.90    $4.30  $4.70    $5.25    $6  25 

A^64:ZH  Street  Washer,    1  inch  Each     6.00      6.50  7.00      7  50      8  50 
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REPAIRS  FOR  MURDOCK  HYDRANTS  AND 
STREET  WASHERS 


HANDLE  TOP  SCREW  SHOE  STIRRUP  AND 

X   ^    I    P  % 

A-3429  A-3430  A-3431  A-3432  A-3433 

P  R ICES 

A-3  42  9  Cross  Handle  for  %  in.  Hydrant  Each  $0.15 

A-  3  43  0  Top  for  %  in.  Hydrant  Each  .25 

A-3  43  1  Top  Screw  for  %  in.  Hydrant  Each  .40 

A-3432  Shoe  for  %  in.  Hydrant  or  Street  Washer  Each  .10 

A-3  433  Stirrup  and  Tee  for  %  in.  Hydrant  Each  .25 

SLIDE  SHOE  GUIDE  STOCK  BOTTOM 


CONNECTION 


A-3434 


A-3435 


VALVE  BODY 


A-3436  A-3437  A-3438  A-3440 

■jy  Jj^  ICES 

A-343  4  Slide  for  %  in.  Hydrant  Each  $0.05 

A-343  5  Shoe  Guide  for  %  in.  Hydrant  or  Street  Washer  Each  .10 

A-3436  Bolt  for  %  in.  Hydrant   Each  .10 

A-3437  Valve  Body  for  %  in.  Hydrant  or  Street  Washer  .Each  .75 

A-  3  43  8  Stock  for  %  in.  Hydrant  Each  .60 

A  -  3  4  3  9  Bottom  Connection,  compl.  for  %  in.  Hydrant  or  Street  Washer  .Each  1.35 

A-3  44  0  Base  for  %  in.  Hydrant  Each  .25 

IRON  PIPE  i;^^?,,':|L''/  ''^^''^  ^""^"^ 

COUPLING  COUPLING 

flO  SELF-CLOSING  W  STIRRUP  AND 

.       W  LEVER  8  TEE 

^  ^  A-3446 

A -3441  A -344 2 

SELF-CLOSING  BOTTOM 

TOP  CONNECTION 


NOZZLE  AND 
LOCKNUT 


A-3445 


A*  3448 


A-3443  A-3444  ^  ^  .  ^  ^  ^ 

PRICES 

-3441  Coupling  and  Tail  Piece  for  %  in.  Ire 
-3442  Coupling  and  Tail  Piece  for  %  in.  Le^ 


A-3447 


A 
A 

A-3443 
A-3444 
A-3445 
A-3446 
A-3447 
A-3448 


Bottom  Connection  for  ^ 
Lever  for  %  in.  Self  Clo 
Valve  Stem  for  %  in.  H; 
Nozzle  and  Locknut  for 


in.  Hydrant  or 


^4.  in. 


Each  ? 

fO.55 

Each 

.50 

Each 

.50 

Each 

.30 

Each 

.50 

Each 

.40 

Each 

.40 

Each 

.60 

A 
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REPAIRS  FOR  MURDOCK  STREET  WASHERS 


TOP  COMPLETE 


SCREW  WASHER 


TOP  AND  LID 


A-3450 


A-3452 

TAPPED  PLATE  STIRRUP 

A-3451  A-3453  A-3454. 

a'^I^O  ^""^  ^w^'^u'                 ^^J^^^  "^^'^^^  Each  $1.85 

A               Screw  Washer  for  f^  m^            Washer  Each  .05 

A    QJr  o  X^PPed  Plate  for  %  in.  Street  Washer                                   Each  25 

aUU  l'^''  If.^^^        %       Street  Washer  Each  :30 

A^Ar.l  t'""'"  Stirrup  for  %  in  Street  Washer  Each  .50 

A- 8  45  4  Top  and  Lid  for  %  in.  Street  Washer  Each  .75 

REPAIRS  FOR  WEIL  STREET  WASHERS 

TOP  COMPLETE  VALVE   PLUNGER  NOZZLE  VALVE  BODY 

COMPLETE 

i  ^' 

A-3456  A-3460 
A-3458 

BRASS  CAP  BRASS  SCREW  NOZZLE 

A-3455                        A-3457                         A-3459  A-3461 

^~lillTr°^  Complete  with  Screw  for  %  in.  Street  Washer  Each  $0  50 

A  "q!5^  Valve  Plunger  for  %  in.  Street  Washer   Each  30 

^'o^'rl            <^^P        '-^^       Street  Washer   Each  10 

t  VA  l  Nozzle  with  Cap  and  Screw  for  %  in.  Street  Washed: iEach  60 

A    oT^.^                                      Street  Washer   Each  25 

^'of       y^'^*=  Body  for  %  in.  Street  Washer   Each  30 

A-3461  Hose  Nozzle  for  %  in.  Street  Washer   Each  '.SO 

SERVICE  BOX  REPAIRS 

t>ECTI0N  BOTTOM  SECTION 


A-3462 
A-3463 


■3462  A-3463  A-34e4 

Leng-th     _      -        -        -        .    inches      S  12  18  24 

For  21/2  in.  Box   Each  $0.30    $0.35    $0.45  $0.55 

Regular  Bottoiii  Section,  Price  one  half  that  of  complete  box. 


36 

$0.70 


A    Q/i  Ay)  AW  —  1  o  ^^^^'^'h  ;^ii»^c  une  nan  tnat  oi  complete  box. 

A  -  d  4  b  4  Natural  Gas  Bottom  Section,  Price  one  half  that  of  complete  box. 
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2%  INCH 
SHAFT 


WEIUS  SERVICE  BOXES 

FOR    WATER    AND  GAS 


PEERLESS  BOX 


3  INCH  SHAFT 


INCH 
EXTENSION 
SECTION 


3  INCH 
EXTENSION 
SECTION 


A-3465 

A-3466  A- 

3467 

A-3468 

A-3469 

BUFFALO  PATTERN 

214    INCH  SERVICE 

BOXES 

Number 

88  89B 

90C 

91C 

92C 

92D 

93D 

93E 

Stationery 

Extension 

inches        12  15-21 

18-27 

24-33 

30-39 

30-42 

36-48 

36-54 

A-  3465.,. 

Each     $0.55  $0.60 

$0.65 

$0.70 

$0.73 

$0.75 

$0.80 

$0.83 

Number 

-  93l^E 

94E 

95E 

lOOE 

lOOP 

lOOFX 

lOOPM 

Extension 

-    inches  39-57 

42-60 

48-66 

54-72 

66-78 

81-102 

87-111 

A-3  4  65 

 Each  $0.85 

$0.90 

$1.00 

$1.05 

$1,10 

$1.40 

$1,50 

BUFFALO  PATTERN 

3  INCH  SERVICE  BOXES 

Number 

0  1 

11/2 

2 

o 

4 

5 

7 

Stationery 

Extension 

inches        10  13-23 

18-28 

24-39 

32-48 

34-58 

42-66 

48-72 

A-3466 

Each    $0.65  $0,80 

$0.85 

$0,90 

$1.00 

$1.05 

$1.15 

$1.30 

2^  INCH  EXTENSION  SECTIONS 

Number  -        -        -        -        -        -        -        -        -  9^ 

Length  in  the  clear  ------    inches  151 

A-3467  Each  $0.33 

3    INCH   EXTENSION  SECTIONS 

Number      -        --        --        --        --  -- 

Length  in  the  clear  inches 
A-34  6  8  Each 

BOXES 


levs 

152 

$0.40 

155 
20 
$0.45 


28 
153 
$0.50 

156 
24 
$0.50 


33 
154 
$0.55 

157 
30 

$0.55 


PEERLESS 

Number         -        -11 2          3          4  5  6          7          8  9 

Extension     inches     24-48   24-54    36-60    42-66  48-72  60-84    72-96  84-108  96-120  108-132 

A-346  9..., Each  $2.45  $2.57  $2.69  $2.81  $2.93  $3.17  $3.41  $3.65  $3.89  $4.13 

SERVICE  BOX  PARTS 

A-3  47  0  Water  Box  Cover  and  Brass  Bolt  Each  $0.30 

A  -  3  4  7  1  Gas  Box  Cover  and  Brass  Bolt  Each  .30 

A-3  47  2  Service  Box  Key   Each  .10 

A- 3  47  3  Service  Box  Brass  Bolt   Each  ,15 
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WEIL'S   ROADWAY  BOXES 


ROUND  TOP 
FLANGE  BASE 


A-3474 


FOR  WATER  OR  GAS~4%  INCH  SHAFT 

'o^^e^'Ia^T         ^x^^ns.on  p.ece 


ROUND  TOP 
OPEN  BASE 


A-3475 


A-3476 


A-3477 


ROUND  TOP,   FLANGE  BASE 

Number         -        -  _ 

Extension          -        _    ~        "                -      41Q        420        42H  ao-d 
A-3474....                    "        "    '"S^'l    18-24      27-34      27-42  34-^8 
 Each   $1.85    $2.00    $2.20  $2.30 

ROUND   TOP,   OPEN  BASE 

Number 

Extension  -        _    '        "        "    ^  -      141Q      1420      1421?  •  i4q-d 

A-3  47  5    '  18-24      27-31      27-4^  341^4^ 

 ^ach   $1.85    $2.00    $2.20  $2.30 

SQUARE   TOP,    OPEN  BASE 

Number 

Extension  -  '        "  '       MItionery'       ""^^  "IS 

A-347  6  "       '   inches       12  ig        jo  „-  „ 

 Each  $1.65    $1.75    $1.85  $1.95 

A      Q  A  r-rj  EXTENSION  PIECES 

A-34  /  7  No.  49  For  4^  in.  Roadway  Boxes,  increasing  length  IS  it.. 


44R  45R 
39-54  46-60 
$2.40  $2.50 


144R  145R 
39-54  46-60 

$2.40  $2.50 


142S  142T 

25-35  29-42 
$2.10  $2.20 


.■•Each  $0.60 
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WEIUS  VALVE  BOXES 

FOR    WATER    AND  GAS 

VALVE   BOX  WITH   NO.  6  OVAL  BASE 


i 


A-347  8 


EXTENSION  PIECE 
FOR   VALVE  BOX 


A-3479 


VALVE  BOXES   5 'X  INCH  SHAFT 


Size 

Extension 
A-3478 

Size 

Extension 
A-  34  7  8 


-  AAA 
Stationety 
inches  10 
..Each  $2.45 


D 

-  inches  42-66 
 Each  $3.65 


AA 

22-28 
$2.85 

DD 
48-72 

$3.85 


28-40 
$3.00 

.  E 
60-72 

$3.95 


36-48 

$3.15 

F 
60-84 
$4.10 


42-54 

$3.30 

G 
72-84 

$4.30 


CC 

48-60 

$3.50 

H 

72-96 
$4.50 


EXTENSION  PIECES 


A-3  47  9  For  5M:  in.  Valve  Box,  increasing  length  14  inches 


Each  $0.80 
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WEIUS  VALVE  BOX  BASES 


NO.  6  OVAL  BASE 


NO.  6   ROUND  BASE 


A-3480 


A   3  43  t 


A     Q^oniv^      A  T>         DISSENSIONS   AND  PRICES 

A-3  48  0  No  4  Round  (    t  illustrated)  For  4  inch  or  smaller  Valves.    Diameter  at 
bottom  WJi  m;  height  8  in.    Reduces  Price  of  Valve  Box  Each  $0.25 

A-  34  80  No.  6  Oval  For  6  indh  oval  Valves.    Dimensions  at  bottom  11 1/8x15  inches ; 

height  11  inches.  This  is  the  standard  size  used  in  quoting  lengths  and 
pnces.  o  & 

^-^^^^  ^^k.^-^^'T'?  "^'^"^^  ^^""^  "^^l^^s-    Diameter  at  bottom 

and  prTces  standard  size  used  in  quoting  lengths 

A  -  3  4  8  2  No  8  Round  (not  illustrated)  For  8  inch  or  smaller  Round  Valves.  Dia- 
meter at  bottom  17^^  m. ;  height  11  in.  With  this  Base  the  Valve  Box  is 
the  same  length  as  with  No.  6  Base.  Increases  Price  of  Valve 
 •  Each  $0.25 

A  -  3  4  8  3  No.  1^  Round  (not  illustrated)  For  12  or  IG  inch  Round  Valves.  Diameter 
at  bottom  24  in  ;  height  15%  in.  With  this  Base  the  Valve  Box  is  4%  in 
longer  than  with  No.  6  Base.    Increases  Price  of  Valve  Box. ,    Each  $1  50 


NO.  160  OVAL  BASE 


140  DOME  BASE  WITH  FLANGE 


A-3484  A-3486  "  ^ 

DIMENSIONS   AND  PRICES 
A -  34  8  4  No    160  Oval,  For  16  inch  or  smaller  Valves.     Dimensions  at  bottom 
12y2x21  in.;  height  9V2.  in.    With  this  Base  the  Valve  Box  is  1V>  inches 
shorter  than  with  No.  6  Base.    Increases  Price  of  Valve  Box.. Each  $0.85 

A -34  85  No  162  Oval  (not  illustrated)  For  24  in.  or  smaller  Valves.  Dimensions 
at  bottom  16x26  in.;  height  10  in.    Increases  Price  of  Valve  Box.... $1.25 

A-  34  8  6  No.  140  Round  Dome  with  17  inch  Square  Flange.  For  Valves  up  to  24  in 
i  his  Base  is  especially  adapted  for  use  where  Valves  are  set  near  the  sur- 
tace.  With  this  Base,  Valve  Box  is  in  6  in.  shorter  than  with  No.  6  Base 
Price  same  as  No.  6  Base. 
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WEIL'S  CAST  IRON  CESS  POOLS,  ETC. 


WITH  BELL  TRAP 
LOOSE  COVER 


WITH  BELL  TRAP 
HINGED  COVER 


SIDE  OUTLET 
HINGED  COVER 


A-3500  A- 3501 

SIZES   AND  PRICES 

Size  of  Top      -        -        -        _        -        inches  6x8 

Size  of  Outlet       -        -        _        _        -   inches  2 

A-3  5  00  Standard   .....Each  $0.75 

A-3  5  0  0  Extra  Heavy   Each  1.35 

A  -  8  5  0  1  Standard   Each  1.00 

A  -  3  5  0  1  Extra  Heavy   Each  1.50 

A-3  502  Extra  Heavy   Each  3.00 

For  Iron  Pipe  Thread  add  for  6  inch  $1.00;  for  9  inch  $1.25; 

EXTRA  HEAVY  WITH   BELL              EXTRA   HEAVY,    WITH  SE 
TRAP  AND  GRATING                  4X10    LONG  OUTLET 


A-3  502 


9x9 

$1.00 
1.50 
1.35 
1.85 
3.50 
13  inch 


for 


13x13 
4 

$2.50 
3.75 
3.00 
4.25 
7.00 

$2.25 


A 
A 
A 
A 
A 
A 
A 


3  5  0  3 

3  5  0  3 
-3  5  0  3 

3  5  04 
-3  5  0  4 

3  5  0  5 
■3  50  5 


3  503 


Size 


A3504 

SIZES    AND  PRICES 

inches  12x12x10 


16x16x10 


Plain 


Each 

$  3.75 

$  4.50 

Each 

7.50 

10.00 

Each 

9.75 

13.00 

Each 

4.75 

5.50 

Each 

9-50 

11.00 

Each 

2.50 

Each 

5.50 

18x18x10 
$10.00 

20.00 
25.00 
11.00 
22.00 


Note: — A-3503,  16x16x10,  can  be  furnished  Galvanized  Body  with  Polished  Brass 


BAR  STRAINER 


Grating  and  Top,  Price  $40.00. 

ROUND 
CESSPOOL  PLATE 


SQUARE 
VENTILATING  GRATE 


A -  3506  A-3  507  A-3507  H 

SIZES   AND  PRICES 

Size         -         inches       4          5          6          7          8          9         10  12 

-3  5  0  6  Plain  Each  $0.20  $0.25  $0.30  $0.50  $0,65  $0.80  $1.20  $1.60 

•3  5  07  Plain  Each       .20      .25      .30      .40      .50      .70      .80  1.00 

Size        -         inches     5^x6   7%x8y8    8x9%  9V8xlO%  10x10     10x12  12x12 

■35071/2  Plain  Each   $0.40    $0.60    $0.70    $0.90    $0.90    $1.05  $1.20 
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WEIUS  CESSPOOLS,  SLOP  SINKS,  ETC. 

HYDRANT   CESSPOOL  HYDRANT  CESSPOOL  WITH  CELLAR  TRAP 

2  INCH  OUTLET  BELL  TRAP 


A-3508                          A-3509  A-3510 

HYDRANT  CESSPOOLS 

„.  SIZES   AND  PRICES 

A     QKCiQ  tIi^^      -----   inches   12x12x6  14x14x6      16x16x6  18x18x6 

A    Q^HQ  T^V''                                      ^ach    ?1.00  $1.25        $1.50  $1.75 

A  "  Q  r  A  o   ^ach      1.50  1.85         2.10  2.50 

-7-^^^  0  8  Enameled   Each      2.25  2.50         2.75  4.50 

A    Q^nn            ■• Each      1.50  1.65         1.80  2.10 

X    o?nn  ^.^^Ivanized  Each      2.25  2.50         2.75  3.25 

A- 3  5  09  Enameled   ....Each      3.50  3.75         4.25  5.00 

CELLAR  TRAPS 

SIZES   AND  PRICES 

A     Q  r  i  n  Ti^^'^ .  inches       9x9  12x12 

A    o  K  i  n  • ;  Bach    $1.25  $1.60 

A-u510  (galvanized  Each      2.50  3.25 

""wfTH^ItL  tIa^'p^                         o        ^^"^^^  SQUARE 

WITH   BELL  TRAP                          BAILEY   HOPPER  BAILEY  HOPPER 


A  -  3  5  1  1  A  -  3  5  1  2 

HARRIS    SLOP   SINKS,   2  INCH 

SIZES   AND  PRICES 
\     o  r  ^  ^    S,^^.^  inches 

A  -  8  5  1  1  Pamted  Each 

A  -  3  5  1  1  Galvanized  Each 

A  -  3  5  1  1  Enameled  .  .  ,  .  .  [  .  .  ,  ,  Each 

BAILEY  SLOP  HOPPERS 
A  -  3  5  1  2  Round  Each  $3.50     A  -  3  5  1  3  Square  Each  $3.50 

WILLETS  CESSPOOL  DUFFY  BACK    WATER    STOP         REFRIGERATOR  DRAIN 

ALUMINUM  FINISH 


12x12 
$2.00 
3.25 

4.75 


14x14 
$2.25 
3.75 
5.25 


16x16 
$2.50 
4.25 
6.50 


A-35T4  A-3515  A-3516 

,     o^....  SIZESANDPRICES 

A  -  3  o  1  4  4  inch  Outlet  with  Trap,  Plain   Each 

A  -  3  5  1  4  4  inch  Outlet  with  Trap,  Enameled   Each 

A-3515  Duffy  Back  Water  Stop  for  4  in.  Pipe  [[ Each 

A-35  1  5y2  Duffy  Back  Water  Stop  with  Blow  Off  Opening   Each 

Aoiln  T4       1^^'  P^P^»  Hinged  Strainer  Each 

A    o^}5  "^^        hP^'  P^P^»  L*^ose  Strainer  Each 

A-d516     9  in.  Top,  for  1%  Pipe,  Hinged   Strainer   Each 


$3.00 
6,50 
3.00 
3.50 
1.00 
1.00 
1.50 
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WEIL'S  FLOOR  DRAINS  AND  BRASS  BELL  TRAPS 


COMBINATION  CESSPOOL 
AND  TRAP 
ENAMELED  INSIDE 


SHOWER  STALL  TRAP 
ENAMELED  INSIDE 


REFRIGERATOR  TRAP 
ENAMELED  INSIDE 


A-3517 

A-3517 
A-3518 
A-3518 
A-3518 
A-3519 


A-3517  A-35  18  A-35  19 

SIZES  AND  PRICES 
Iron  Top  10  in.  squ.,  trap  body  6x10  in.,  tapped  for  3  in.  Pipe  Each 
Brass  Top  10  in.  squ.,  trap  body  6x101/^  in.,  tapped  for  3  in.  Pipe. Each 
Iron  Strainer  5  in.  dia.,  trap  body  6x81/2  in.,  tapped  for  3  in.  Pipe. Each 
Brass  Strainer  6  in.  dia.,  trap  body  6x8 tapped  for  3  in.  Pipe  Each 
Brass  Strainer  5  in.  dia.,  trap  body  5x5%,  tapped  for  2  in.  Pipe  Each 

Iron  Strainer,  trap  body  4^x8,  tapped  for  1^/^  in  Pipe  .Each 

For  any  of  above  Traps  not  Enameled  Inside  deduct  $1.00. 


P  7.00 
10.00 
8.00 
9.00 
7.00 
6.00 


FLOOR 
PERFO 


DRAIN  AND  TRAP 
RATED  STRAINER 


FLOOR  DRAIN  AND  TRAP 
PERFORATED  STRAINER 
AND  SOLiD  COVER 


BRASS  BELL  TRAP 
WITH   HINGED  STRAINER 


A-3520  A-352  1  A 

COMBINED    FLOOR    DRAINS    AND  TRAPS 

SIZES   AND  PRICES 
Diam.  of  Top  inchos  9 

P.^P^^.  ^  "  -  -  -  -  -  inches  8 
Size  of  Outlet  -  inches  2 

A-3  5  2  0  Fin.  Brass  Top  and  Strainer   Each  $  7.75 

A-3  52  0  N.  P.  Brass  Top  and  Strainer  Each  8.25 

A-3  52  1  Fin.  Brass  Top,  Strainer  and  Cover  Each  10.25 

A  -  8  5  2  1  N.  P.  Brass  Top,  Strainer  and  Cover  Each  10.75 

Note:— 2  in.  Outlets  are  all  Brass,  larger  sizes  have  Iron 

BRASS    BELL  TRAPS 

SIZES   AND  PRICES 

Size  of  Top  inches  6x6 

Size  of  Outlet      -        -        ~        _        _        inches  2 

A  -  3  5  2  2  Brass,  Finished  Top  .Each  $3  50 

A- 3  52  2  Brass,  Nickel  Plated   Each  4.25 

Add  for  Male  or  Female  Thread   Each  .75 


3  5  2  2 


11 
11 

3 

$  9.00 
10.00 
13.50 
14.50 
Body, 


9x9 

$8.00 
9.75 
1.00 


13 

13 
4 

$11.25 
12.25 
18.25 
19.25 


13x13 

$15.00 
17.00 
1.50 
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WEIL'S   FLOOR   DRAINS  AND  TRAPS 


FLOOR  DRAIN  AND 
CELLAR  TRAP 


FLOOR  DRAIN  AND  BACK 
WATER  TRAP 


FLOOR    DRAIN  AND 
BACK  WATER  VALVE 
FOR  TILE  PIPE 


A-3524 
DRAINS   AND  TRAPS 

-  inches 
inches 


A  -  3  5  2  3 

FLOOR 

Diam.  of  Top  - 
Size  of  Outlet 

A  -  3  5  2  3  Iron  Top  and  Strainer    ^Each 

^-3  52  3  Fin.  Brass  Top  and  Strainer   !.*"Each 

N.  P.  Brass  Top  and  Strainer  Each 

Iron  Top  and  Strainer   Each 

Fin.  Brass  Top  and  Strainer   .  .  .  [  [  .  ^Each 

N.  P.  Brass  Top  and  Strainer  Each 

FLOOR    DRAIN    AND    VALVE    FOR  TILE 
Diam.  of  Top      -        -        _  . 

For  Tile  Pipe  Size  -  -  _  _  _  "  _ 
Iron  Top  and  Strainer  


A  -  3  5  2  5 


$ 


A-3523 
A-3524 
A-3524 
A-3524 


A  -  3  5  2  5 


2 

2.00 

6.00 

7.00 

6.50 
11.00 
12.00 

PIPE 

-   inches  5^ 
inches  4 
Each  $5.00 


4.00 
8.50 
9.50 
8.00 
12.50 
13.50 


12 
4 

$  5.00 
12.00 
13.00 
12.00 
18.00 
19.00 


IV2 
$8.00 


Xote:-Outlets  of  A-3525  can  be  caulked  into  Hubs  of  3  and  4' inch  Iron' Soil  Pipe 


FLOOR  DRAIN  AND  CELLAR 
TRAP 

Inlet  Connections  below  Floor 


FLOOR  DRAIN  AND  BACK 
WATER  TRAP 

Inlet  Connections  below  Floor 


FLOOR  DRAIN  AND  BACK 
WATER  VALVE 


lyong  Outlet 


A-3  5  26                           A-3527  A  3528 
FLOOR    DRAINS    AND  TRAPS 

Diam.  of  Top                                                    innhP^j  s  o  10 

Size  of  Outlet      -        -        .        ,        _        Inchtl  2  t 

Size  of  Inlets                                                nchel  2  9  i 

Depth.  Top  of  Hood  to  Top  of  Inlets   -        inches  9  10  12 

A    ^r^oa  f^Pth  Top  of  Hood  to  Top  of  Outlet      -    inched  11  13  14 

A    ^  ^  9  R  V-''''  p  P        Strainer  Each  $  9.00  $12.00  $18.00 

a"r^9R  m  p  p  '         and  Strainer   Each  13.00  16.50  24.00 

A    q  ^  9  7  T^-  ^-^^^^^         ^^"d  Strainer  Each  14.00  17.50  25.00 

^-i^Jl  |r.°"  ^^^P         Strainer  Each  14.00  16.00  24.00 

M  P  p''         '"''^   Each  18.50  20.50  30.00 

l\-6  0J,i  N.  i".  Brass  Top  and  Strainer  Each  19.50  21.50  31.00 

FLOOR    DRAIN    AND    BACK    WATER  VALVE 

------   inches  9  9  12 

Size  of  Outlet       -         -         -         -         _         inrhp^?  9  q  a 

Depth  over  all        -        -        _        _        .    iSchll  11  n  A 

A  -  3  5  2  8  Iron  Top  and  Strainer                                 Earh  S  5  00  $  fl  DO  <6  Q  nn 

Strainer              i .;;  i  Ja'^h  ^  9.50  \oio  Mfo 

A-d52&  N.  P.  Brass  Top  and  Strainer  Each  10.50  11.50  15.00 
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WEIL'S   FLOOR    DRAINS   AND  TRAPS 

DUNSTAN  PATTERN 

STYLE   "A"  FOR  4  IN.  TILE  PIPE  STYLE  "B"-SIDE  OUTLET 


A-35283^  A-3529 

^.  .  ,  Fin.        N.  P. 

Finish     -        -  _    Painted     Galv.      Brass  Brass 

A-3528y2  Size  81/2x81/2x4,     4  in.  high  Each  $2.00     $2.50     $^8''.00  $10.00 

A-3529      Size  81/2x81/2x2,  51/2  in.  high  Each    3.00       3.50        9.00  11.00 

A-3529      Size    llx  11x4,     7  in.  high  Each    4.00       5.00       16.00  18.00 

A-3529  Threaded  for  Iron  Pipe  add  for  2  in.  each  $0.75 ;  for  4  in.  each  $1.00. 

STYLE  "C"  AND  "D"  STYLE  *'E"  STRAIGHT  OUTLET 

STRAIGHT   OUTLET  EXTENDED  LOWER  FLANGE 


Finish 

A-3530 
A-3530 
A-3530 
A-3530 


A-3530 


STRAIGHT  OUTLET 


Painted 


Size  8 1/2  x8  i/l>  x2,  7 1/2  in.  high, 
Size  llx  11x4,  9  in.  high, 
Size  14x  14x4, 121/2  in.  high. 


Stand... Each  $2.50 
Stand... Each  3.50 
Ex.  H..Each  5.00 
Size   16x  16x6,     14  in.  high,  Ex.  H..Each  8.00 
Threaded  for  Iron  Pipe  add  for  4  in.  each  $1.50;  for  6  in.  each  $2.00. 


-3531 

Fin. 

N.  P. 

Galv. 

Brass 

Brass 

Top 

Top 

3.50 

%  8.50 

$10.50 

4.50 

15.50 

17.50 

8.00 

18.00 

21.00 

12.00 

23.00 

26.00 

EXTENDED  LOWER 


FLANGE 

Painted 


Finish 

A-3531  Size  12x12x4,  12 1/2  in.  high  Each  $6.00 

A-3531  Size  15x15x6,      14  in.  high  Each  9.00 


Galv. 

$  9.00 
14.00 


Fin. 
Brass 

Top 
$19.00 

24.00 


Note:— Size  of  Lower  Flange  on  4  in.  Trap  is  15x15  in.;  on  6  in.  Trap  17x17  in 
Threaded  for  Iron  Pipe  add  for  4  in.  each  $1.50;  for  6  in.  each  $2.00. 


N.  P. 

Brass 
Top 

$22.00 
27.00 


WEIL    BROS.,  CHICAGO 


555 


WEIL'S  FLOOR  DRAINS  AND  CATCH  BASINS 

"PEERLESS"     GARAGE     FLOOR  DRAIN 


ACME"  CATCH  BASIN 


A-3  5  32. 


Dimensions 
Size  of  Outlet 
Size  of  Vents 


A-3  5  32  A-3533 

'PEERLESS"    GARAGE    FLOOR  DRAIN 

-    inches     18x24  24x30 

inches        4  4 

------    inches        2  4 

 Each  $40.00  $60.00 

"ACME"    CATCH  BASINS 

Mil  St        -------          '  t 

A    q     '-^  q                                                                                    inches        2  2 

^-"^^"^^  Each   $28.00  $40.00 

^^Vu''B''cON''NVcTiONS^'''  STANDARD  CATCH  BASIN 

HUB  CONNECTIONS  FLANGED  CONNECTIONS 


A  -  3  5  3  4 

T^-        ^  DIMENSIONS 
Diameter,  inches    16        16       ifi  is 
Depth    -    inches    16         20        24  18 
A-3534  or  3535. $18.00  19.00  21.00  19  50 
Diameter,  inches    24        24       24  24 
Depth    -    inches    36        42        48  54 
A-3534  or  3535. $43.00  47.00  51.00  55  00 
Diameter,  inches    30        30       30  in 
Depth    -    inches    30         36        42  48 
A-3534  or  3535. $48.00  52.00  58.00  62  00 
Diameter,  inches    36        42        42  42 
Depth    -    inches    60        42        48  54 
A-3534  or  3535. $91.00  84.00  91.00  9fi  00  i 


A  -  3  5  3  5 


AND 

18 

24 
22.50 

24 

60 
60.00 

30 

54 
67.00 

42 
60 


PRICES 

18  20 

20 

30  24 

30 

25.50  25.00 

29.00 

26  26 

26 

30  36 

42 

44.00  49.00 

55.00 

30  36 

36 

60  36 

42 

72,00  63.00 

70.00 

48  48 

48 

48  54 

60 

102.00  110.00 

119,00 

20 

36 
31.50 

26 

48 
60.00 

36 

48 

77.00 
48 
66 


24 

30 
39.00 

26 

54 
66.00 

36 
54 

84.00 
48 
72 
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WEIL'S  BACK  WATER  VALVES 

PALMER  CAST  IRON 


PIPE  EXTENSION 
WITH  SCREW 


MARSH  NO.  3  CAST 
IRON   FOR  AREAS 


A-3  5  36 

PALMER  WITH  HUB  FOR  EXTENSION 


A 
A 


3538  A-3539 

3  5  3  7 

PALMER    CAST    IRON  TRAPS 

inches        2          3           4          '5           6  S           10  12 

•?53  6  Each   $6.00  $6.50  $7.50  $9.00  $10.00  $15.00  $70.00  $125  00 

.     10.00    ......... 


Size 


3  5  3  7  Each 


A-85  3  8. 


PIPE 

For  Trap,  Size 
Size  for  Extension 


6.00     ....  7.50 
EXTENSIONS 


FOR    A-35  3  7 

inches  2 
-    inches  4x24 
 Each  $3.00 


3 

6x24 
$5.00 


A~8539 
A-3  540 
A  '  3  5  4  1 


Size 
No.  3 
No.  4 
No.  5 


MARSH    CAST    IRON  FOR 


AREAS 

"       .  "        "        -        -        -        -        -        -     inclies  4 

btraight  Outlet   Each  $5.00 

same  as  above,  with  Side  Otitlet   Each  5.00 

same  as  above,  with  Running  Trap  Each  6.50 

For  Threaded  Outlets  add  Each  1.00 

MARSHN0.1CASTIRON 
^-^  RELIEF 


4 

8x24 
$10.00 


$  8.00 
8.00 
10.00 
1.25 


iniN«iiMiiiiiiiiiiiiiiiiii'iiii>''iii"i"i''i'i"i'"'''''''''''''''''"l 


WEIGHT 


PALMER    WHITE  METAL 


A  -  3  5  4  2 


A    3  5  4  4 


MARSH    CAST  IRON 

SIZES   AND  PRICES 

Size       -  inches        4  6  8  9 

A- 3  5  42  No.  1  Each  $11.00  16.00  22.00  28.00 

A-3  54  3  No.  2  same  as  above,  with  Running  Trap..  Each    12.50  18.00  25.00  32.00 

For  Each  Threaded  End  add   1.00    1.25    1.50  1.75 

PALMER    WHITE    METAL    FOR    TILE  PIPE 

Size       -        inches       2  345689  10 

A-3  5  44  Each   $1.00    1.20    1.60    2,00    2.40    3.20    6.00  15.00 
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BELL  TRAPS  AND  GUTTERS 


GRADED  GUTTER,  MOVABLE  CORRUGATED 
COVER 


A-3545 

A-3546 

12x12 

Width  

1 

A-3545   ea 

3  1 
5  00 

A-3546  not  graded 
A-3546  orradf-H 

*'         a  ii 

1.20 
1.40 

A-3545  Side  Outlet  ea. 

8.00 

OPEN  GUTTER.  DEEP  PATTERN 


A  -  3  5  4  7 

^ize   inches 

Outlet  inches 

A-3547..  ea. 

A-3747  Side  Outlet  ea. 


A  -  3  5  4  8 


8x10 

Width  

8 

3 
4.00 

A-3548 

1.50 

7.00 

1  

A  -  3  5  4  9 


OPEN  GUTTER,  SHALLOW  PATTERN 


A-35  50 


Size  inches 


Outlet... .inches 

A-3549.  ea. 

A-3549  S.  O. 


7x8 


3 
3.50 
6.50 


9x10 


3 

5.50 
8.50 


Width...,.  inches 


A-3550.  per  lineal  foot 


.55 


.75 


SIDE  OUTLET 


STRAIGHT  OUTLET 


BELL  TRAPS  FOR  CONCRETE 
GUTTERS 


Size. 


Outlet  

A-3551  Side  Outlet.... 
A-3552  Straight  Outlet. 


A-3551 


With  one  end  closed,  add  50  cents. 
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WEIUS    MANHOLE   FRAMES    AND  COVERS 


CHICAGO  STANDARD  MANHOLE  FRAME 
PERFORATED  COVER 


CHICAGO  STANDARD  MANHOLE  FRAME 
WITH  SOLID  COVER 


-3553 

\  DIMENSIONS 


Diameter 
of  Opening 
inches 


A-3  5  5  4 


A  -  3  5  5  3  With  Perforated  Cover. .  22% 
A-3  5  54  With  SoHd  Cover   22% 


AND  PRICES 
Height 
above 
Flange 
inches 


8% 


Project'n 
of  Flange 
inches 


6V2 
51/2 


Approx. 
Weight 
Pounds 

465 
481 


Price, 
complete 

$15.00 
15.00 


SUBURBAN  STANDARD  MANHOLE 
FRAME    AND    PERFORATED  COVER 


SUBURBAN  STANDARD  MANHOLE 
FRAME  WITH  SOLID  COVER 


•                   A  -  3  5  5  5  A  -  3  5  5  6 

DIMENSIONS   AND  PRICES 
Height 

Diameter       above  Pro.1ect'n  Approx. 

of  Opening    Flange  of  Flange  Weight  Price 

A     o  ^  ^  r,  T.r-  .          .                           inches       inches  inches  Pounds  complete 

A-35  57  With  Perforated  Cover..     22%          8%  815  <R11  9". 

A -3  5  5  8  With  Solid  Cover               22%          8%  6^  331  ills 


IRON  CATCH  BASIN  TOP  AND  COVER 


STONE  CATCH  BASIN  TOP    AND  COVER 


A-3 557  A-3558 

DIMENSIONS   AND  PRICES 

^'dkH       i"^^  ^^^^    '^^P             ^"^^  Manhole  Plate  Each  $19  50 

A  -  d  5  5  7  36  inch  Iron    Top  and  18  inch  Manhole  Plate                      Each  21  50 

A  "  o  ^  K  o       ^"^^'^  Stone  Top  and  18  inch  Manhole  Plate  Each  6*00 

A-  3  5  5  8  36  inch  Stone  Top  and  18  inch  Manhole  Plate  Each  6^00 

IRON    CATCH    BASIN    COVERS  ONLY 

A    DKK  O                     -        -        _        .      inches      12          14          16          18  20 

9  Each  $0.75    $1.00    $1.20    $1.50  $1.90 
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WATER    METERS,  ETC. 

KEYSTONE   WATER    METER  TRIDENT  WATER  METER 


A  3  5  6  O 


KEYSTONE   DISC  METERS 

DIMENSIONS   AND  PRICES 
Si^e       -       -     inches       %  %  1        IV4.       IVz         2  3  4  6 

Maximum  Delivery 

per  minute,  Gallons       15  30         60         75         90        150        270         540  900 

A-  3  5  6  0  Each  $10.70  16.00  21.35  33.35  40.00  66.70  113.50  233.35  500.00 

Connections  extra  as  follows:    Per  Set,  %  inch,  $0.55;  %  inch,  $0.80;  1  inch,  $1.10. 
Connections  for  larger  sizes  included  in  List  Prices  of  Meters. 


TRIDENTDISC  METERS 

DIMENSIONS   AND  PRICES 
Size      -  inches      %         %         11 2  3  4  6 

Maximum  Delivery 

per  minute    -        -    Gallons      20         35         65        100       165       300        600  1000 
A-3  5  6  1  C.  L  Bottoms. .Each  $8.00  12.00  16.00  35.00  55.00  85.00  175.00  375.00 
Connections  Extra  as  follows :    Per  Set  %  inch  $0.40 ; 


%  inch  $0.60;  1  inch  $0.80. 


LEAD  GOOSE  NECK  CONNECTIONS 


WITH  SOLDERING  NIPPLE 
EXTRA  STRONG  PIPE 


A-3  5  6  2 


LEAD 


Size 
Length 
A  -  3  5  6  2 . 
A-3  5  63. 


\ 

GOOSE 

SIZES 
■  inches 
inches 

 Each 

 Each 


WiTH  SOLDERING  UNION 
EXTRA  STRONG  PIPE 


3  5  6  3 


NECK  CONNECTIONS 

AND  PRICES 

Vb        %        %  1 


iy4 

24 


18        18       18       18  18 
$3.60  4.30  5.25  6.25  9.25  15.50 
3.60  4,30  5.25  6.25  9.25  15.50 


1% 

30 
24.00 
24.00 


36 
36.00 
86.00 
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CAST-IRON  PIPE 


Class.  A 

Class  B 

Class  C 

Class  D 

Nomiii&rl 
Inside 

Diameter 
Inches 

Gas 

Standard 

Medium  Heavy 

Extra  Heavy 

100  Foot  Head 

200  Foot  Head 

300  Foot  Head 

400  Foot  Head 

43  Pounds  Pressure 

86  Pounds  Pressure 

130  Pounds  Pressure 

173  Pounds  Pressure 

Thick- 

Weight 

Thick- 

Weight 

Thick- 

Weight 

Thick- 

Weight 

ness 

Per  Foot 

Per  Foot 

Pe  r  F  00 1 

ness 

Per  Foot 

Inches 

Ponnds 

Inches 

Pounds 

Inches 

Pounds 

Inches 

Pounds 

O 

.39 

14.5 

.42 

]6 

2 

.45 

17.1 

.48 

18.0 

4 

.42 

20.0 

.45 

21 

7 

.48 

23.3 

,52 

25.0 

6 

.44 

30.8 

.48 

33.3 

.51 

35.8 

.55 

38.3 

8 

.46 

42,9 

.51 

47.5 

.56 

52.1 

,60 

55.8 

10 

.50 

57.1 

.57 

63 

8 

.62 

70.8 

,68 

76.7 

12 

.54 

72.5 

.62 

82,1 

.68 

91.7 

.75 

100.0 

14 

.57 

89.6 

.66 

102.5 

.74 

116.7 

.82 

129.2 

16 

.60 

108.3 

.70 

125.0 

.80 

143.8 

.89 

158.3 

18 

.64 

129.2 

.75 

150.0 

.87 

175.0 

.96 

191.7 

20 

.67 

150.0 

.80 

175 

0 

,92 

208.3 

1,03 

229.2 

24 

.76 

204.2 

,89 

233 

3 

1.04 

279.2 

1.16 

306.7 

30 

.88 

291.7 

1,03 

333 

3 

1.20 

400.0 

1,37 

450.0 

36 

.99 

391.7 

1.15 

454.2 

1.36 

545.8 

1.58 

625.0 

42 

1.10 

512.5 

1.28 

591 

7 

1.54 

716.7 

1.78 

825.0 

48 

1.26 

666.7 

1.42 

750.0 

1.71 

908.3 

1.96 

1050.0 

54 

1.35 

800.0 

1.55 

933.3 

1.90 

1141.7 

2.23 

1341.7 

60 

1.39 

916.7 

1.67 

1104 

2 

2.00 

1341.7 

2.38 

1583.3 

72 

1.62 

1283.4 

1.95 

1545 

8 

2.39 

1904.2 

84 

1.72 

1633.4 

2.22 

2104.2 

HYDROSTATIC  PRESSURE  TESTS  OF  CAST-IROIM  PIPE 


Class.  -  

A 

B 

C 

D 

20-iiich  and  larger,  per  square  inch  pounds 

18  "      "   smaller,  *^       "     '*     ....  » 

150 
300 

200 
300 

250 
300 

300 
300 

APPROXIMATE  WEIGHTS  OF  LEAD  AND  HEMP  REQUIRED  FOR  JOINTS 


Pipe  

3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

Lead,  2  inches  thick 
Hemp  

, .  .pounds 

6 

.18 

7.5 
.21 

10.25 
,31 

13,25 
.44 

16 
.53 

19 
.61 

22 
,81 

30 
.94 

33.8 
1 

37 
1.25 

Pipe  

24 

30 

36 

42 

48 

54 

60 

72 

84 

Lead,  2  inches  thick 
Hemp  

(1 

44 
1.50 

54.25 
2.06 

64.75 
3 

75.25 
3.62 

85.5 
4^7 

97.6 
6.25 

108.30 
.  8.25 

128 
12.5 

147 
15 

CAST-IRON  FLANGED  PIPE 


Made  in  all  sizes  from  4  to  72  inches.  Prices  on  application. 
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SPECIALS  FOR  CAST-IRON  PIPE 


TAPPED  ELBOW 


TAPPED  TEE 


TAPPED  REDUCER 


Size  inches 

A-3570   Elbows,,  each 
A-3571    Tees  ....  " 
A-3572    Reducers  " 


2.25 
3.50 


4  6 

3.00  4.50 

5.00  7.50 

3.00  4.50 


8 

7.00 
12.00 
6.50 


9.50 
15.00 
8.00 


12.00 
19.00 
9.50 


14 
16.00 
29.00 
18,00 


30.00 

:33.oo 

20.00 


35.00 
50.00 
27.00 


NIPPLE 


TAPPED  CAP 


40.00 
55.00 
40.00 


TAPPED  SADDLE 


BASE  ELBOW 


A-3572'2        A-35  73  A-3574 

NIPPLES  AND  CAPS 


-357  5 


^^^^  '  inches 


2.25 
1.75 


1.75 


2.75 
2.00 


4.00 
3.0Q 


10 


5.25 
3.75 


12 


6.00 
4.50 


14 


5.50 


16 
6.50' 


For  Cast  Pipe. inches 

Tapped  inclies 

A-3575    each 


TAPPED  SADDLES  FOR  CAST  PIPE 


M  to  2 
2.00 


%to2 
2.50 


Uto2 
3.00 


3 
5.00 


%to2 
5.00 


3 
7.00 


10 


Mto2 
7.00 


10 


3 

10.00 


12 


4  or  ]m 
14.00 


14 


4  or  less 
16.00 


Size  inches  3 


Weight. pounds  I  85 


BASE  ELBOWS,  BELL  ENDS 


100 


155 


320 


10 


425 


12 


615 


14 


740 


16 


890 


18 


Bell  and  Spigot  Base  Elbows  to  order. 


GAS  MAIN  DRIP  BOXES 


1200 


20 


1600 


24 


2300 


Size   

•  3 

4 

6 

8 

10 

12 

Weight  ... 

363 

403 

US 

652 

1675 

1775 

A-3576 


862 
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SPECIALS  FOR  CAST-IRON  PIPE 


Q0ARTER  BEND      EIGHTH  BEND 


SIXTEENTH 
BEND 


TEE 


CROSS 


A-3577         A  3578         A-3579  A-3580 
QUARTER  BENDS,  9(r 


A-3581 


3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

24 

30 

36 

Weight 

45 

82 

130 

200 

278 

366 

504 

750 

888 

1070 

1656 

2836 

4820 

EIGHTH  BENDS.  A5° 

3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

24 

30 

36 

Weight 

50 

66 

105 

150 

202 

265 

442 

558 

663 

964 

1515 

2291 

4012 

SIXTEENTH  BE 

NDS.  22/2^ 

3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

24 

30 

36 

Weight 

50 

66 

105 

150 

202 

265 

382 

484 

574 

858 

1372 

2080 

4012 

TEES 


Size 
Inches 

Wei}?ht 
Pounds 

Size 
Inches 

Weight 
Pounds 

Size 
Inches 

Weip^ht 
Pounds 

Size 
Inches 

Weight 
Pounds 

3x3x3 

94 

8x  8x  4 

255 

12x12x10 

491 

16xl6x  8 

808 

4x4x4 

128 

10  X 10  X  10 

395 

12xl2x  8 

474 

20x20x20 

1438 

6x6x6 

200 

lOxlOx  8 

371 

12xl2x  6 

458 

24x24x24 

2113 

6x6x4 

183 

lOxlOx  6 

352 

12^12x  4 

445 

30x30x30 

3660 

8x8x8 

294 

lOxlOx  4 

338 

16  X 16  X 16 

969 

36x36x36 

5567 

8x8x6. 

270 

12x12x12 

512 

16  X 16  X 12 

861 

48  X  48.x  48 

CROSSES 


Size 
Inches 

Weight 
Pounds 

Size 
Inches 

Weight 
Pounds 

Size 
Inches 

Wei^'ht 
Pounds 

Size 
Inches 

Weight 
Pounds 

3x3x3x3 

4x4x4x4 
6x6x6x6 
6  X  6  X  4  X  4j 
8x8x8x-8 
8x8x6x6 

125 
166 
257 
221 
372 
325 

8x  8x  4x  4 
10x10x10x10 
lOxlOx  8x  8 
lOxlOx  6x  6 
lOxlOx  4x  4 
12x12x12x12 

294 
493 
443 
406 
377 
623 

12x12x10x10 
12xl2x  8x  8 
12xl2x  6x  6 
12xl2x  4x  4 
14x14x14x14 
16  X  16  X  16  X  16 

577 
545 
512 
y  486 
963 
1259 

18x18x18x18 
20x20x20x20 
24x24x24x24 
30x30x30x30 
36x36x36x36 
48x48x48x48 

1454 
1828 
2694 
4609 
6857 

SLEEVE 


PLUG 


CAP 


A-3  5  82 

A- 

3583 

A 

-3584 

3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

24 

30 

36 

48 

Sleeves,  Weight  pounds 

Plugs,  "   

Caps,       "    " 

40 
10 
20 

61 
10 
30 

87 
25 
40 

119 
33 
60 

1 
1 

76 
45 
00 

223 
65 
120 

280 
85 
150 

443 
100 
215 

518 
125 
225 

625 
150 
284 

821 
185 
420 

1262 
370 
450 

1772 
4  70 

2879 
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SPECIALS  FOR  CAST-IRON  PIPE 


"Y" BRANCH 


REDUCER 


INCREASER 


OFFSET 


3585 


A-3  5  8  6 


3  58  7 


"Y"  Krahqbes 

Reducers 

Increasers 

Offsets 

Size 

Weight 

Size 

Weight 

Size 

Weight 

Size 

Weight 

Size 

Weight 

Jnches 

Pounds 

Inches 

Pounds 

Inches 

Pounds 

Inches 

Pounds 

Inches 

Pounds 

4x  4 

103 

4x  3 

45 

12  X  4 

179 

3x  4 

48 

4x  8 

91 

6x  6 

181 

6x  4 

97 

14x12 

360 

4x  6 

104 

6x14 

183 

8x  8 

291 

6x  3 

60 

14x10 

320 

4x  8 

132 

8x15 

280 

10x10 

434 

8x  6 

143 

14  X  8 

288 

4x10 

162 

10x16 

390 

12  X  12 

632 

8x  4 

119 

16x12 

405 

6x  8 

150 

12x17 

530 

14x14 

985 

10  X  8 

198 

16x10 

364 

6  s:  10 

180 

14^18 

695 

16x16 

1413 

10  X  6 

169 

20x16 

711 

6x12 

218 

16  X 19 

900 

20x20 

2199 

10  X  4 

146 

20x12 

576 

8x10 

201 

24x24 

3599 

12x10 

261  . 

24x16 

838 

8x12 

240 

12  X  8 

231 

30x24 

1398 

10x12 

267 

12  X  6 

202 

36x30 

2264 

A-3  588 


SPLIT  TEE 


SPLIT  SLEEVE 


TAPPED  PLUG 
For  Connecting  Wrouglit 
and  Cast  Iron  Pipe 


A-3589 


A-3590 


A-3  591 


3 

4 

6 

8 

10 

12 

14 

16 

18 

20 

A^3591.  ... 

 .each 

11 

5.00 
2.50 
1.50 

6.25 
2.50 
1.50 

8.25 
3.75 
1.75 

10.75 
5.50 
2.75 

12.50 
7.50 
3.50 

15.00 
10.00 
4.00 

18.75 
12.00 

5.00 

25.00 
16.00 
6.00 

30.00 
20.00 

35.00 
25.00 

FLANGE  AND  SPIGOT 


FLANGE 


FLANGE  AND  BELL 


A-3592  A-3593  A-3594 

FLANGE  AND  SPIGOT 


Size  .inches 

3 

4 

6 

8 

10 

V2 

14 

16 

18 

20 

M 

Length,  ."in. 

A-3592  .each 

16 

1.90 

16 
2.50 

16 
3.75 

16 

5.95 

18 

9.00 

18 

11.85 

18 
14.70 

20 

20.00 

20 

22.80 

20 
27.50 

24 
43.00 

FLANGES  FOR  CONNECTrNG  CAST  AND  SCREWED  PIPE 

Hize.  .inches 

3 

4 

6 

8 

10 

12 

14 

16 

18 

iiO 

24 

A-3593.  each 

2.25 

3.00 

4.00 

6.50, 

9.25 

12.50 

16.00 

26.00 

31.00 

34.00 

46.00 

FLANGE  AND  BELL 

3 

4 

6 

8 

10 

12 

14 

16 

18 

% 

24 

Length  .  .in. 
A-3594each 

4 
2.20 

4 
2.80 

4 

4.05 

4 
6.00 

6 

8.75 

6 

11.25 

6 

14.40 

6 

18.00 

6 

19.70 

6 

23.90 

6 

31.25 

564 
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VITRIFIED  SEWER  PIPE  AND  FITTINGS 

SEWER^PIPE 


A -3 6  00 

SIZES   AND  PRICES 
Size        -       -        _       .         inches       2         3  4 

A-3  60  0  Per  Foot  $0.16    .16  .20 

Size         -        -        -        _  inches      15       18  20 

A-  3  6  0  0  Per  Foot  $1.35  1.70  2.25 


5 

.25 


6 

.30 


.50 


9  10  12 
.60    .75  1.00 


22  24  27  30  33  36 
2.75  3.25  4.25  5.50  6.25  7.00 


2   FOOT  CURVE 


A  -3  6  O  1 


A  -  3  6  O  2 


ELBOWS    AND  CURVES 

SIZES   AND  PRICES 
Size       -        -        .        inches      2         3         4         5  6 
A-B601A-3602A^3603  Each  $0.50    .50    .65      .85  1.10 
Size        _        -        -        inches     15        18       20        22  24 


1   FOOT  CURVE 


A-3603 


2.00  2.40 


27 


30 


10 

3.00 

33 


12 

4.00 
36 


A-B601 A-3602  A-3603  Each  $5.40  6.80  9.00  11.00  13.00  20.00  27.50  30.00  32.50 


"Y"  BRA  NGN 
STANDARD  LENGTH 


"T"  BRANCH 
STANDARD  LENGTH 


INC  R  EA  SER 


REDUCER 


A-3604  A-3605  A-3606  A-3607 

BRANCHES,    INCREASERS    AND  REDUCERS 

SIZES   AND  PRICES 
Size        -        -        _    inches        2         3         4  5  6  8  9         10  1*^ 

A-3604  A-3605  Each  $0.72    .72      .90    1.13    1.35    2.25    2  70    3  40  4  50 

A-3606  A-3607  Each  64      .80    1.00    1.20    2.00    2.40    3.00  4^00 

Size        -        -        -    inches       15        18        20         22         24         27        30         33  36 

A-3604  A-3605  Each  $6.10  7.65  10.13  12.38  14.63  21.25  27.50  31  25  35  00 

A-3606  A-3607  Each    5.40  6.80    9.00  11.00  13.00  17.00  22.00  25.00  28.00 
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VITRIFIED  SEWER  PIPE  FITTINGS 


"V"  BRANCH 


BRANCH 


A  3  6  08 


A-3609 


A-3  610 


Size        -        -  inches 

A-3608  Each 

A-3609  A-3610  Each 

Size        -        -  inches 

A-3608  Each 

A-3609  A-3610  Each 


SIZES    AND  PRICES 


2 

fO.72 
1.12 


3 

.72 
1.12 

18 


4 

.90 
1.40 

20 


5 

1.13 
1.76 

22 


6 

1.25 
2.10 

24 


2.25 
3.50 


9 

2.70 
4.20 


10 

3.40 

5.30 


27 


30 


33 


12 

4.50 
7.00 


36 


15 

$6.10  7.65  10.13  12.38  14.63  21.25  21.50  31  25  35  00 
9.50  11.90  15.76  19.26  22.76  31.88  41.25  46  88  52*50 


"S"  TRAP 


Size 
A-3611 
A-3613 


y2  "S"  TRAP 


RUNNING  TRAP 


RUNNING  TRAP 
WITH  HAND  HOLE 


A-36I4}   •■'•Hach  $1.50  1.50  2.00  2.50  3.50  6.60  7.50  9.00  12.00  22.00 


RING  PIPE- 


A-3615 


A-3616 


A-3617 


SIZES   AND  PRICES 
Size        -                         inches        3         4         5         6  8 
A-3615  Each  $0.48    .60    .75    .90  1.50 


9 

1.80 


10 

2.25 


12 

3.00 


^A'^%n^\       ~        '        ^'if^hes       18        20       22       24        27        30        33  36 
A-3615  Each   $5.10  6.75  8.25  9.75  12.75  16.50  18.75  21.00 

Rin<^  Pipe  same  price  as  Socket. 
Ring  Pipe  when  sold  witliout  Rings  subject  to  an  additional  discount. 
Rings  only,  prices  quoted  on  application. 


15 

4.05 
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WEIUS  HOUSE  HEATING  BOILERS 

"ANNAPOLIS"  STEAM  AND  "WEST  POINT"  HOT  WATER 

VERTICAL   SECTIONAL  TYPE 


View  showing  Fire  Travel  and  method  of  connecting  by  Tapered  Cast  Iron  Nippl( 


GENERAIv  BKSCRIPTION 

"Annapolis"  and  "West  Point"  Steam  and  Hot  Water  Heaters  are,  in  every 
respect,  marvels  of  heating  efficiency.  Tests  have  shown  greater  efficiency  for  these 
boilers  than  is  possessed  by  any  other  boiler  with  which  we  are  familiar.  This  is  true 
both  as  to  prime  and  flue  heating  surface.  We  are  able  to  claim  that  they  will  generate 
more  steam  than  any  boiler  made  to-day.    They  are  the  vertical  sectional  type. 

The  sections  are  assembled  with  heavy  cast  iron  slip  nipples,  held  together  with 
wrought  iron  rods  which  pass  through  the  cored  openings  in  the  sections,  but  do  not 
come  in  contact  with  the  fire  or  water.  The  cast  iron  slip  nipples  used  are  perfectly 
machined.  ^  The  holes  in  the  section  are  reamed  with  the  same  exactness.  This  insures 
a  perfect  iron  to  iron  connection. 
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WEIUS  HOUSE  HEATING  BOILERS 

THE  "ANNAPOLIS"  STEAM  AND  "WEST  POINT"  HOT  WATER 

VERTICAL   SECTIONAL  TYPE 

GKNERAI^  DESCRIPTION  —  Continued 

Special  attention  has  been  paid  to  the  fuel  carrying  capacity  of  the  Fire  Pot  which 
is  exceptionally  deep.  This  insures  a  lasting  and  steady  fire  which  requires  but  little 
attention. 

The  Ash  Pit  is  large  and  of  proper  height  to  allow  for  the  free  circulation  of  air 
under  the  grates.  The  door  of  the  pit  is  large  enough  to  allow  the  removal  of  ashes 
without  difficulty.  The  ash  pit  door  is  arranged  with  the  Butterfly  type  of  draft  door. 
This  is  connected  to  the  automatic  damper  regulator  for  steam  and  provided  with 
ratchet  for  regulating  draft  on  the  Water  Boiler. 

The  fire  travel  is  upward  between  the  overhanging  heating  surface  of  each  section. 
This  overhanging  surface  is  provided  with  an  opening  on  either  side  of  each  section. 
These  openings  are  so  arranged  with  Baffle  plates  as  to  form  a  flue  through  which  the 
fire  travels  to  the  rear  of  the  boiler,  then  traveling  upwards  enters  the  outer  row  of 
flues  on  each  side  of  the  boiler. 

This  course  brings  the  heated  gases  to  the  front  of  the  boiler,  then  back  through 
the  center  rows  of  flues  to  the  smoke  outlet.  It  can  be  readily  seen  by  this  extensive 
fire  travel,  through  which  the  heated  gases  must  pass  before  leaving  the  boiler,  that 
a  very  large  per  cent  of  the  heat  units  in  the  fuel  is  absorbed  by  the  water.  This 
insures  a  very  low  smokestack  temperature. 

The  grates  are  of  the  rocking  and  dumping  variety  and  are  adapted  for  burning 
either  hard  or  soft  coal.  Grate  stops  are  placed  in  front  of  the  ash  pit  so  that  by  turn- 
ing from  one  position  to  another,  grates  may  be  dumped  or  be  shaken  without  danger 
of  dumping,  or  when  grates  are  perfectly  level  be  locked  in  that  position. 

The  several  doors  on  the  front  section  are  fitted  to  the  section,  doing  away  with 
loose  door  frames.  The  clean  out  doors  are  so  located  as  to  make  all  parts  of  the 
boiler  easily  cleaned.  The  fire  door  is  of  large  area,  which  permits  of  easy  firing.  The 
clinker  door  at  the  grate  line  is  of  ample  size  to  permit  of  the  thorough  and  easy 
cleaning  of  the  fire  at  that  point. 

Openings  are  cored  in  the  back  section  to  permit  the  insertion  of  a  pipe  coil  in 
the  fire  box  for  heating  water  for  domestic  purposes. 

The  smoke  hood  on  the  back  section  is  provided  with  Butterfly  draft  door  and 
so  arranged  that  the  smoke  pipe  can  be  taken  off  the  rear  or  top  of  the  smoke  hood. 

The  crown  sheet  and  other  heating  surfaces  of  the  different  sections  are  so  ar- 
ranged that  two-thirds  of  the  total  heating  surface  of  the  boiler  is  prime  heating 
surface. 

For  Prices,  Ratings  and  Dimensions  see  following  pages. 
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WEIL'S  HOUSE  HEATING  BOILERS 


Proiit  \'ievv 

For  Dimensions,  Ratings  and  Prices  see  following  page. 
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WEIL'S  HOUSE  HEATING  BOILERS 


•ANNAPOLIS'^  STEAM 


DIMKNSIOlSrS,    RATINGS    AND  PRICKS 


FIFTEEN  INCH  SERIES 


No.  Heater 

No.  Sec. 

Size  of  Fire  Box 

No.  Outlet* 

Lenjdth  Heater 

SizeAah  Base 

Steam  Rating 

Urt  Price 

415 

515 
615 
715 

4 

5 
6 
7 

I7I/2  X  15-^4  in. 
17'/2x21  in. 
I  71  2  X  26H  in. 
17!  2  X  31'  ,  in. 

2-3  in. 

2-3  in. 
2-3  in. 
2-3  in. 

19  in. 
24  in. 
29^  in. 
341/?  in. 

25  X  20  in. 
25  X  25  in. 
25  X  30  in. 

25  X  36  in. 

1  375. 

'  500 
625 
750 

$  189.00 
234.00 
279.00 
324,00 

49     in.    Height  from  floor  to  top  of  tapping  bosa. 
2B]4  in-     Width  of  heater.        42%  in.    Height  of  water  line 
16     in.    HetgKt  from  top  of  grate  to  crown  sheet. 
714  in.    Height  from  top  of  grate  to  bottom  of  fire  door. 

1 1 14  in-    Height  under  grate  m  ash  pit. 
10     in.    Add  to  length  of  heater  for  smoke  hood. 
o}4  X  14  in.    Size  of  fire  door  opening. 
8     in.  Size  of  smoke  pipe. 

T 

WENTY-ONE  INCH  SERIES 

No.  He«t«r 

No.  Sec. 

Sae  of  Fire  Box 

No.  Outlets 

Length  Heater  ' 

Size  Ath  Base 

Steam  Rating 

Lwt  Price 

421 

521 
621 
721 

821 

4 

5 
6 
7 
8 

21  X  2  1  in. 
2  1  X  28  in. 
21  X  35  in. 
21  X  42  in. 
21  X  49  in. 

2-4  in. 
2-4  in. 
2-4  in. 
2-4  in. 
2-4  in. 

~28  hi. 
35  in. 
42  in. 
49  in. 
56  in. 

28  X  29  in. 
28  X  3%  in. 
28  X  43  in. 
28  X  50  in. 
28  X  57  in. 

800  ~ 
1000 
1200 
1400 
1600 

$  340.00 
400.U0 
460.00 
520.00- 
580.00 

60  in.    Height  from  floor  to  top  of  tapping  bou. 
39  in.    Width  of  heater.         52  In.    Height  of  water  line. 
20  in.    Height  from  top  of  grate  to  crown  sheet. 
9  in.    Height  from  top  of  grate  to  bottom  of  fire  door. 

12     in.    f-feight  under  giate  in  ash 
(0     in.    Size  of  smoke  pipe. 

10  in.    Add  to  length  of  heater  fo 

11  X  lb  in,  size  of  fire  door  opening 

pit. 

r  smoke  hooc 

^TWENTY-EIGHT  INCH  SERIES 

No.  Heater 

No.  Sec. 

Size  oi  Fire  Box 

No.  Outlets 

Length  Heater 

Size  Aah  Base 

Steam  Rating 

List  Price 

528 
628 
728 
828 
928 

5 
6 
7 
8 

9 

28  X  28  in. 
28  X  35  in. 
28  X  42  in. 
28  X  49  in. 

28  X  56  in. 

2-4  in. 

2-  4  in. 

3-  4  in. 
3-4  in. 
3-4  in.  1 

35  in.'^ 
42  in. 
49  in. 
56  in. 
63  in. 

36x  36  in. 
36  X  43  In, 
36  X  50  in. 
36  x  57  in. 
36  X  64  in. 

1350 
1700 
2050 
2400 
2750 

$  505.00 
609.00 
714.00 
818.00 

923.00 

65  in.  Height 

47  in.  Width 

22  in.  Height 

1 1  in.  Height 


from  floor  to  top  of  tapping  boss, 
of  heater.        56^2  in.    Height  of  water  line, 
from  top  of  grate  to  crown  sheet, 
from  top  of  grate  to  bottom  of  fire  door. 


11  in.    Height  under  grate  in  ash  pit. 

14  in.  Add  to  length  of  heater  for  smoke  hood. 
11x18  m.    Size  of  fire  door  opening. 

12  in.    Size  of  smoke  pipe. 


THIRTY-SIX  INCH  SERIES 


No.  Heater 

No.  Sec. 

Size  of  fire  box 

No.  Outlets 

1     Length  Heater 

Size  Ash  Base 

Steam  Rating 

Li<l  Price 

536 

5 

36x  344'in!~ 

2-5  in: 

!     42  H  in. 

44  X  431/2  in. 

2100 

$  730.00 

636 

6 

36  X  43  in. 

2-5  in. 

,51  in. 

44  X  52  in. 

2625 

845.00 

736 

7 

36  X  5  1 !  2  in. 

3-5  in. 

!     591  2  in. 

44- X  601  2  in. 

3150 

960.00 

836 

8 

36  X  60  in. 

3-5  in. 

:     68  in. 

44  X  69  in. 

3675 

1075.00 

936 

9 

36  X  68'  2  in. 

4-5  in. 

i     761 2  in 

44  X  771?  in. 

420O 

1 190.00 

62  in.  Height  of  water  line. 

71  in.  Height  from  floor  to  top  of  tapping  boss. 

56  in.  Width  of  heater, 

24  in.  Height  from  top  of  grate  to  crown  sheet. 

13  in.  Height  from  top  of  grate  to  bottom  of  fire  door. 


10^  in.    Height  under  grate  in  ash  pit. 

16  in.    Size  of  smoke  pipe. 

12  X  22  in.    Size  of  fire  door  opening. 

18  in.    Add  to  length  of  heater  for  smoke  hood. 


All  Boilers  will  be  tapped  as  above  unless  otherwise  specified. 
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WEIL    BROS.,  CHICAGO 


WEIL'S  HOUSE  HEATING  BOILERS 

"WEST  POINT"  HOT  WATER 


Front  View 


For  Dimensions,  Ratings  and  Prices  see  following  page. 
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WEIL'S  HOUSE  HEATING  BOILERS 


'WEST  POINT"  HOT  WATER 


DIMENSIONS,    RATINGS    AND  PRICKS 


FIFTEEN  INCH  SERIES 


No.  HMter 

No.  Sec. 

Size  Fire  Box 

No.  Outlets 

Length  Healer 

Size  Ash  Baie 

Water  Ratinl 

1        List  Price 

4150 

5150 
6150 
7150 

1  ^ 

6 

7 

17H  X  1534  in. 
171/2  X  21  in. 
171/2  x26'4  in. 
171 ,  X  31H  in. 

2-3  in. 
2-3  in. 
2-3  in. 
2-3  in. 

19  in. 
24  in. 

29^^  in. 
341?  in. 

25  X  20  in. 
25  X  25  in. 
25  X  30  in. 
i      25  X  36  in. 

600 
800 
1000 
i  1200 

$  179.00 
'  224,00 
269.00 

49     in.    Height  from  floor  to  top  of  tapping  boss. 
2S14  in.   Width  of  heater. 

16     in.   Height  from  top  of  grate  to  crown  sheet. 
714  in.    Height  from  top  of  grate  to  bottom  of  fire  door 

ll}4  in.    Height  under  grate  in  ash  pit. 
8     in.    Size  of  smoke  pipe. 

10     in.    Add  to  length  of  heater  for  smoke  hood. 
8,^2  X  14  in.    Size  of  lire  door  opening. 

TWENTY-ONE  INCH  SERIES 

No.  Heater 

No.  Sec. 

Size  Fire  Box 

No.  Outlet* 

1    Length  Heater 

Size  Ash  Baie 

Water  Ratin| 

List  Price 

4210 
5210 
6210 
7210 
8210 

4 

5 
6 
7 
8 

21  X  21  in. 
21  X  28  in. 
21  X  35  in. 
21  X  42  in. 
21  X  49  in. 

2-4  in. 
2-4  in. 
2-4  in. 
2.4  in. 

1     28  in. 
35  in. 
42  in. 
49  in. 
56  in. 

28  X  29  in. 
28  X  36  in. 
28  X  43  in. 
28  X  50  in. 
28  X  57  in. 

T325~ 
1650 
2000 
2325 
2650 

$  330.00 
390.00 
450.00 
510.00 
570.00 

60  in.    Height  from  floor  to  top  of  tapping  boss. 
39  in.    Width  of  heater. 

20  in.    Height  from  top  of  grate  to  crown  sheet 
10  in.    Size  of  smoke  pipe. 

9     in.    Height  from  top  of  grate  to  bottom  ol 
12     in.    Height  under  grate  in  ash  pit. 

10  in.    Add  to  length  of  heater  for  smoke  hot 

11  X  16  in.    Size  of  fire  door  opening. 

fire  door. 
>d. 

TWENTY-EIGHT  INCH  SERIES 

No.  Heater 

No.  Sec. 

Size  Fire  Box 

No.  Outlets 

Length  Healer 

Size  Ash  Base 

Water  Rating 

List  Price 

5280 
6280 
7280 
8280 
9280 

5 
6 
7 

8 
9 

28  X  28  in. 
28  X  35  in. 
28  X  42  in. 
28  X  49  in. 
28  X  56  in. 

~2-4  in7  " 

2-  4  in. 
3.4  in. 

3-  4  in. 
3-4  in. 

35  in. 
42  in. 
49  in. 
56  in. 
63  in. 

36  X  36  in. 
36  X  43  in, 
36  X  50  in. 
36  X  57  in. 
36  X  64  in. 

2225 
2800 
3380 
3960 
4535 

$  495.00 
599.00 
704.00 
798.00 
903.00 

65  in.    Height  from  floor  to  top  of  tapping  boss. 
47  in,    Width  of  heater. 

22  in.    Height  from  top  of  grate  to  crown  sheet. 
12  in.    Size  of  smoke  pipe. 

U     in.    Height  from  top  of  grate  to  bottom  of  fire  door, 

11     in.    Height  under  grate  in  ash  pit. 

14     in.    Add  to  length  of  heater  for  smoke  hood. 

11  X  18  in.    Size  of  fire  door  opening. 

THIRTY-SIX  INCH  SERIES 

No.  Heater 

No.  See. 

Size  Fire  Box 

No.  Outlet* 

Length  Heater 

Size  Ash  Base 

Water  Rating 

List  Price 

^  5360  ' 
6360  ! 
7360 
8360 
9360  1 

5 

6 

I 

9 

36  X  341/2  in. 
36  X  43  in. 
36  X  511/^  in. 
36  X  60  in. 
36  X  68H  in. 

2-  5  in. 

3-  5  in. 
3-5  in. 
4.5  in. 

421/2  in. 
51  in. 

591/2  in. 
68  in. 
761/ 

44^3i^in^ 
44  X  52    in.  ' 
44  X  6OI4  in. 
44  X  69  in. 
44  X  771/7  in. 

3450  1 
4325 
5200  1 
6050  i 
6925  1 

$  710.00 
825.00 
940.00 
1055.00 
1170.00 

71  in.  Height  from  floor  to  top  of  tapping  boss 

58  in.  Width  of  heater. 

13  in.  Height  from  top  of  grate  to  bottom  of  fire  door. 

24  m.  Height  from  top  of  grate  to  crown  sheet. 


lO^ii  in.    Depth  of  ash  pit  under  rate. 

16     in.  Size  of  smoke  pipe. 

12  X  22  in.   Size  of  fire  door  opening. 

18     in.  •  Add  to  length  of  heater  for  smoke  hood. 


ALL  BOILERS  WILL  BE  TAPPED  AS  ABOVE  UNLESS  OTHERWISE  SPECIFIED 


572  ■  WEIL    BROS.,  CHICAGO 

WEIUS  HOUSE  HEATING  BOILERS 


"YALE"  STEAM 


View  of  Sections 
G  K  N  E  R  A       D  E  S  C  R  I  1*  *r  I  O  N 

The  succesful  result  of  an  effort  to  produce  a  first-class  heater  at  a  moderate 

cost. 

Single  piece  ash-pit,  fire-pot,  sections  and  dome. 

All  connections  made  by  heavy  cast-iron  tapered  nipples  in  center  of  boiler.  One 
connection  makes  erection  simple.  Center  connection  means  a  faster  steam  generation 
and  less  friction  in  the  water  travel. 

Grates— rocking  and  dumping  variety.  Shaking  lever  lock  holds  grates  perfectly 
level.    By  throwing  lock  a  half-turn,  the  fire  can  be  dumped  into  the  ash-pit. 

The  corrugated  surface  of  the  fire-pot  increases  the  efficiency  about  one  third. 


No  dead  fire  at  the  outer  walls. 

Water  arms  extend  to  the  crown-sheet  supplying  enough  water  to  prevent  the 
boiler  priming. 

Deep  fire-pot  with  fire-door  at  the  top  permits  carrying  the  fire  a  greater  length 
of  time.  This  means  an  economic  consumption  of  coal.  There  is  a  large  space  for 
perfect  combustion  due  to  the  distance  between  bottom  of  fire  door  and  crown  sheet. 

Clean-out  door  in  front  and  rear. 

Boiler  connected  on  outside  by  four  heavy  rods. 

Equipment  includes  all  necessary  trimmings — automatic  damper  and  regulator, 
water-gauge,  gauge-cocks,  safety-valve,  water-column,  steam-gauge,  fire-tools,  etc. 
For  Dimensions,  Ratings  and  Prices  see  following  page. 
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WEIL'S  HOUSE  HEATING  BOILERS 


"YALE"  STEAM 


Front  View  ■  Side  VieM 

DIMENSIONS.    RATINGS   AND  PRICKS 


No.  of  Heater 

Size  of  Fire  Pot 

Height  from  Floor  to 
Top  ol  Flow  Outlet 

Height  from  Floor  to 
Center  of  Lower 
Tapping  Bobs 

;    Tapping  Each  Inlet 
and  Outlet 

Size  of  Smoke  Pipe 

Height  to  Top  of 
Smoke  Outlet 

Height  of  Water  Lint 

Size  of  Fire  Door 

Height  Under  Grate 
in  Ash  Pit 

Diameter  of  Ash  Base 

c2 

List  Price 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

• 

1019 

19 

48 

15  K 

2-21 2 

7 

43 

41 

1014x9 

121  2 

261 2 

300 

$  149.00 

2019 

19 

52^ 

15' 4 

2-212 

7 

47 

451/4 

10!  4x9 

121 2 

26!2 

350 

167.00 

3019 

19 

56>2 

15K 

2-21/2 

7 

51J/2 

^91 2 

1014x9 

121/2 

26!2 

400 

193.00 

1022 

22 

501 4 

16'  . 

2-3 

9 

451  2 

4134 

12x81/2 

13 

30 

450 

206.00 

2022 

22 

54!/2 

16'", 

2-3 

9 

50 

46X 

12x8VS 

13 

30 

525 

226.00 

3022 

22 

58^>4 

16' 2 

2-3 

9 

54I2 

50^4 

12x81/2 

13 

30 

600 

246.00 

1025 

25' 

52 

19 

2-3i/> 

9 

48 

43H 

13x  9 

14 

35 

650 

287.00 

2025 

25 

57 

19 

2-31  ■> 

9 

53 

48 

13  X  9 

14 

35 

725 

309.00 

3025 

25 

62 

19 

2-31/; 

9 

58 

52I2 

13x  9 

14 

35 

800 

331.00 

Height  from  Top  of  Grate  to  Bottom  of  Fire  Door  1B%  inches. 
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WEIL    BROS.,  CHICAGO 


WEIUS  HOUSE  HEATING  BOILERS 


'VASSAR"  HOT  WATER 


View  of  Sections  and  Fire  Pot 
GKNKRAI,  DESCRIPTION 

The  "Vassar"  is  in  our  judgment  the  best  Hot  Water  Heater  manufactured. 

The  fire-pot  is  ahiiost  a  heater  in  itself.  It  is  extra  deep,  which  gives  of  course, 
a  large  combustion  chamber.  The  corrugated  surfaces  increase  the  heating  efficiency 
about  one-third. 

The  baffle  plate  is  cast  solid  to  the  fire-pot  section,  and  comes  in  direct  contact 
with  the  hottest  gases.  The  flue  openings  are  of  proper  size.  In  addition  to  this,  there 
are  two  or  more  sections  placed  over  the  fire-pot,'  which  absorb  a  large  per  cent  of  the 
remaining  gases.  These  sections  are  placed  above  each  other,  with  flue  openings  that 
are  staggered,  so  that  the  heated  gases  do  not  have  a  direct  travel. 

The  sections  are  connected  by  means  of  heavy  perfectly  machined  cast  iron  push 
nipples  and  are  drawn  together  by  heavy  bolts  on  outside  of  Heater  making  it  simple 
and  easy  to  erect. 

The  door  of  the  fire-pot  is  large.  Each  section  is  supplied  with  a  clean-out  door 
and  there  is  a  clinker  door  placed  on  a  level  with  the  grate. 

The  grate  and  ash  pit  represent  the  acme  of  perfection  in  heater  manufacture. 
The  grates  are  of  the  rocking  and  dumping  variety,  and  permit  the  burning  of  hard 
or  soft  coal,  or  wood. 

There  are  two  outlets,  one  on  each  side  of  smoke  pipe  and  the  fire-pot  is  cored 
on  the  left  hand  side  for  coil. 


Ash  Pit 

The  ash  pit  is  fitted  with  a  simple  lock,  which  prevents  accidental  dumping,  while 
shaking.  It  is  so  made  that  the  grates  can  be  either  shaken  or  dumped  at  the  will  of 
the  operator.  The  ash  pit  door  is  large,  while  the  ratchet  feed  draft  door  enables  the 
operator  to  regulate  the  drafts  perfectly. 


WEIL    BROS.,  CHICAGO 
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WEIUS   HOUSE   HEATING  BOILERS 

"VASSAR"  HOT  WATER 


DRAFT 


r 


Front  View  c:^  tt- 

Side  View 

DIMENSIONS,     RATINGS    AND  PRICKS 


Number 

Height  to 
To^  Out!  eta 

Dhuneter  of 

'  Size  of 
Fire  Pot 

HeiKht  from  tap 
of  KT>te  to  bot- 
tom of  fire  door 
Inchei 

Outlet* 
No.  and  Size 

Inlet* 

No.  Mid 

Ratingt 

Li»t  Price 

2m 

3170 
4170 

45 
49 

53 

25  H 
25H 

251/4 

17 
17 
17 

12  x9 
12x9 
12x9 

12/2 
12/2 
12/2 

2-2 
2-2 
2-2 

3 
3 
3 

7 
7 
7 

400 
500 
550 

$  130.00 
140.50 
153.50 

2190 
3190 
4190 

46 
50 
54 

2714 
2714 
2714 

19 
19 
19 

12  X  9 
12  x9 
12x9 

131/2 
13/2 
131/2 

2-2/2 
2-2/2 
2-2/2 

3 
3 

8 
8 
8 

675 
750 
825 

187.50 
197.00 
210.50 

2220 
3220 
4220 

47^ 

52 

56^4 

3014 
3014 
3014 

22 
22 
22 

13x91/2 
13x91/2 
13x91/2 

\3}4 
\3H 
\3% 

2-3 
2-3 
2-3 

4 
4 

4 

9 
9 
9 

800 
875 
950 

207.50 
217.50 
230.00 

1250 
2250 
3250 
4250 

451/2 
50 
54H 
59 

3314 
3314 
3314 
3314 

25 
25 
25 
25 

13x91/2 
13x91/2 
13x9^2 
13x9/2 

13H 
13K 
13?^ 
13^ 

2-3 
2-3 
2-3 
2-3 

4 
4 
4 
4 

10 
10 
10 
10 

1050 
1150 
1250 
1350 

274.00 
290.00 
307.00 
325.00 

2280 
3280 
4280 
5280 

32 

57 
62 
67 

363i 
36  ^< 
36X 

28 
28 
28 
28 

13x9/2 
13x9/2 
13x9/2 
13x9/2 

13 
13 
13 
13 

2-4 
2-4  . 
2-4 
2-4 

5 
5 
5 
5 

12 
12 
12 
12 

1400 
1500 
1600 
1700 

336.00. 
350.00- 
372.50 
389.50 
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WEIL'S  HOUSE  HEATING  BOILERS 

"PURDUE"  HOT  WATER 


WEIL  BROS, 


i  CHiCAGO.  ILL. 


m  -no 


DRAFT 


Front  View 


For^Dimensioiis,  Ratings  and  Prices  see  following  page. 
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WEIUS  HOUSE  HEATING  BOILERS 


"PURDUE"    HOT  WATER 


GENEJRAI,  DESCRIPTION 


The  Purdue  Water  Heater  is  of  the  same  general  construction  as  the  Yale  Steam 
Heater,  which  is  illustrated  in  the  preceding  pages,  with  exception  of  a  narrow  dome 
or  top  section,  as  the  larger  dome  on  the  Yale  is  only  for  reserve  steam  space.  The 
Purdue  is  a  very  economical  heater,  as  the  fire  surfaces,  in  shape  of  extending  arms 
and  corrugated  surfaces  in  fire  pot,  add  greatly  to  make  it  very  efficient. 

The  Purdue  also  has  the  single  tapered  cast  iron  nipple  connection  in  center  of 
the  boiler. 

Clean  out  doors  are  placed  both  in  front  and  in  rear  which  make  every  part  of 
the  boiler  accessible  to  be  thoroughly  cleaned— one  of  the  most  essential  points  to  be 
considered  in  the  purchase  of  a  heater  of  any  kind. 

•    ^  '.\.  .-■ 


DIMENSIONS,    RATINGS    AND  PRICES 


No.  of  Heater 

Size  of  Fire 
Pot 

Height  to  Top 
of  Tapping 
Boss 

Tappings  Each 
Inlets  and 
Outlets 

Size  of  Smoke 
Pipe 

Height  to  Top 
of  Smoke 
Outlet 

Size  of  Fire 
Door 

Diameter  of 
Ash  Base 

Height  from 
Floor  to  Center 

of  I,ower 
Tapping  Boss 

Ratings 

I,ist  Price 

219 
319 
419 

19  in. 
19  in. 
19  in. 

47^4  in. 
511/2  in. 
54'y4  in. 

2-2 1 2  in. 
,2-21 2 
2-21 2  in. 

7  in. 
7  in. 
7  in. 

481/4  in. 
521/2  in. 
56'H  in. 

1 1  4  X  8!  2  in. 
11  4x81/2  in. 
1 1  4  X  84  in. 

27  in. 
27  in. 
27  in. 

153^  in. 
\5y4  in. 
1.5^  in. 

500 
575 
650 

$  140.50 
158.00 
184.00 

222 
322 
422 

22  in. 
22  in. 
22  in. 

481/4  in. 
521/2  in. 
56h  in. 

2-3  in. 
2-3  in. 
2-3  in. 

9  in. 
9  in. 
9  in. 

4914  in. 
531/2  in. 
57^4  in. 

I  1  4  X  84  in. 

I I  4  X  84  in. 
1  I  4  X  84  in. 

30  in. 
30  in. 
30  in. 

164  in. 
164  in. 
164  in. 

750 
650 
950 

197.00 
213,50 
230.00 

225 
325 
425 

25  in. 
25  in. 
25  in. 

5p2in. 
56"/  in. 
6\h  in. 

2-31 2  in. 
2-3' 2  in. 
2-34  in. 

9  in. 
9  in. 
9  in. 

524  in. 
57'  2  in. 
624  in. 

13  x9  in. 
13  X  9  in. 
13     X  9  in. 

35  in. 
35  in, 
35  in. 

19  in. 
,19  in. 
19  in. 

1075 
1200 
1325 

277.50 
299.50 
321.00 

Height  from  top  of  grate  to  bottom  of  fire  door,  13^  inches. 
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WEIL'S  CAST  IRON  RADIATORS 


SINGLE  COLUMN 
FLOR  ENTINE  DESIGN 


IvISTS   OF  SIZES 


HEATING  SURFACE 

No.  of 

*  Length 

38  in. 

32  in. 

26  in. 

22  in. 

18  in. 

Sections 

Inches 

Height 

Height 

Height 

Height 

Height 

3  sq  ft 

2M  sq.  ft. 

2  sq.  ft 

1      sq  ft 

IM  sq.  ft 

per  sec. 

per  sec. 

per  sec 

p>er  sec. 

per  sec. 

2 

5 

G 

5 

4 

3^ 

.3 

7-2 

9 

0 

5 

4 

4 

10 

12 

10 

S 

6^:5 

5H 

5 

15 

i2>'; 

10 

6% 

6 

15 

18 

15 

12 

10 

8 

7 

17'^, 

21 

17K 

14 

91^ 

10% 

8 

20 

24 

20 

16 

13  H 

i) 

22'. 

27 

22  M 

18 

15 

12 

10 

25 

30 

25 

20 

16M 

13  3^ 

142^ 

11 

27'  . 

33 

27>a^ 

22 

\SH 

12 

30 

36 

30 

24 

20 

16 

13 

32 '  ; 

39 

32 

26 

17H 

'  14 

35 

42 

35 

28 

23 

15 

37'-, 

45 

37 

30 

25 

20 

16 

40 

48 

40 

32 

26^;^ 

21  '4 

17 

42'', 

51 

42'.^ 

34 

28 '.-3 

22  H 

18 

45 

54 

45 

3() 

30 

24 

19 

47  ■  , 

57 

47 

38 

3  1  i 

25  H 

20 

50 

60 

50 

40 

33 

28 

21 

52  W 

63 

52  j  ; 

42 

3:) 

22 

55 

66 

55 

44 

:mi 

29  H 

23 

69 

57'  : 

46 

38  >^ 

30  3i 

24 

GO 

72 

60 

'18 

40 

32 

25 

62y, 

75 

621.^ 

50 

4 1 

33  H 

26 

65 

78 

65 

52 

43  H 

34  K 

27 

67  M 

81 

67;< 

54 

45 

36 

28 

70 

84 

70 

56 

462-^ 

37^ 

29 

72 

87 

72  •  < 

58 

48 

38'^ 

30 

75 

90 

75 

60 

50 

40 

31 

77K 

93 

77 

62 

ryiH 

41H 

32- 

80 

96 

80 

64 

53  K 

422^  . 

*  In  estimating  length  of  Radiator  allow  %  inch  for  each  hushing.  At)Ove  Radiators  are  tapped 
2  inches  and  bushed  as  per  list  on  page  590.    Kach  section  is  4^2  inches  wide.    Width  of  I^egs  5^  inches. 
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FO  R 

STEAM    AND  WATER 


ly  I  >S  T  vS  OF  SIZES 


HEATING 

SURFACE 

No.  of 

*Length 

4^  in 

38  in. 

32  in. 

26  in. 

22  in 

1 8  in 

Sections 

Inches 

Height 

Height 

Height 

Height 

Height 

Height 

5  sq.  ft. 

4  sq.  ft. 

sq.  ft 

2?^  sq.  ft 

2Ksq  ft. 

IK  sq.ft. 

per  sec. 

per  sec. 

per  ser 

per  sec. 

per  sec. 

per  sec. 

2 

5 

10 

1  8 

4K 

VA 
^% 

;i 

15 

12 

10 

8 

10% 

4 

U) 

20 

16 

13  H 

9 

7 

5 

12  '< 

25 

20 

16% 

13% 

iiX 

0 

15 

30 

24 

20 

16 

13K 

7 

17K 

35 

28 

23M 

18% 

n% 

8 

20 

40 

32 

26% 

21^ 

18 

14 

9 

22  K 

45 

36 

30 

24 

20  % 

15K 

10 

25 

50 

40 

33  M 

26% 

17K 

1  1 

27  K 

55 

44 

36% 

29  H 

24  K 

19K 

12 

30 

GO 

48 

40 

32 

27 

21 

i:; 

.32 '  < 

65 

52 

43  H 

34% 

29  K 

22K  . 

14 

35 

70 

56 

46% 

37  H 

31  !^ 

24  K 

15 

:j7'< 

75 

()0 

50 

40 

33  K 

26X 

40 

SO 

04 

53  H 

42% 

36 

28 

17 

42 '< 

85 

08 

5G% 

45  H 

38*4^ 

29 

18 

45 

Ot) 

72 

GO 

48 

40  M 

31>< 

U) 

47'-; 

<.)5 

7() 

63  H 

50% 

42  K 

33>:r 

LH) 

50 

100 

80 

06% 

53  H 

45 

35 

21 

52 '  ; 

105 

S'l 

70 

56 

47 

36 

')'> 

55 

I  10 

88 

731^ 

58% 

49V< 

38V^ 

2; -J 

57 '  :> 

1  15 

02 

76% 

61% 

51K 

40X 

24 

(it) 

120 

06 

80 

64 

54 

42 

25 

02 ' ; 

125 

100 

S3H 

66% 

56  K 

43K 

20 

05 

130 

104 

86% 

69% 

58  K 

45K 

27 

07  M' 

135 

108 

90 

72 

60  K 

47^ 

28 

70 

140 

112 

03  M 

74% 

63 

49 

29 

72 

145 

1  16 

06% 

77H 

65  X 

50K 

30 

75 

150 

120 

100 

80 

67% 

52% 

31 

77K 

155 

124 

103H 

82% 

69  K 

54X 

32 

80 

160 

128 

106% 

85 

72 

56 

*  In  esliinaliiig  l.,ength  of  Radiator  allow  Yz  inch  for  each  bushing.  Above  Radiators  are  tapped 
2  inches  and  bushed  as  per  list  on  page  590.    Each  section  is7H  inches  wide.    Width  of  legs  8/^  inches. 
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WEIL'S  CAST  IRON  RADIATORS 


TH  REE  COLUMN 
FLORENTINE  DESIGN 


1,1  STS  OF  SIZES 


HEATING  SURFACE 

No.  of 

*  Length 

44  in. 

38  In. 

32  In. 

26  In. 

22  In, 

18  In. 

Sections 

Inches 

Height 

Height 
5  sq  ft. 

Hcifehl 

Height 

Height 

Height 

G  sq.  ft. 

4  M  sq .  ft 

3K  sq.  ft 

3  sq.  ft. 

2'<  sq.  ft. 

per  Sec 

per  Sec 

per  Sec 

per  Sec. 

per  Sec. 

[)er  Sec. 

2 

5 

12 

10 

7-2 

6 

4% 

3 

18 

15 

13 

11'^ 

9 

6K 

4 

10 

24 

20 

18 

15 

12 

9 

5 

12  ^; 

30 

25 

22 '  , 

18'4 

15 

11'^ 

6 

15 

30 

30 

27 

22  ' . 

18 

13;; 

7 

17M 

42 

35 

31  -  ; 

20-4 

21 

15K 

S 

20 

48 

40 

36 

30 

24 

18 

9 

2214 

54 

45 

40  ■  ^ 

33  K 

27 

10 

25 

60 

50 

45 

37  M 

30 

22y, 

11 

27;^ 

66 

55 

4\% 

33 

24% 

12 

30 

72 

60 

54 

45 

36 

27 

13 

32>< 

78 

65 

58 '4 

48  K 

39 

29  X 

14 

35 

84 

70 

63 

52K 

42 

31 K 

15 

37K 

90 

75 

67  K 

56  X 

45 

33  K 

16 

40 

96 

80 

72 

60 

48 

36 

17 

42K 

102 

85 

76^2 

63  K 

51 

38  X 

18 

45 

108 

90 

81 

67 

54 

40'/^ 

19 

47'^ 

114 

95 

85  'X 

71  !< 

57 

42  K 

20 

50 

120 

100 

90 

75 

60 

45 

21 

52  K 

126 

105 

94  K 

7W, 

63 

47li 

22 

55 

132 

1 10 

99 

82  >^ 

66 

49;^ 

23 

57M 

138 

1 15 

103>^ 

86  •/4 

69 

51K 

24 

60 

144 

120 

lOS 

90 

72 

54 

25 

62  K 

150 

125 

1  I2>, 

93 

75 

56 

26 

65 

156 

130 

117 

97  '  ; 

78 

58  M 

27 

67  M 

162 

135 

1 2  I  'X 

lOl 

SI 

60  3  4" 

28 

70 

168 

140 

126 

105 

84 

63 

29 

72;^ 

174 

145 

130'^ 

108K 

87 

65  % 

30 

75 

180 

150 

135 

wiy^ 

90 

67  K 

31 

77K 

186 

155 

139 

1 16 '4 

93 

69  K 

32 

80 

192 

160 

144 

120 

96 

72 

*  In  estimating  length  of  Radiator  allow  ^  inch  for  each  bnshing.  Above  Radiators  are  tapped 
2  inches  and  bushed  as  per  list  on  page  590.    Each  section  is  9>i  inches  wide.    Width  of  legs,  10  inches. 
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WEIL'S  CAST  IRON  RADIATORS 


FOR 

STEAM    AND  WATER 


FOUR  COLUMN 
FLORENTINE  DESIGN 


A-3753 

I^ISTvS  OF  SIZES 


HEATING  SURFACE 

No.  of 

44  in. 

38  in. 

32  in 

26  in. 

22  in. 

18  in. 

Section-^ 

Inches 

Height 

Height 

Height 

Height 

Height 

Height 

10  sq.  ft 

sq.  ft. 

7  sq .  f  t. 

5M  sq.  ft.. 

4M  sq.ft. 

3K  sq.ft 

per  sec 

per  sec. 

per  sec. 

per  sec. 

per  sec. 

per  sec. 

2 

20 

17 

14 

11 

9 

7 

3 

8X 

30 

25  K 

21 

16K 

13K 

lOK 

4 

1 1 

40 

34 

28 

22 

18 

14 

5 
() 

50 

423^ 

35 

27K 

22K 

17>^ 

00 

51 

42 

33 

27 

21 

4 

70 

59K 

49 

38K 

31K 

24>^ 

8 
9 

22 

80 

68 

50 

44 

36 

28 

24K 

90 

7GK 

63 

49K 

40K 

31X 

10 

271^ 

100 

85 

70 

55 

45 

35 

1  1 

30  X 

no 

93  K 

77 

60K 

49K 

38K 

12 

33 

120 

102 

It 

66 

54 

42 

13 

35  K 

130 

llOK 

71K 

58K 

45  K 

14 

38.!^ 

140 

119 

98 

77 

63 

49 

15 

41X 

150 

127>^ 

105 

82K 

67K 

.52K 

10 

44 

100 

136 

112 

88 

72 

56 

17 

40  K 

170 

144  >^ 

119 

93K 

76K 

59M 

18 

4  9  '  -^ 

180 

153 

126 

99 

81 

63 

19 

52 

190 

lOlK 

133 

104 

85K 

66K 

20 

55 

200 

170 

140 

no 

90 

70 

21 

57 

210 

178K 

147 

115K 

94  K 

73;^ 

22 

00|-, 

220 

187 

154 

121 

99 

77 

23 

03.'; 

230 

195K 

101 

126K 

103^2 

805^ 

24 

00 

240 

204 

168 

132 

108 

84 

25 

08 

250 

212>, 

175 

137K 

112M 

<^7K 

26 

71  ^ 

2C0 

221 

182 

143 

117 

91 

27 

74 

270 

229  '4 

189 

148K 

12IK 

94 

2S 

77 

280 

238 

190 

154 

126 

98 

29 

79^, 

290 

240 

203 

I59>^ 

'i30v; 

lOlM 

30 

S2'., 

300 

255 

210 

165 

135 

105 

31 

S5'< 

310 

263 

217 

1 70  ^2 

139K 

108>^  . 

32 

88 

320 

272 

224 

170 

-144 

112 

*  ^"  estimating  length  of  Radiator  allow  %  inch  for  each  bushing.  Above  Radiators  are  tapped 
-  inches  and  bushed  as  per  list  on  page  590.  Each  section  is  12 H  inches  wide.    Width  of  legs  13H  inches. 
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WEIL'S  CAST  IRON  RADIATORS 

SINGLE  COLUMN  —  PURITAN  DESIGN  TWO  C  O  L  U  M  N  —  P  U  R  I T  A  N  DESIGN 


A- 3754  A-3  755 


THREE  COLUMN  —  PURITAN    DESIGN  FOUR     C  O  L  U  M  N  —  P  U  R  IT  A  N  DESIGN 


A-3756  A-3757 


FOR  LISTS  OF  SIZES  SEE  THOSE  ON  PRECEDINCx  PA(;ES  FOR 
FLORENTINE  DESIGN  OF  CORRESPONDING  STYLES. 
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WEIUS   CAST   IRON  RADIATORS 


FIVE  COLUMN  WINDOW 
PURITAN  DESIGN 


A  -  3  7  5  8 


BOX  BASES  FOR  DIRECT  INDIRECT 
HEATING 


A-3759 


HEATING  SURFACE 

* 

20  ill. 

17  in.  • 

14  in. 

No.  of 

Ivength 

Height, 

Height 

Height 

Sect's 

ill. 

6^  sq.  ft, 

4%  sq.  ft. 

4  sq.  ft. 

per  sec. 

per  sec. 

per  sec. 

2 

6 

11 

9% 

8 

3 

9 

16^ 

12 

4 

12 

22 

19 

16 

5 

15 

27^ 

233X 

20 

6 

18 

33 

28% 
33^ 
38 

24 

21 

38 

28 

S 

24 

44 

32 

9 

27 

49M 

42-K 

36 

10 

30 

55 

47% 

40 

11 

33 

60% 

52^ 

44 

12 

36 

66 

57 

48 

13 

19 

11% 

QiH 

52 

14 

42 

77 

66% 

56 

15 

45 

82K 

71 

60 

16 

48 

88 

76 

64 

17 

51 

93 

80K 

68 

18 

54 

99 

85% 

72 

19 

57 

1045^ 

76 

20 

60 

110 

95 

80 

21 

63 

1155^2 

'9  m 

84 

22 

66 

121 

104% 

88 

28 

69 

1265^ 

109K 

92 

24 

72 

132 

114 

95 

25 

75 

137% 

118K 

100 

26 

78 

143 

123% 

104 

27 

81 

148% 

128'^ 

108 

28 

84 

IH 

133 

112 

29 

87 

159% 

1373^ 
142% 

116 

30 

90 

165 

120 

31 

a3 

170% 

147  K 

124 

32 

96 

176 

152 

128 

y\  -  3  7  5  9  Box  Bases  are  made  for 
two,  three  or  four  column  Flo- 
rentine or  Puritan  Design  Radi- 
ators. Bottom  of  Air  Inlet  is 
one  half  inch  above  floor.  The 
damper  arrangement  operates 
both  front  and  back  dampers  with 
one  lever  adjusting  to  atmospheric 
conditions  by  controlling  the  in- 
take of  cold  air  as  desired. 


A-3759 

For 

4 

Sec. 

Radiator, 

Ea.  $1.G0 

A-3759 

For 

5 

Sec. 

Radiator, 

Ea. 

2.00 

A-3759 

For 

6 

Sec. 

Radiator, 

Ea. 

2.40 

A-3759 

For 

7 

Sec. 

Radiator, 

Ea. 

2.80 

A-3759 

For 

8 

Sec, 

Radiator, 

Ea. 

3.20 

A-3759 

For 

9 

Sec. 

Radiator, 

Ea. 

3.60 

A-3759 

For  10 

Sec. 

Radiator, 

Ea. 

4.00 

A-3759 

For 

11 

Sec. 

Radiator, 

Ea. 

4.40 

A-3759 

For  12 

Sec. 

Radiator, 

Ea. 

4.80 

*  In  estimating  length  of  Radiator  allow  %  inch  for  each  bushing.  Above  Radiators  are  tapped 
Z  inches  and  bushed  as  per  list  on  page  590.    Kach  section  is  13  inches  wide.    Width  of  legs,  13  inches. 
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WEIUS   INDIRECT   PIN  RADIATORS 

SINGLE  12  FT.  SECTION 


A-3  7  60 


COMPLETE  STACK,  12  FT. 


A-3761 

SINGLE   20   FT.  SECTION 


A-3762 

COMPLETE  20  FT.  STACK 


A  3763 

DIMENSIONS  OF   PIN   INDIRECT  RADIATORS 

Size  of  section  Length        Width  of  Body    Width  at  Hnbs  Center 

io   Font   41%  111.  in,         10 -/i  in.  2%  n 

20  Foot   • .  .41%  in.    12  in.    u  m.    3%  . 
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WEIUS   DINING  ROOM  RADIATORS 


A-3764 

Dimensions  of  Oven:  Length,  2  ft.  G  in.,  tfeight,  11%  in.,  Depth,  12%  in. 

TWO  COLUMN  38  IN.  HIGH 

.\  umber                                                   ^        2        3  4. 

Length   inches   '  .*  .*  ."  "  35      40      45  50 

Heating  Surface,  Sq.  Ft                      .  .32      40      48  56 

^'^I'l^^-:                                             9      10      11  12 

Length  mches                                         75      gQ      35  qq 

Heatmg  Surface,  Sq.  Ft  96     104    112  120 

TWOCOLUMN44IN.H1GH 

Mimber  101     102     103  104 

Length   inches   35      40  45 

Heatmg  Surface,  Sq.  Ft                        42      52      62  72 

 109    110    111  112 

Length  mches                                           75       §0      85  90 

Heatmg  Surface,  Sq.  Ft  122     132    142  152 

THREE  COLUMN   38  IN.  HIGH 

Number                                                                      ^  o 

Length  inches   ..........* 35  40 

Heating  Surface,  Sq.  Ft  ]  43  53 

Number                                                                      ^  3 

Length  inches   .  [  .  [  .  [  .  [ 65  70 

Heating  Surface,  Sq.  Ft.   *       '  *  "  ]  '  iqq 

THREE  COLUMN  44  IN.  HIGH 

Number.   201    202    203  204 

Length  mches  .  .                                     35      40      45  50 

Heatmg  Surface,  Sq.  Ft                         57      69      81  93 

Number..  209    210    211  212 

Length   inches                                         75      30      35  90 

Heating  Surface,  Sq.  Ft  153    165    177  189 


For  prices  see  page  590. 


5 

6 

7 

8 

55 

60 

65 

70 

64 

72 

80 

88 

13 

14 

15 

95 

100 

105 

128 

136 

144 

105 

106 

107 

108 

55 

60 

65 

70 

82 

92 

102 

112 

113 

114 

115 

95 

100 

105 

162 

172 

182 

3 

4 

5 

6 

45 

50 

55 

60 

63 

73 

83 

93 

9 

10 

11 

12 

75 

80 

85 

90 

123 

133 

143 

153 

205 

206 

207 

208 

55 

60 

65 

70 

105 

117 

129 

141 

213 

214 

215 

95 

100 

105 

201 

213 

225 
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WEIUS   CAST   IRON  RADIATORS 

STANDARD    I,  I  S  T  S    OF  PRICES 
FLORENTINE    OR    PURITAN  DESIGNS 


STEAM    OR  WATER 

Height      -      -      -     Inches         U  17       IS        20        22       26       32         38        44  45 

Per  Square  Foot   $0.64    .59    .58    .57    .53    .50    .46    .42    .42  .42 

DINING   ROOM   RADIATOR  OVENS 
FOR    TWO    OR    THREE    COLUMN  RADIATORS 

Price  of  Oven  only  to  be  added  to  that  of  Direct  Radiator  $35.00 

SPECIAL  RADIATORS 

Following  Prices  to  be  added  to  those  of  Direct  Radiators 

STEAM  '  WATER 


Each 

Section 

$0.58 

Circular  . 

Each 

Section 

$0.92 

Each 

Section 

.58 

Each 

Section 

.92 

Each 

Radiator 

3.80 

Each 

Radiator 

4.75 

Each 

Section 

.16 

Window  . 

Each 

Section 

.32 

Each 

Section 

.34 

Stairwav 

Each 

Section 

.68 

Fitted  for 

Marble 

Each 

Radiator 

.85 

Top  , 

Each 

Radiator 

.85 

Each 

Section 

.15 

Cast  Top, 

3  Col. . 

Each 

Section 

.20 

Each 

Section 

.15 

Cast  Top, 

3  Col. . 

.  Each 

Section 

.20 

Fitted  for  Marble 

Top   

Cast  Top,  2  Col. .  . 
Cast  Top.  2  Col. .  . 

SPECIAL   TAPPING    AND    SPECIAL  LEGS 

For  changing  location  of  or  providing  for  additional  Tapping  an  extra  charge 
will  be  made  of  50  cents  per  tapping  ;  with  Double  Hub  Tapping  an  additional  charge 
will  be  made  of  $1.00  for  each  Radiator. 

For  Radiators  ordered  without  Legs  or  with  Legs  which  are  of  different  sizes 
than  regular  an  additional  charge  will  be  made  of  53  cents  for  each  Leg  Section. 

INDIRECT  RADIATORS 

12  or  20  Foot  Pin  Indirect  Sections  Per  vSquare  Foot  $0.27 


ONE   PIPE  STEAM 

24  Square  feet  and  under  1  inch 

25  to    60  Square  Feet   114  inch 

61  to  100  Square  Feet   iVi  inch 

Above  100  Square  Feet   2      *  ' 


LIST    OF    REGULAR  TAPPINGS 

TWO  PIPE  STEAM 

48  Square  feet  and  under  lx%  inch. 

49  to  96  Square  Feet  ..1^4x1  inch 
Above  96  Square  Feet    .  .  iV^xl  ^4  inch 


inch 

wateS 

40  square  feet  and  under  1x1  inch. 


41  to  72  Square  Feet   •  V/f'^lYf  ^'H' 

Above  72  Square  Feet   i-.-iy-xlVo  inch 


WALL  RADIATORS 

A-  3  7  6  5  Large  Size  Sections,  9  Square  Feet,  29-^  in.  Long,  13i''ct  in.  Wide 

Per  Square  Foot  $^'-'*'' 

A  -  3  7  6  5  Standard  Size  Sections,  7  Square  Feet,  21%  in.  Long,  13A  in  Wide, 
Per  Square  Foot  

A-  3  7  6  5  Small  Size  Sections,  5  Square  Feet,  16%  in.  Long,  13A  in.  Wide, 

Per  Square  Foot  ^6 
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HEATING  SUNDRIES 


brack'ft^top  radiator         radiator  foot 

BRACKET,    TOP  BRACKET,   BOTTOM         PEDESTAL  ADJUSTABLE 


1^ 


A-3771 


A-3772 


A-3773 


A-3774 


RADIATOR  BRACKETS 


Wall  to  Center  of  Radiator 

A-  3  7  7  1  A  -  a  7  7  2  Per  Set  of  Two . 


Inches        3         5       5%  6^ 

 $2.00  2.80  3.60  4.00 


RADIATOR  PEDESTALS 

Uti^ht      ....    Inches  I  2         3         4  6         7  8 

A-  3  7  7  3  Each   $0.10    .20    .24    .30    .32    .36    .40  .44 


RADIATOR    FEET,  ADJUSTABLE 


Number 
Adjustment 

A-  3  774  Each    .  .  . 


1 

$0.40 


l^to  1% 

.50 


m  to2K 

.60 


BOILER  BRUSHES 

RADIATOR    BRUSHES  FITCH   BRONZING  BRUSH 


A-3775 

FOR    ROUND  BOILER 


A-3776 

FOR  SECTIONAL  BOILER  FOR  FIRE  BOX  BOILER 


_    5 

A-3777  A-3778  A-3779 

A  -  3  7  7  5  Radiator   Brushes   Each  $1.00 

A-  3  7  7  6  Fitch  Bronzing  Brushes  Per  inch  .40 

A-  3  7  7  7  Brushes  for  Round  Boilers  Each  1.00 

A-  3  7  7  8  Brushes  for  Sectional  Boilers  Each  3  00 

A-  3  7  7  9  Brushes  for  Fire  Box  Boilers  Each  1.00 

BOILER    SUNDRIES   (NOT  ILLUSTRATED) 
FORROUNDBOILERS 

A -  3  7  8  0  Small  Pokers  for  Round  Boilers  Each  $0.75 

A-  3  7  8  1  Large  Pokers  for  Round  Boilers   Each  1.25 

A -  3  7  8  2  Small  Pokers  for  Sectional  Boilers  Each  1.25 

A-  3  7  8  3  Large  Pokers  for  Sectional  Boilers  Each  2.00 

A  -  3  7  8  4  Scraper  for  Round  Boilers  Each  .75 

A  -  3  7  8  5  Scraper  for  Sectional  Boilers                                                Each  1  25 

A-  3  7  8  6  Small  Slice  Bars  Each  175 

A-  3  7  8  7  Large  Slice  Bars   ,  Each  2  75 

A  -  3  7  8  8  Small  Hoes                                                                          Each  75 

A  -  3  7  8  9  Large  Hoes  Each  1.75 
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HEATING  SUNDRIES 


GALVANIZED  EXPANSION  TANK 


IDEAL  EXPANSION  TANK 


A  3  790 


GALVANIZED    EXPANSION  TANKS 


Number 
Capacity 
Dimensions 
Radiation  - 


0 

1 

2 

3 

4 

5 

6 

7 

-  Gallon 

8 

10 

15 

20 

26 

32 

42 

66 

Inches 

10x20 

12x20 

12x30 

14x30 

16x30 

16x36 

16x48 

18x60 

Sq.  Ft. 

250 

300 

500 

700 

950 

K^O 

2000 

3000 

Gauge . . ^ 

P8.25 

9.75 

10.75 

14.25 

15.75 

16.75 

18.25 

32.75 

7.50 

8.00 

9.00 

12.50 

14.00 

15.00 

16.50 

31.00 

IDEAL    EXPANSION  TANKS 

A-  3  7  9  2  Square  Corner  Hardwood  Each  $8  50 

A  -  3  7  9  2  Round    Corner  Hardwood   Each  '  9.00 


IDEAL  EXPANSION  TANK  BRACKET  DAMPER  REGULATOR 


A-3793  A-3794 

A  -  3  7  0  3  Cast  Iron  Adjustable  for  Tanks  10  to  10  inches  Diam  ...  .Each  $1.75 

A-  3  7  9  4  Low  Pressure  Damper  Regulator  Each  5.00 

RADIATOR    PAINTS,  ETC. 

A  -  3  7  9  5  Gold  and  Copper  Bronze  Per  lb.  $1.30 

A-  3  7  9  5  Colored  Bronze  Per  lb.  2.00 

A  -  3  7  9  5  Aluminum  Bronze  Per  lb.  2.20 

A-  3  7  9  6  Bronzmg  Liquid   Per  Gall.  2.00 

A  -  3  7  9  7  Radiator  Enamel  White.  Per  GalL  4.20 

A-  3  7  9  7  Radiator  Enamel,  other  Colors  Per  Gall.  3.50 

A-  3  7  9  8  Maroon  Japan  Per  GalL  2.20 

A  -  3  7  9  9  Black  Asphaltum  Per  Gall.  1.10 

A-  3  8  0  0  Priming  Paint   Per  Gall.  3.50 
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HON  EYWELL 
GENERATOR 


HEATING  SUNDRIES 

HONEYWELL  THERMOSTATIC   HEAT  REGULATOR 


A-3801  A3802 

HONEYWELL  HEAT  GENERATORS 

^  "  o  o  n  H   ^T'^•  h     E"^  ^^^^^  Square  Feet  of  Radiation   $25  00 

V    o  o  .  }                      ^""^^  Square  Feet  of  Radiation   "  "  ss'oo 

A  -  o  8  0  1  No.  3.    For  3500  Square  Feet  of  Radiation  .  60.00 

HONEYWELL  REGULATOR 

A  -  3  8  0  2  Honeywell  Thermostatic  Regulator  with  Time  Clock   $35  00 

Without  Time  Clock  Deduct  $1().()0. 

ANGLE  STRAIGHT  i  n  u  in      a  s>  l 


A-3803 


A-3804 


A-3805 


A-3806 


THERMOMETERS 

t "  o  q  n  i  ^''tt  Y^lf\  ^J^^V"«™eters   Each  $6.00 

A  -  o  8  U  4  straight  Hot  Water  Thermometers  Each  $5  00 

STEAM  GAUGES 

Diameter    Inches       2        2}4        S        S%       4'/       -i         ^yV         a  a/  oi/ 

A  -  3805  Brass   Ring  Ea.  $6.00  6.00  6.00  7.00  8.00  8.00  10.00  13.00  16.00  22  00 

ALTITUDE  GAUGES 

Inches        V4  5  5^^  6         6K  10  12 

...Each  $12.00  12.00  14.00  16.00  20.00  30.00  40.00  60.00 


Diameter 

A-  3  8  0  6  Japaned 
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WROUGHT  IRON  AND  STEEL  PIPE 

Black  and  Qalvanlzed 


.  Size 
Inches 

1 

Price 
Black  or 
Oalvanized 
per  Foot 

Actual 
Outside 
Diameter 

Inches 

Nominal 
Thickness 
Inches 

Nominal 
Weight 

per  Foot 
Pounds 

Number  of 
Threads 
per  Inch 
of  Screw 

.405 

.068 

.24 

27 

.05^ 

.54 

.088 

.42 

18 

.675 

.091 

.56 

18 

.083^ 

.84 

.109 

.84 

14 

M 

.113^ 

1.05 

.113 

1.12 

14 

1 

.163^ 

1.315 

.134 

1.67 

113^ 

1.66 

.140 

2.24 

113^ 

.27 

1.90 

.145 

2.68 

113^ 

2 

.36 

2.375 

.154 

3.61 

11^ 

2.875 

.204 

5.74 

8 

3 

.75^ 

3.50 

.217 

7.54 

8 

.95 

4.00 

.226 

9.00 

8 

4 

1.08 

4.50 

.237 

10.66 

43^ 

1.30 

5.00 

.246 

12.49 

8 

5 

1.45 

5.563 

.259 

14.50 

8 

i 

1.88 

6.625 

.280 

18.76 

8 

f 

2.35 

7.625 

.301 

23.27 

8 

a 

2.82 

8.625 

.322 

28.18 

8 

# 

3.40 

9.625 

.344 

33.70 

8 

16 

4.25 

10.75 

.366 

40.00 

8 

11 

4.75 

11.75 

.375 

45.00 

8 

12 

5.20 

12.75 

.375 

49.00 

8 

Unless  otherwise  ordered,  black  pipe,  random  lengths,  with  threads  and  couplings 
will  be  shipped. 

For  cut  lengths,  an  extra  charge  will  be  made  above  random  lengths. 
For  pipe  smoothed  on  the  inside,  known  as  plugged  and  reamed,  an  extra  charge 
will  be  made  above  regular  pipe. 

For  galvanized  pipe,  an  extra  charge  will  be  made  above  black. 
For  asphalted  pipe,  an  extra  charge  will  be  made  above  black. 

Note:  —  The  term  "Wrought  Iron  Pipe"  is  used  indiscriminately  to  designate  all 
butt  or  lap  welded  wrought  pipe  and  all  inquiries  and  orders  so  designated  will  be  under- 
stood to  indicate  "Merchant  Pipe"  which  is  the  regular  pipe  of  the  market  and  made  of 
wrought  steel.  If  your  requirements  are  for  pipe  made  of  "wrought  iron"  the  term 
''Genuine  Wrought  Iron"  should  be  used  and  quotations  or  shipments  will  be  made 
accordingly. 
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WROUGHT  IRON  AND  STEEL  PIPE 

BLACK    AND  GALVANIZED 


EXTRA  STRONG 


Size 
Inches. 

Price 
Black  or 
Galvanized 
Per  Foot 

Nominal 
Inside 

Diameter 
Inche.s 

Actual 
Outside 
Diameter 

Inches 

Nomina* 
Thickness. 
Inches 

Nominal 
Weight 

Per  Foot 
Pounds 

% 
H 
H 

I 

IH 

2 

3 

3^ 
4 

5 
6 
7 

8 

.11 
.11 
.11 
.12 

.15 

.22 
.30 
.36 
.50 
.81 
1.05 
1.33 
1.50 
1.95 
2.16 
2.90 
3.80 
4.30 

.205 
.294 
.421 
.542 
.736 
.951 
1.272 
1.494 
1.933 
2.315 
2.892 
3.358 
3.818 
4.280 
4.813 
5.750 
6.625 
7.625 

.405 
.540 
.675 
.840 
1.050 
1.315 
1.660 
1.900 
2.375 
2.875 
3.500 
4.000 
4.500 
5.000 
5.563 
6.625 
7.625 
8.625 

.100 
.123 
127 
.149 
.157 
.182 
.194 
.203 
.221 
.280 
.304 
.321 
.341 
.360 
.375 
.437 
.500 
.500 

.29 
.54 
.74 
1.09 
1.39 
2.17 
3.00 
3.63 
5.02 
7.67 
10.25 
12.47 
14.97 
18.22 
20.54 
28.58 
37.67 
43,00 

DOUBLE  EXTRA  STRONG 

Size 
Inches 

Price 
Black  Of 
Galvanii;ed 
Per  Foot 

Nomina] 
Inside 

Diameter 
Inches 

Actual 
Outside 
Diameter 

Inche.^ 

Nominal 
Thickness 
Inches 

Nominal 
Weight 

Per  Foot 
Pounds 

1 

IK 

2 

23^ 
3 

W2 
4 

5 
6 
7 

8 

.25 
.30 
.37 
.52 
.65 
.95 
1.37 
1.92 
2.45 
2.85 
3.30 
3.80 
5.30 
6.25 
7,20 

.244 
.422 
.587 
.885 
1.088 
1.491 
1.755 
2.284 
2.716 
3.136 
3.564 
4.063 
4.875 
5.875 
6.875 

.840 
1.050 
1.315 
1.660 
1.900 
2.375 
2.875 
3.500 
4.000 
4.500 
5.000 
5.563 
6.625 
7.625 
8.625 

.298 
.314 
.364 
-388 
.406 
.442 
.560 
.608 
.642 
.682 
.718 
.750 
.875 
.875 
.875 

1.70 
2.44 
3.65 
5.20 
6.40 
9.02 
13.68 
18.56 
22:75 
27.48 
32.53 
38.12 
53.11 
62.38 
71.62 

^  Extra  Strong  and  Double  Extra  Strong  Pipe  will  be  shipped  in  random  lengths  and 
plain  ends,  unless  otherwise  ordered.  An  extra  charge  will  be  made  for  threads  and 
couplmgs. 

For  cut  lengths,  an  extra  charge  will  be  made  above  random. 

For  galvanized  or  asphalted  pipe,  an  extra  charge  will  be  made  above  black. 
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TABLE    OF    STANDARD  DIMENSIONS 

WROUGHT  IRON  AND  STEEL  PIPE 


Diameter 
Inches 

Circumfer- 
ence, Inches 

Transverse  Areas 
Square  Inches 

Length  of  Pipe 
PER  Square 
Foot,  Feet 

Nominal  Internal 

Actual  External 

Approximate 
Internal  Diameter 

Nominal  Thickness 
Inches 

External 

Internal 

External 

Internal 

Metal 

External  Surface 

Internal  Surface 

Length  of  Pipe 
Containing  One 
Cubic  Foot,  Feet 

Nominal  Weight 
per  Foot,  Pounds 

Number  of  Threads 
per  Inch  of  Screw 

.405 

.27 

.068 

1.272 

.848 

.129 

.0573 

.0717 

9.44 

14.15 

2513. 

.241 

27 

H 

.54 

.364 

.088 

1.696 

1.144 

.229 

.1041 

.1249 

7.075 

10.49 

1383.3 

.42 

18 

H 

.675 

.494 

.091 

2.121 

1.552 

.358 

.1917 

.1663 

5-657 

7.73 

751.2 

.559 

18 

H 

.84 

.623 

.109 

2.639 

1.957 

.554 

.3048 

.2492 

4.547 

6-13 

472.4 

.837 

14 

H 

1.05 

.824 

.113. 

3.299 

2.589 

.866 

.5333 

.3327 

3.637 

4.635 

270. 

1.115 

14 

1 

1.315 

1.048 

.134 

4.131 

3.292 

1.358 

.8626 

.4954| 

2.904 

3.645 

166.9 

1.668 

im 

IH 

1.66 

1.38 

.14 

5.215 

4.335 

2.164 

1.496 

.668 

2.301 

2-768 

96.25 

2.244 

1.9 

1.611 

.145 

5.969 

5.061 

2.835 

2.038 

.797 

2.01 

2.371 

70.66 

2.678 

liH 

2 

2.375 

2.067 

154 

7.461 

6.494 

4.43 

3.356 

1 .074 

1.608 

1.848 

42.91 

3.609 

11 

2.875 

2.468 

.204 

9.032 

7.753 

6.492 

4.784 

1.708 

1 .328 

1.547 

30.1 

5.739 

8 

3 

3.5 

3.067 

.217 

10.996 

9.636 

9.621 

7-388 

2.243 

1.091 

1.245 

19.5 

7.536 

8 

4. 

3.548 

.226 

12.566 

11.146 

12.566 

9.887 

2.679 

.955 

1.077 

14.57 

9.001 

8 

4 

4.5 

4.026 

.237 

14.137 

12.648 

15.904 

12.73 

3.174 

.849 

.949 

11.31 

10.665 

8 

5. 

4.508 

.246 

15.708 

14.162 

19.635 

15.961 

3.674 

.764 

.848 

9.02 

12.49 

8 

5 

5.563 

5.045 

.259 

17.477 

15.849 

24.306 

19.99 

4.316 

.687 

.757 

7.2 

14.502 

8 

6 

6.625 

6.065 

.28 

20.813 

19.054 

34.472 

28.888 

5.584 

.577 

.63 

4.98 

18.762 

8 

7 

7.625 

7.023 

.301 

23.955 

22.063 

45.664 

38.738 

6.926 

.501 

.544 

3.72 

23.271 

8 

8 

8.625 

7.982 

.322 

27.096 

25.076 

58.426 

50.04 

8.386 

.443 

.478 

2.88 

28-177 

8 

9 

9.625 

8.937 

.344 

30.238 

28.076 

72.76 

62.73 

10.03 

-397 

.427 

2.?9 

33.701 

8 

10 

10.75 

10.019 

,366 

33.772 

31.477 

90.763 

78.839 

11.924 

.355 

.382 

1.82 

40.065 

8 

1 

n 

11.75 

11. 

36.914 

34.558 

108.434 

95.033 

13.401 

.325 

.347 

1-51 

45.028 

8 

12 

12.75 

12. 

40.055 

37.7 

127.677 

113.098 

14.579 

.299 

-319 

1.27 

48.985 

8 
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TABLE  OF  STANDARD  DIMENSIONS 


WROUGHT  IRON  AND  STEEL  PIPE 
EXTRA  STRONG 


DiAMETEK 
IxNCHES 

C 

Circumfer- 
ence 

l.N'CHE.S 

Transverse 
Areas 
Square  Inches 

Length  of 
Pipe  per 
Square  Foot 
Feet 

Nominal 
Internal 

ca 

<W 

C  G 

_o 

15 
H 

. 

(-  M  a 

oj  3  S 
flJ  oj  3 

C 

OJ 
X 

W 

13 
c 
<u 
c 

C 

X 

H 

~^ 
c 

<u 

£  « 

C  « 
u  c3 

H 
H 
H 
Yi 
H 

1 

IH 
IV2 

2 
3 

3?^ 
4 

5 
0 

.405 
.54 
.675 
.84 
1.05 
1.315 
1.66 
1.9 
2.375 
2.875 
3.5 
4. 
4.5 
5.563 
0.625 

.205 
.294 
.421 
.542 
.736 
.951 
1.272 
1.494 
1 .933 
2.315 
2.892 
3.358 
3.818 
4.813 
5.75 

.1 

.123 

.127 

.149 

.157 

.182 

.194 

.203 

.221 

.28 

.304 

.321 

.341 

.375 

.437 

11 

lOH 
9 

8M 
7 

6K 

6 

5 

2 

1 

0 

0 

00 

000 

1.272 
1.696 
2.121 
2.639 
3.299 
4.131 
5.215 
5.969 
7.461 
9.032 
10.996 
12.566 
14.137 
17.477 
20.813 

.644 
.924 
1.323 
1.703 
2.312 
2.988 
3.996 
4.694 
6.073 
7:273 
9.085 
10.549 
1 1 .995 
15.120 
18.064 

.129 
.229 
.358 
.554 
.866 
1.358 
2.164 
2.835 
4.43 
6.492 
9.621 
12.566 
1 5.904 
24.306 
34  472 

.033 
.068 
.139 
.231 
.452 
.71 
1.271 
1.753 
2.935 
4.209 
6.569 
8.856 
11.449 
18.193 
25.967 

.086 
.161 
.219 
.323 
.414 
.648 
.893 
1.082 
1.495 
2.283 
3.052 
3.71 
4.455 
6.12 
8.505 

9.433 

7.075 
5.657 
4.547 
3.637 
2.904 
2.301 
2.01 
1.608 
1.328 
1.091 
.955 
.849 
.687 
.577 

18.632 
12.986 
9.07 
7.046 
5.109 
4.016 
3.003 
2.556 
1.975 
1.649 
1 .328 
1.137 
1. 
.793 
.664 

.29 
.54 
.74 
1.09 
1.39 
2.17 
3. 

3.63 
5.02 
7.67 
10.25 
12.47 
14.97 
20.54 
28.58 

DOUBLE  EXTRA  STRONG 


Diameter 
Inches 

1  ^ 

Circumfer- 
ence 
Inches 

Transverse 
Areas 
Square  Inches 

Length  of 
Pipe  per 
Square  Foot 
Feet 

Nominal 
Internal 

ei  tH 
3  0 

xl 
ii  1-1 

'  c 
:  _« 

H 

'rt 
G  m 

gJ3 

'i . 

«  a) 

c3  p  e 

P 

Is 
q 

cu 

X 

H 

13 
0 

c 

CD 

X 

H 

le 
c 
i» 

0) 

c 

;g 

e  ^ 

X  3 

H 

sx 

a  P 

■53 

d^  Ci 

y% 

H 

1 

IH 
IH 
2 

2H 
3 

3H 
4 
5 
6 

.84 
1.05 
1.315 
1.66 
1.9 
2.375 
2.875 
3.5 
4. 
4.5 
5.565 
6.625 

.244 
.422 
.587 
.885 
1.088 
1.491 
1.755 
2.284 
2.716  i 
3.136  ' 
4.063  ' 
4.875  1 

.298 
.314 
.364 
.388 
!  .406 
.442 
.560 
.608 
.642 
.082 
.75 
.875 

1 
1 

00 
00 
000 
0000 

H- 

H 
Vs 

2.639 
3.299 
4.131 
5.215 
5.969 
7.461 
9.032 
10.996 
12.566 
14.137 
17.477 
20.813 

.766 
1.326 
1.844 
2.78 
3.418 
4.684 
5.513 
7.175 
8.5.33 
9.852 
12.764 
15.315 

.554 
.806 
1.358 
2.164 
2.835 
4.43 
6.492 
9.621 
12.566 
15.904 
24.306 
34.472 

.047 
.139 
.271 
.615 
.93 
1.744 
2.419 
4.097 
5.794 
7.724 
12.965 
18.666 

.507 
.727 
1.087 
1.549' 
1.905 
2.686 
4.073 
5.524 
6.772 
8.18 

11.34  ! 

15.806 

4.547 

3  637 
2.904 
2.304 
2.01 
1.608 
1 .328 
1.091 
.955 
.849 
687 
.577 

15.667 
9.049 
6.508 
4.317 
3.511 
2.561 
2.176 
1.672 
1.406 
1.217 
.940 
.784  1 

1.7 
2.44 

3.65 
5,2 
6.4 
9.02 
13.68 
18.56 
22,75 
27.48 
38.12 
53.11 
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LARGE  O.  D.  PIPE  AND  BOILER  TUBES 


LARGE  O.  D.  PfPE-PLAIN  ENDS 


Size  0.  D. 
Inches 

M-Inch  Thick 
Per  Foot 

•yurlnch  Tliick 
P(.'i-  Foot 

-Inch  Thick 
Per  Foot 

Vnj-Inch  Tliiek 
Per  Foot 

1/2-1  nch  Thick 
Per  Foot 

14 

3.85 

4.80 

5.75 

6.65 

7.60 

15 

4.15 

5.15 

G.15 

7.15 

8.15 

16 

4.40 

5.50 

6.60 

7.65 

8.70 

17 

4.70 

5.85 

7,00 

8.15 

9.25 

18 

4.95 

6.20 

7.40 

8.60 

9.80 

20 

5.50 

6.90 

8.25 

9.60 

10.95 

21 

7.25 

8.65 

10.10 

11.50 

22 

7.60 

9.10 

10.60 

12.10 

24 

9.95 

11.60 

13.15 

26 

11.30 

13.15 

14.95 

28 

12.15 

14.15 

16.15 

30 

15.20 

17.65 

STANDARD  STEEL  AND  IRON  BOILER  TUBES 


Standard  Thickness 


Price  ter  Foot 


Outside 
Diam. 
Inches 

Nearest 
Birmingham 
Wire  Gauge 

Inches 

Standard 
Thickness 

One  Kxlra 
Wire  Gauge 

Two  Extra 
Wire  Gauges 

Three  Extra 
Wire  Gauges 

Fonr  Extra 
Wire  Gauges 

Steel  or  Iron 

Steel 

Iron 

Steel 

Iron 

Steel 

Iron 

Steel 

Iron 

1 

13 

.095 

.30 

35 

.35 

38 

.38 

42 

42 

.45 

.45 

13 

.095 

.28 

33 

.a3 

36 

.36 

39 

39 

43 

.43 

1% 

13 

.095 

.27 

32 

.32 

34 

.34 

38 

38 

42 

.42 

m 

13 

.095 

.22 

26 

.26 

28 

.30 

31 

33 

34 

.36 

2 

13 

.095 

.20 

23 

.24 

26 

.28 

28 

32 

.31 

.36 

13 

.095 

.24 

27 

.29 

31 

.33 

34 

37 

37 

.40 

12 

.109 

.28 

31 

.34 

35 

.39 

38 

44 

.42 

.49 

2M 

12 

.109 

.34 

38 

.41 

42 

.47 

46 

54 

.51 

.60 

3 

12 

.109 

.35 

39 

.-42 

43 

.49 

48 

.56 

.53 

.63 

3M 

11 

.120 

.40 

45 

.48 

50 

.55 

55 

6:3 

.60 

.70 

11 

.120 

.44 

49 

.53 

55 

.61 

61 

69 

.66 

.77 

11 

.120 

.50 

58 

.59 

65 

.68 

71 

76 

80 

.85 

4 

10 

.134 

.55 

61 

65 

68 

.74 

74 

83 

83 

.92 

10 

.134 

.62 

69 

73 

77 

.83 

83 

94 

93 

1.04 

5 

9 

.148 

.75 

86 

87 

93 

.99 

1 

04 

1 

09 

1 

13 

1.22 

6 

8 

.165 

1.00 

1 

12 

1 

12 

1 

26 

1.2G 

1 

36 

1 

36 

1 

47 

1.47 

7 

8 

.165 

1.20 

1 

32 

1 

32 

1 

48 

1.48 

1 

60 

1 

60 

1 

72 

1.72 

8 

8 

.165 

1.50 

1 

65 

1.65 

1 

86 

1.86 

2 

02 

2 

02 

2 

17 

2.17 

9 

7 

.180 

1.70 

1 

91 

1 

91 

2 

07 

2.07 

2 

23 

2 

23 

9 

42 

2.42 

10 

6 

.203 

2.10 

2 

30 

2 

30 

2 

49 

2.49 

2 

70- 

2 

70 

2 

95 

2.95 

11 

5 

.220 

2.50 

2 

74 

2 

74 

2 

98 

2.98 

3 

26 

3 

20 

3 

43 

3.43 

12 

.229 

2.90 

3 

12 

3 

12 

3 

40 

3.40 

3 

65 

3 

65 

4 

00 

4.00 

13 

4 

.238 

3.20 

3 

53 

3.53 

3 

86 

3.86 

4 

07 

4 

07 

4 

.60 

4.60 

Tubes  more  than  four  gauges  heavier  than  Standard  will  be  charged  per  pound. 
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LIST  OF  STOCK  SIZES 


BLACK  MALLEABLE  [RON  FITTINGS 


ELBOWS 


Vs 

H^H 
K 

Vs 

J^x% 
% 

H 
IxJ^ 
IxM 

1 

IKxJi 
IMxl 

IK 

i^xM 

1^x1 
l^xlj^ 

IM 

2x1 
2x114  _ 

2x11^ 
2 

2^x1^ 
2^x2 
2^ 

3x2 

3x2m 
3 

3Mx3 
3M 

4x3 
4x31^ 
4 

5 

6 

Right  and  Left  Elbows. . 

H 

?^ 

1 

IM 

2 

45°  Elbows   j 

H 
H 

1 

IM 

IM 
2 

2M 
3 

3M 

4 

5 

6 

Street       f    ^  'A 
Elbows    \  i/g 

Ya 

2xlX 
2x1  >^ 

2 

2/^x2 

3x2^ 
3 

4x3 
4 

btreet  Elbe 
Drop  Elbe 

jws,  45°                              1  'yi 

1      1    IX    1    IK    1  2 

>ws — Femi 

Ue.. 
d  F. 

34x'4 

^xM 

MxM 

MxM 

urn 

Drop  Elbows — M.  an 

Elbows— Side  Outlet. .  j  j 

1  M 

MxMx?1 
Mx^xM 

M  1 

ixixji  Vyixiy^xi 

V/2 

2 

TEES 


%^H^y2 

\  x%xy^ 

ys^^H 

1 .  X  Mx  M 

1    X  %x\ 

IJ^x 11^x1 

Mx3^x  M 

1    xl    X  }i 

IHxlMxl^ 

MxJ^x 

I    xl  xH 

1    xl  xl3^ 

y^^H^H 

%xi^x  H 

1    xl    X  3^ 

l^xli^xli^ 

Mx^x  U 

1    xl    X  ^ 

l^x  ^xlj^ 

1    xl  xl 

li^x  ^xl^ 

H^y2xi 

1    xl  xl^ 

I3^x  34x13^ 

1    X  3^xl>4 

11^x1  xl 

J^x^x^ 

l>^xl  xli^ 

yi 

1J4X  3^x1 

13^x1  X114 

yz^%^y4. 

Mx^x  % 

i^xiMx  H 

J^x^x^ 

%x%x\ 

mx  %x  % 

IJ^xli^xl 

1 x^x 

IKx  Mxl 

3^x%xJ^ 

1    x?^x  M 

iM^  MxiJ4 

li^xl^xlj^ 

Hx^xJ^ 

1  xj^xl 

i3€xi  X 

l^xl^x  ?^ 

1  xi^x 

1^x1    X  ^ 

i^xi3^x  3^' 

3^X^X3^ 

1    x^x  % 

IJixl    X  % 

l^xl^^x 

1  xJ^xK 

IMxl  xl 

l^xl^^xl 

Kx^xM 

1    x^x  % 

IJixl  XII4 

13^x13^x134 

1  xi^xl 

liixl  xli^ 

l^xlj^xli^ 

1    xMx  % 

l^xlkx  % 

114x134x2 

13^xlMx2 
1^x13^x2 
X  Hx2 
x^x2 
x  3^x2 
xl  x2 
xJHxlli 
xD/ixl3^ 
xli4x2 
xl3^xl 

xi3^xi34 
xl3^xi3^ 
xl3^x2 
x2   X  3^ 

x2  xM 
x2  xl 
x2  XI14 
x2  xli^ 
x2  x2 
x2  x23^ 
x2  x3 
23^x23^x1 
2^^x21^x1^ 


23^x23^xl>^ 

23^x23^x2 

23^x23^x2^^ 

3  x3  xl 
^   x3  xlj^ 

x3  xl3^ 
x3  x2 
x3  x2i^ 
x3  x3 
3^x3}^x2}^ 
31^x33^x3 
3^x3J^x3>^ 

4  x4  xl 


4 
4 
4 
4 

4  x4 
4 

4  x4  x4 
43^x41^x43^ 

5  x5  x5 

6  x6  x6 


x4  XI14 
x4  xl3^ 
x4  x2 
x4  x2i^ 

x3 
x4  x33^ 


Drop  Tees— Fem&le..  J 

H 

y2^%^% 

y2m^% 
y2 

MxMx^ 

H 

1  xlxj^ 

Drop  Tees— M  and  P.  | 

H^y4^H 
ys^h^H 

% 

y2^y2m 

1    xl  x% 
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LIST  OF  STOCK  SIZES 


BLACK  MALLEABLE  IRON  FITTINGS 


SERVICE  TEES 


Pour-way  Tees., 


lx%:xl 
1x1x1 
IxlxlX 

ix^l^xll^ 

1^x1x1 


1x^x1x1)^ 

i34:xi34:xi^ 

ij^x^xl^ 
1^^x1x1  >^ 


l^^xl^xlK' 
1)^x1^x1^ 
2xl>4x2 
2x2x2 


23^x2x2  >4 
2Kx2Kx2>^ 
3x2»^x3 
3x3x4 


1-  I  IM  1% 


CROSSES 


Mx 

3^xH 

1     xl     x  1,4 

Mx 

Mx^ 

1     xl     X  % 

J€x 

1    xl  xl 

J^xJ^xJ^ 

Mx 

MxM 

iMxl    X  M 

J^xJ^xM 

1  X 

J^x^ 

IM  X 1      X 1 

J^xJ^xJg 

1  X 

li^xl^x  ^ 

J^xi^xH 

1  X 

Mx}^ 

IHxlJix  1^ 

Mx^xJ^ 

1  X 

MxM 

l^xlhx  M 

1  X 

1  xH 

UAxlMxl 

Caps. 


Couplings,  R.  H. 


Couplings,  R.  and  L. 


mm 


W2 


4    5  6 


COUPLINGS,  REDUCING 


%x 

Vs 

% 

X 

Vs 

IKx  % 

iMxi 

2  xl% 

3  xli^ 

x3 

%^ 

Vs 

M 

X 

% 

\%x 

2}4xl 

3  xl>^ 

4 

xlM 

M 

1 

X 

Ya 

m^  K 

2  x 

2Hxm 

3  x2 

4 

x-2 

Mx 

1 

X 

Vb 

l]i  X  1 

2  X 

2%  X  i}4 

3  x2H 

4 

^2H 

%^ 

H 

1 

X 

Vz 

2  xl 

2^x2 

SHx2 

4 

x3 

%x 

M 

1 

X 

% 

l^^x  ^ 

2  X 

3  xl 

3^x21^ 

4 

x3J^ 

Locknuts  . 


Waste  Nuts . 


Return  Bends,  Open  Pattern . 


Return  Bends,  Close  Pattern . 


Return  Bends,  Medium  Pattern. 


Cross  Overs . 


Extension  Pieces, 


Chandelier  Hooks. 


Chandelier  Loops. 


Wall  Plates  . 


mm 


1^ 

W2 


m  W2 


mm 
m 


m 


BRANCHES 


m 

1>2X1M 

2xl}4^xl>^ 

2x13^x1/2 

2xlK 

^% 

4 

% 

i%xm^m 

m 

2xlMx2 

2x13^x2 

2 

3x2>^ 

1 

iKxlMxiM 

2xlMxlM 

2xlHxlM 

2xlM 

2^x2 

3 

003 


LIST  OF  STOCK 
GALVANIZED  MALLEABLE 


SIZES 
IRON 


FITTINGS 


4b-JjJlbows....  

M 
1  H^H 

1 

1  1x1^ 

1 

1 1^x1 

1^x114 
2  xli^ 

1  2 

1  2M 
1  3 

i  * 

1  6 

Street  Elbows...  | 

.'4  \  r 

.^4  1 

11K42-2>4|  3 

!  5-t> 

1 

114x1 
IM 

2 

Street  Elbows,  45  begrees.T7r 
Elbows— Side  Outlet. . 
Drop  Elbows— Female 

/2 

H 

1 

IX 

1 

2 

2 

Drop  JjJl bows— M.  and  P 

1 

TEES 


% 

X  3^x  M 
X  1^x1 
X  %x  ^ 

X  %K 


X  H^m 

X  H 

X  3''2 

X  J^<i' 


1 
1 
1 
1 
1 
1 

1  X114 

iHx  y^xiy^ 
iMx  Hx  % 

l^x  Mxli/4 

1MX1_  X  3^ 

SERVICE 


1^x1  xl 
IMxl  xl^ 

I3^x  3^ 
iMx  ^4 

1^x1 

1^x11^ 
13^x1  xl 

1^X1  XVyi 

1^x1  xiy^ 

l^xli^x 
1^^x11^x1 


li-^xl^xlK 
l^x  3^ 

i^x  M 
1^x1 

1^x114 

1^x2 

2  xli^xlj^ 
X  13^x1 1< 
xli^xl^^ 
xl^x2 
X  M 

X  3,^ 


2 
2 
2 

2 
2 

2^x1 
2)^x2 

3  x2 


xl 

XIV4 
xl^x2 

Xi>2 


x2^ 


TEES 


Drop  Tees— Female. 


1x1x1 
1^x14x1^ 


l^^xl^xlj^ 
Ij^xlxl^^ 


Drop  Tees— Male  and  Female. 


2x1^^x2 
2x2x2 


^x^ 


3^ 


Mx34 


^x% 


Mx3 


l^x^x^ 

'A 

Mx3^x^ 
MxMx34 


CROSSES 


1  xlx^ 

1  Xlx3^ 


IHxl^ix  14 

i]4xiy^x\ 


J^^xli^x  % 

11^x1^x1 

l>^xl3^xlH 

13^ 


Caps   

Coupfipgrs^  R.  H .  . . . . 
Couplings,  RTanTX. . 


*^x2x  % 
2x2x1 
2x2x13^ 
2x2x11^ 


2 

23^ 

3 

4 


?^ 

A 

1 
1 

2 
2 

2^_ 

13^ 

2 

•  •■  1 ...  j  .rr 

COUPLJNGS,  REDUCING 


IJ^xl 

\y,x\% 

2  xl 


2  XII4 
2  xii^ 

2^^x134 


Return  Bends,  Open  Pattern. . 
Return  Bends,  Close  Pattern  . . 
Cross  Overs,  .7.77!  ~ 


JA 


2^x2 
3  xl>^ 
3  x2i^ 


33^x3 
4  x3i^ 


% 

Yi 

M 

1 
1 

1  11^ 

2 

Vs 

% 
H 
% 

Y2 

1 

J€ 

1  VA 

2 

2J^ 

114 

2 

1 

1 


13^ 
i3i^k 


' Y" BRANCHES 


2xl>^xlK 


2xlii 
2x13^ 


21^x2 


3 

3x2H 
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MALLEABLE  IRON  FITTINGS 


ELBOW 


PIECE  LIST 

450  ELBOW  STREET  ELBOW        45°  STREET  ELBOW 


A-3850 


A-3851 


A-3852 


A-3853 


ELBOWS  —  STRAIGHT   AND  REDUCING 


Size  >  Inches  /s  % 
A-3850  Black  R.H.Ea.$0.06  .07 
A-3850  Galv.  R.  H.  Ea.  .08  .09 
A-3850  Bl'k  R.&L.  Ba.  —  .09 
A-3850  Galv.  R.&L.  Ea.     —  — 


.08 
.11 
.11 


'A 
.10 
.14 
.13 
.17 


IK 
.25 
.40 
.30 
.45 


.35 
.60 
.40 
.65 


.50 
.90 
.65 
1.00 


.90 
1.50 


3 

1.50 
2.60 


2.25 
3.75 


Size      -  Inches 

A-3851  Black  Each 

A-3851  Galv.   Each 


'4 


450  DEGREE 

%    'A    Va  1 
08  .10  .12  .18  .26 
12  .15  .20  .25  .40 


ELBOWS 

.36  .54 
.50  .85 


4  5 
3.00  4.00 
5.00  6.50 


5 


6 

6.50 
10.00 


^     ^  .  6 

.82  1.25  2.50  3.25  4.50  6.00  7.50 
1.35  1.90  3.75  4.75  6.75  9.00  11.00 


STREET  ELBOWS 

Size      ...      -    Inches     ]4  % 

A-3852  Black   Each  $0.10  .10 

A-3852  Galv  Each      .12  .12 


'A 

H 

t 

V4 

2 

2  J/2 

3 

4 

12 

'.20 

.25 

.40 

.55 

.90 

1.50 

2.25 

3.50 

15 

.28 

.35 

.55 

.80 

1.30 

2.25 

3.50 

Size 

A-3853  Black. 
A-3853  Galv.  . 


450  STREET  ELBOWS 

Inches 


1/ 


.Each  $0.12 


'ach 


.15 


.20 
.28 


.25 
.35 


.40 
.55 


\%  2 
.55  .90 
.80  1.30 


SERVICE  TEE 


FOUR-WAY  TEE 


DROP  TEE 


A-3854 


A-3855 


A-3856 


A-3857 


TEES  —  STRAIGHT   AND  REDUCING 


Size 

A-3854  Black 
A-3854  Galv. 


Inches 
..  .Each  $0.07 
.  .  .Each  .09 


,08  .09 
.10  .13 


.15 
.20 


2 

.60  1.05 


1.70  2.50  3.40  5.00  7.75 
70  1.00  1.90  3.00  4.25  5.75  8.00  12.00 


SERVICE  TEES 


Size 
A-3855  Black 
A-3855  Galv.  . 


Inches 
Each 


$0.12 
.15 


14 

Va- 

1 

Wa 

IV2 

2 

2  ^4 

3x2^^x3 

3x3x4 

.15 

.25 

.35 

.75 

1.15 

2.00 

2.50 

4.00 

.20 

.35 

.50 

.70 

t.lO 

1.05 

FOUR  WAY 


TEES 

Inches 


A 


A-3856  Black  Each    $0.12_  .14 

A-3856  Galv  .li^acn 


.20 


.50 


1.25 


.17  .20  .28  .50  .70  1.10  1.75 


DROP  TEES 


Size 


Inches 

Black  


A-3857  Female,  ^.^^  ^^   

A-3857  Female,  Galv   •  

A-3858  Male  and  Female,  Black  Each 

A-3858  Male  and  Female.  Galv..   I^^ach 


3/s 

$0.10 
.15 

.10 
.15 


Vx  1 
22  .30 


A 
.14 

.25  .40  .55 
.14  .22  .30 
.25  .40  .55 
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LONG  DROP  TEE 


MALLEABLE  IRON  FITTINGS 

SIDE  OUTLET  ELBOW      DROP  ELBOW        LONG  DROP  ELBOW 


A-3859  A-3860  A  3861  A-3863 

LONGDROPTEES 

^^^^             -      -                    -             -        Inches       Ys  H^M^l.  IxlxV^  l]4x\^/ix% 

 Each  $0.12  .30  .40  .60 

A-3859  Galv  Each      .17  —  —   

SIDE  OUTLET  ELBOWS 

^'^''-^                   -             -                   .      .     Inches      ^8  %  %  1  V4  \%  2 

5^^^'^   •  Each  $0.08  .10  .18  .30  .45  .60  1.00 

A-3b60  Galv  Each      .10  .15  .25  .45  .65  .90  1.50 

DROP  ELBOWS 

^ize                                                                                         Inches  %  % 

Female,  Black  ,  Each  $0.06    .08    .12  .20 

^"o.^^J  S^^^^^'.^^^^'  ■  Each       ^    .12     ,20  .35 

A-o862  Male  and  Female,  Black  Each       —     08  12   

A-3862  Male  and  Female,  Galv.   Each       —    .12  .20   

LONG    DROP  ELBOWS 

"^"^^       -       -       -   Inches      i/x^  y^yO/z  y^^y^ 

^"oi^o  ^^^^1^   Each  $0.10    .10    .18  .18 

A-3863  Galv  Each       .18     .18    .27  .27 

BUSHING 

Reducing  one  size  only 


REDUCER 


A-3867 

FACED  BUSHING 


A-3864  A-3865  A-3866  A-3868 

C  R  OSSES  —  STRAIGHT   AND  REDUCING 

Size      .....    Inches       y     Y%     Vi     Vx     1    15<    W2      2      2^<      3  3^4  4 

A-3864  Black  ....Each  $0.09  .10  .16  .20  .30  .40  .60  1.00  1.75  3.00  3.25  5.25 

A-3S64  Galv  Each      .12  .14  .25  .29  .45  .60  .90  1.50  2.75  4.50  —  8.00 

REDUCERS 

Size      -      .      -      ^      .   Inches       y      %       y  %     I  1%   1%  2     2%  3       3%  4 

A-3865  Black   Each  $0.05  .06    .07  .10  .16  .20  .28  .45    .70  1.00  1.50  1.85 

A-3865  Galv  Each      .OS  .10    .10  .15  .25  .35  .45  .75  1.05  1.65  2.40  3.05 

CAPS 

Size      -      .      -      .      .    Inches        yi     y%  %  H     ^  1%  t'A  2    2%  3      Sy  4 

A-3866  Black   Each  $0.03  .04  .05  .08  .12  .16  .24  .32  .45  .85  1.00  1.20 

A-3866  Galv  Each      .04  .05  .08  .12  .17  .24  .38  .52  .76  1.30  1.60  2.00 

BUSHING  (Reducing  one  size  only) 

Size  Inches       y        %       y  Va       1  V/i  \%  2  2% 

A-3867  Black  Each  $0.04     .04    .04  .05  .06  .07  .09  .14  .21 

A-3867  Galv.-  Each     .08     .08     .08  .10  .12  .14  .18  .28  .42 

FACED  BUSHINGS 

Size      -      -      Inches      %      V.            1    ly     1%     2  21/2  3                4  4'^      5  6 

A-3868  Black   Each  $0.08  .09  .11  .13  .17    .22  .32  .48  .70  1.20  1.50  2.10  2.60  3.75 

A-3868  Galv  Each       —  —  —  .20  .25    .33  .48  .72  1.05  1.80  2.25  —     —  — 
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WEIIv    BROS.,  CHICAC;0 


MALLEABLE  IRON  FITTINGS 


LOCKN  UT 


WASTE  NUT 


WALL 
PLATE 


CHANDELIER 
HOOK 


EXTENSION 
PIECE 


A-3869  -     A-3870  A-387T       A-3872  A-3873 


LOCKNUTS  AND    WASTE  NUTS 


Size 

-  Iticlies 

1 

iU 

I '  • 

A-3869 

 ,  Each 

$0.02 

.03 

.04 

.05 

.07 

.09 

.11 

A-B869 

  .  .Each 

.03 

.04 

.05 

.07 

.10 

.14 

.20 

A-3870 

V.  aste  Nut,  Black           .  .  . 

 Each 

.04 

.05 

.06 

.08 

.10 

.15 

.25 

A-3870 

Waste  Nut,  Galv  

 Each 

.08 

.10 

.12 

.16 

.20 

.30 

.50 

WALL  PLATES,  CHANDELIER  HOOKS  AND  EXTENSION  PIECES 

Size 

.30 

.12 

A-3873  Extension  Piece,  Galv   Each      .09    .13  .18 


Inches 

H 

Each 

$0.12 

.16 

Each 

.10 

.12 

Each 

.06 

.09 

Each 

.09 

.13 

PARTITION  TEE 

6^  inches,  end  to  end  of  run 


PARTITION  FITTINGS 

PARTITIO  NVC  ROSS 

6%  inches  end  to  end  of  run. 


A-3874 


A-3875 


Size      -  _      -  _  Inches 

A-3874  Partition  Tee,  Black   Each 

A-3874  Partition  Tee,  Galv   Each 

.A-3875  Partition  Cross,  Black  '   *.'.  Bach 

A-3875  Partition  Cross,  Galv   .  .  .  Each 


$0.20 
.28 
.25 
.35 


.25 
.35 
.30 
.40 


%X3,-8X3/ax3 


.30 
.40 


CIRCULATING    BOILER  TEES 
PLAIN  WITH  UNION 


A-3876  A-3877 


A-3876  %xi4xl  Galvanized  Circulating-  Boiler  Tee,  Plain  

A-3877  %xi^xl  Galvanized  Circulating"  Boiler  Tee  with  Union 


Each  $0.50 
.Each  .80 
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MALLEABLE  IRON  FITTINGS 


RETURN  BENDS 


CLOSE 


A-3878 


A-3879 


CLOSE  PATTERN 


Size      -      -      _  , 
Center  to  Center 

A-3878  R,  H.,  Black  

A-3878  R.    H.,  Galvanized. 

A-3878  R.  and  L.,  Black.  .  . 

A-3878  L.  H..  Black  


Inches 

% 

1 

Inches 

l" 

V4 

VA 

.  .  Kach 

10.18 

.25 

.35 

.25 

.35 

.55 

.23 

.30 

.45 

.23 

.30 

.45 

1% 

Wa 
.50 
.75 
.60 
.60 


1^ 

.75 
1.15 

,90 
.90 


2 

2% 

1.00 

1.65 

1.25 
1.25 


OPEN  PATTERN 


vSize  -      -  - 
Center  to  Center 
A-3879  R.  H.  Black.  .  . 
A-3879  R.  H.,  Galvani 
A-3879  R.  and  L..  Bla 
A-3879  L.  H.,   Black.  . 


Inches 
Inches 

% 
VA 

% 
2 

1 

21.^ 

V4 

3 

S0.20 

.30 

.50 

.65 

.28 

.45 

.70 

.90 

.  Each 

.25 

.38 

.60 

.80 

•  Each 

.25 

.38 

.60 

.80 

1% 

.85 
1.25 
1.05 
1.05 


4 

1.25 
2.00 
1.55 
1.55 


2K 
4K 
2.00 
3.50 
2.50 
2.50 


5 

3.00 
5.00 
3.75 
3.75 


MEDIUM 


A-3880 


SPECIAL  WIDE 


A-3881 


MEDIUM  PATTER  N 

Size       -  T    1  ^ 

Center  to  Center  i"^^^^,  J 

^'Tf-:   r:;;o^is 

-^880  R.    H.,    Galvanized   -panb  9r; 

-3880  R.  and  L..  Black   ^ach  '23 

-3880  L.  H.,  Black  ' % 


Ya 

VA 

.25 

.35 
.30 
.30 


1 

m 
.35 
.55 
.45 
.45 


V4 
2% 
.50 
.75 
.60 
.60 


VA 
2% 

.75 
1.15 
.90 
.90 


2 
3 

1.00 
1.65 
1.25 
1.25 


SPECIAL  WIDE   PATTERN   RIGHT  HAND 

Size      -      -      _      ,  Inches 

Center  to  Center       -  Inches 

-3881  Black   ,  Each 

-3881  Galvanized   Each 


VA 
$0.25 
.30 


% 
4 

1.00 
1.35 


V4 

6 


1.25 
1.65 


2       3        3       4  6 

b        5       iA       8       6  12 

1.25  1.25  2.00  3.00  5.00  5.00  8.00  16  00 

1.70  1.70  2.75  4.00  6.50  6.50     —  — 
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MALLEABLE  IRON  FITTINGS 


UNION  WITH   BRASS  SEAT  RING 


A-3882 


A-3883 


STANDARD  UNIONS 

Mze  -      -      -      Inches       %      Y,      H       %     M      1     l^X  2  2^4       3      ^%  4 

A-3882  Black   Each  $0.18    .18    .20    .22  .27     .S3  .46  .58     .75  1.55  2.10  3.65  4.35 

A~3882  Galv  Each      .27    .27    .30    .33  .40    .50  .70  .90  1.15  2.35  3.10  5.50  6.50 

UNIONS,  WITH   BRASS  RING  SEAT 

Size   -      -      -      -      -      -      -      Inches      %       H     %    M      1     l^i  2       2Vz  3 

A  '^S83  Black   Each  $0.19    .22  .27  .40  .48  .66     .80  1.14  2.10  2.65 

l"-3883  Galv     W.  Each      .23    .26  .34  .49  .60  .82  1.10  1.40  2.75  3.50 


CROSS  OVER 


CROSS  OVER  TEE 


A-3884  A-3885 

size  

A-3884  Galvanized  Cross  Over  

A-3885  Galvanized  Cross  Over  Tee 


WASH  TRAY  TEE  WASH  TRAY  ELBOW 

Made  Right  or  I^eft  Hand 


A-3  886  A-3887 


Size  ------- 

A-3886  Galvanized  Wash  Tray  Tee... 
A-3887  Galvanized  Wash  Tray  Elbow 


Itiches        1'2       7'4  1 
.Each    $0.25    .40  .60 
.Each       .38     .56  — 


Inches       H  Yi 
.Each    $0.20    .30  .30 
.Each       .20    .30  — 
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MALLEABLE  IRON  FITTINGS 


FEMALE  UNION 
ELBOW 


MALE  UNION 
ELBOW 


FEMALE  UNION 
TEE 


MALE  UNION 
TEE 


A-3888 


A-3889 


A-3890 


A-3891 


UNION  ELBOWS 

-      -      -      -      -      -        Inches       %  % 

A-3888  With  Female  Union,  Black... Each  $0.38  .40 

A-3888  With  Female  Union,  Galv  Each      .57  ^60 

A-3889  With  Male  Union,  Black  Each      .43  .45 

A-3889  With  Male  Union,  Galv  Each     .65  70 


'A  %  1  1%   IK      2  2% 

.42  .54  .63  .90  1,05  1.55  2.85 

.63  .81  .95  1.35  1.58  2.35  4.30 

.48  .62  .72  1.05  1.20  1.80  3.30 

.72  .93  1.08  1.60  1.80  2.70  4,95 


UNION  TEES 

Size  Inches 
A-3890  With  Female  Union,  Black... Each  $0.40 
A-3890  With  Female  Union,  Galv. ...  .Each  ieo 

A-3891  With  Male  Union,  Black  Each  .48 

A-3  891  With  Male  Union.  Galv  Each  ,72 


'A      H      1     1%    1%     2  2% 

.43    .45    .57    .70    .95  1.15  1.70  3.20 

.65    .68    .86  1.05  1.45  1.75  2.55  4.80 

.50    .52    .65    ,80  1,10  1.30  1.95  3.70 

.75    .78  1.00  1.20  1.65  1.95  2.95  5.5t 


GALV.  BOILER 
ELBOW 


GALV.  UNION 
BOILER  ELBOW 


GALV.  BOILER 
COUPLING 


GALV.  UNION 
BOILER  COUPLING 


A-3892 


A-3893 


A-3894 


A-3895 


^^^^  -  -  -  Inches 

A-3892  Galv.  Boiler  Elbow   Each 

A-3893  Galv.  Boiler  Elbow  with  Union  .Each 

A-3894  Galv.    Boiler  Coupling   Each 

A-3S95  Galv.  Boiler  Coupling  with  Union  Each 


Female 

Female 

Female 

Male 

Male 

Male 

3^X^X1 

^^xj^xl 

$0.40 

.40 

.40 

.75 

.75 

.60 

.40 

.40 

.40 

.75 

.75 

.60 

610 
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RAILING  FITTINGS 


MALLEABLE  IRON 
ELBOW  ELBOW,  SIDE  OUTLET  TEE 


TEE,  SIDE  OUTLET 


A-3900 


A-3901 


A-3902 


A-3903 


450  ELBOW  4.50  SIDE  OUTLET 
SIDE  OUTLET  TEE 


CROSS,  SIDE  OUTLET 


A-3904  A  3905  rA-3906 

c:  tball  ORNAMENT  H I N G e;;;::;!^ 


A-3907 


FLOOR  FLANGE 


A-3908 


A-3909 


A-3910 


MALLEABLE   IRON    RAILING  FITTINGS 

Size  ------------ 

A-3900  Elbow   

A-3901  Elbow,  Side  Outlet  

A-3902  Tee  

A-3903  Tee,  Side  Outlet  

A-3904  45°  Side  Outlet  Elbow  

A-3905  45°  Side  Outlet  Tee   

A-3906  Cross  

A-3907  Cross  Side  Outlet  

A-3908  Ball  Ornament  

A-3909  Hinge      

A-3910  Flange  .   

FINISHED   BRASS   RAILING  FITTINGS 

(Not  ill  list  rated) 

A-3911  Elbow   S?-^? 

A-3912  Elbow  Side 


Inches 

3,/' 

1 

'1 

Each 

$0.18 

.20 

.35 

.45 

.72 

Each 

.23 

.25 

.40 

.50 

.80 

Each 

.23 

.25 

.40 

.50 

.75 

Each 

.33 

.35 

.45 

.55 

.90 

Each 

.50 

.70 

.90 

1.50 

Bach 

.55 

.75 

1.00 

1.60 

Each 

.33 

.35 

.45 

.58 

1.00 

Each 

.38 

.40 

.50 

.65 

1.35 

,  Each 

.18 

.20 

.25 

.35 

.90 

.  Each 

.40 

.45 

.55 

.80 

1.00 

,  Each 

.18 

.20 

.40 

.50 

.90 

   Outlet  Each 

A- 3 91 3  Tee  Each 

A-3914  Tee  Side  Outlet...     Each 

A-3915  Cross  S^^t 

A-3916  Cross  Side  Outlet  S^^t 

A-3917  Ball  Ornament  S^*^J} 

A-3918  Hinge   gach 

A-3919  Flange  Each 


$0.60    .80  1.20  1.60  2.50 

1.00  1.10  1.70  2.00  3.00 

.85  1.10  1.70  2.00  3.00 

1.25  1.50  2.00  2.40  3.50 

1.25  1.50  2.00  2.40  3.50 

1.45  1.70  2.25  3.00  4.00 

.90  1.00  1.35  1.75  2.50 

1.30  1.50  1.90  2.25  3.25 

.90  1.00  1.35  1.75  2.50 


Brass  Railing  Fittings  are  made  to  order  only. 

In  ordering  Railing  Fittings  specify  whether  Right  or  Left  Hand  Tappings. 
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CAST  IRON  FITTINGS 

LIST  OF  STOCK  SIZES 
ELBOWS 


H 

1  x% 

l>^xl^ 

2  x% 

x3 

5 

X 

5 

8x8 

1  X 

l3^xlK 

4 

x4 

5 

JC" 

4 

8x7 

1  x% 

11^x1 

2/2x2 

4 

x3^ 

5 

X 

3 

8x6 

WxlM 

2/2  X  1/2 

4 

x3 

6 

X 

9x9 

Hx  % 

1^x1 

2  x2 

3  x3 

4 

x2/2 

6 

X 

0 

10  xlO 

IMx  % 

2  xli^ 

3  x23^ 

4 

x2 

6 

X 

4 

12  X  12 

% 

IMx  ^ 

2  xlM 

3  x2 

xi/2 

7 

X 

7 

1  xl 

2  xl 

3^x33^ 

4'., 

x4 

7 

X 

6 

RIGHT  AND  LEFT  ELBOWS 


'A 


2/2 


H  y2  % 


45°  ELBOWS 


2H 


3J^ 


9     10  I  12 


PITCHED  ELBOWS 


Ix^ 


1 

1^x1 


IK 

2xll^£ 


2 

21^x2 


2^ 
3 


3x2 
3^' 


3^x3 
4 


Tees  reducing  on  the  outlet  are 
described  thus: 
1 


TEES 


Tees  reducing  on  the  run  are 
described  thus: 
1 


1^- 


W2- 


are  read  13^^x1.  j^'rg  IVxlVxl 

Tees  with  both  ends  of  ruu  the  same  size,  with  the  outlet  larger,  thus:  ^  ^ 

2 


.1 


are  known  as  Bull  Head,  and  are  read  1x2. 


HxHxH 

1    xl  xl 

i^xiMxiM 

1/2x1/2x1/2 

1    xl  X 

1^x1  Mxl 

11^x1)^x134 

y2x}4x/2 

1    xl    X  3^ 

l^xlMx  M 

IJ^xli^xl 

3^x3^x^ 

1    xl  x% 

l^xl^x  K 

li^xli^x  M 

^x^xi^ 

1    xl    X  34 

314x1  X134 

l^xli^x  ^ 

J^xJix^ 

1     X  3^X1 

IKx  Mxlk 

1^x134x13^ 

^x^x>^ 

1  x^xl 

I34x  i^xlM 

13^x1  xl>^ 

MxHxH 

1    X  %xl 

134X  3^x1 

l^x  Mxli^ 

H^Hx// 

1    X  3^x1 

1    xl  x\}i 

I3^x  3^x11^ 

MxMx^ 

Mx  Kx\ 

1     X  3.1x11^ 

1^x134x11^ 

Mx3|xM  ; 

Hx  Hxi 

Mx  MXI14 

IJ^xl  xli^ 

Hx/2xy^ 

y^x  1/2x1 

134x1  xl 

IKx  Mxli^ 

H^y2xH 

1  x%x% 

IMxl    X  % 

l^x  3^x11^ 

1    X  J^x 

114x1    X  ^ 

1    xl  xl3^ 

Hx/sxH 

1    X  3^x  M 

■IMx  %xl 

1     X  3^xl>^ 

y2^y2xH 

1    X  i^x  1^ 

134X  %x  % 

Hx  Hxili 

^Yixl/xl/^ 

1^x114x1 

13^xli4x  % 
I3^xli4x  1^ 
13^x1  XI14 
l^x  3^x114 

Wix  y2xi}4 

1/2X1      X  ly^ 

13^x1    X  M 
IJixl  xl 
l>ix  %x  ^ 
li^x  Mxl 
2    x2  x2 
2    x2  xl3^ 
2    x2  xli^ 
2    x2  xl 


x2  X  34 
x2  X  3^ 
xlj-^x2 
xl^x2 
xl  x2 
X  3^x2 
X  3^x2 
lj^xlj^x2 
13^x114x2 
13^x1  x2 
l^x  %x2 
lMxlJ4x2 
IMxl  x2 
1}4k  %x2 
1  xl  x2 
1    X  3^x2 
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WEIL    BROS.,  CHICAGO 


CAST  IRON  FITTINGS 


LIST  OF  STOCK  SIZES 
TEES 


z}^xz   X  34 

33^x1  x33^ 

3 

x3  x4 

2  xl}4xlH 

0    xo  xo 

33^x3  x3 

23^x23^x4 

D     Xo  XZiy2 

33^x23^x3 

4 

x2i^x3 

2  xli/^xl 

0  y9 
a     Xo  X^ 

33^x3  x23^ 

4 

x2  x3 

2.  xiy^x 

0      A.O      A  J- ^2 

33^x21^x23^ 

4 

x23^x2i^ 

0       AO  ^^Z4: 

33^x3  x2 

4 

x2  x2i^ 

2  xli^xl}^ 

0      Xo  Xi 

31^x21^x2 

4 

x2>^x2 

2   xl  xl)^ 

0    Xo    X  ;;4 

31^x3  xli^ 

4. 

x2  x2 

2  X  %xiy2 

0  X^;^XO 

33^x3  xl}4 

4 

x2V>xl34 

C\            11/'. -"11/ 

2  xl^xlM 

0      X^  AO-, 

4 

x4  x4 

4 

x2i4xl 

2 '  xl34xl 

0       A  1^X0 

4 

x4  x3i^ 

43^x43^^x41.^ 

2    XI34X  % 

0  Xl^Xtj 

4 

x4  x3 

414x414x4 

2   xl  xl^-i 

q     ,,1     — q 
0     XI  Xo 

4 

x4  x234 

41.^x43^x31/^ 

2    xl  xl 

4 

x4  x2 

13 

^x43'^x3 

2     Xi     X  '?4 

4 

x4  xlK 

4i^x434x2>^ 

01  /  ..*>1  /trOI  / 

^>     y9  y^ 
^      A.;^  XO 

4 

x4  XI34 

41^x414x2 

y91Xv91X 

4 

x4  xl 

4}/.';x4i^xl34 

il^Xij/^Xii^ 

'X     y9  v9l/ 

,i    X-  x-y2 

4 

x4'  x  U 

43^x43^x11^ 

21^X^A^Xi>{t 

'1  y11Xy91X 

4 

x33^>\4 

a 

xo  xo 

Q  y91Xy9 

4 

x3>^x3>^^ 

5 

xo  x4i4 

Ji^XZ^^X  ^4 

3   x2  x2 

4 

x33i^x3 

5 

xo  xl 

0  A±^2X«- 

4 

x3>^x2J^ 

5 

xo  x3V^ 

0      A-j  ,  .>^-'-Z2 

4 

x3i^x2 

5 

xo  x3 

Q  y9ixy11/; 

,4 

x3>^xl3^ 

5 

x5  .X-2H 

q  y91/;y1 

0  AZi^2Xl- 

4 

x33^xlii 

5 

XO    x2  i 

91 /v1  y91/ 

3    x2  xl^. 

4 

x3  x4 

5 

x5  xli.; 

2i^x  Mx2i^ 

3   x2  xl 

4 

x3  x33^ 

i  I 

x5  xlHj 

23^x2  x2 

33^x33^x33^ 

4  ' 

x3  x3 

i  2 

x5  xl 

2    x2  x2i^ 

33-^x33^x3 

4 

x3  x2iA 

X4     xo  ; 

li^xl>^x2i^ 

31.^x33^x23/^ 

4 

x3  x2 

5 

x4  x434 

2  xl3^x23^ 

31^x33^x2 

4 

x3  xli^ 

3 

x4  x4 

2>^xlM^2 

33^x31^x11/^ 

4 

x3  xl3:i 

5 

x4    x3  . 

23^x2  xli^ 

33^x31^x114 

4 

x3  xl 

0 

x4  x23^ 

234xl>^x2 

33^x33^x1 

4 

x3    X  3/ 

5 

x4  x2 

21^x1^x13^ 

3   x3  x33^ 

4 

x23^x4 

5 

x3  xf) 

23^x2  xlki 

3^x3  x33^ 

x2  x4 

5 

x3  x43^ 

2i^xl3^xlM 

31^x23^x33^ 

xlj^xl 

5 

x3  x4 

23^x13^x1 

33^x2  x33^ 

i  ^ 

xli4x4 

5 

x3  x3i^. 

23^x2  xl 

33^x13^x3^ 

!  i 

xl  x4 

5 

x3  x3 

21^x2    X  % 

33^x134x33^ 

31^x33^x4 

0 

x3  x23^ 

5 

x3 

x2 

6 

x6 

x7 

5 

x23^x5 

8 

x8 

x8 

5 

x23^x4 

8 

x8 

x7 

5 

x2i^x3 

8 

x8 

x6  • 

5 

x2 

x5 

8 

x8 

x5 

4 

x4 

x5 

8 

x8 

x4 

6 

x6 

x6 

8 

x8 

x33^ 

6 

xG 

xo 

8 

x8 

x3 

G 

xG 

xlM 

8 

x8 

x2i^ 

6 

xG 

x4 

8 

x8 

x2 

G 

xG 

x3i.<^ 

8 

x7 

x8 

G 

xG 

x3 

8 

x7 

x6 

0 

xG 

x2H 

8 

x6 

x8 

G 

xG 

x2 

8 

x6 

x7 

G 

xG 

xli^ 

8 

xG 

x6 

G 

xG 

xi3i 

8 

xo 

x8 

G 

xG 

xl 

8 

x4 

x8 

G 

xo 

xG 

6 

x6 

xS 

G 

x4 

xG 

8 

xo 

x5 

G 

x3 

x6 

9 

x9 

x9 

0 

x234xG 

9 

x9 

x7 

G 

x2 

xG 

9 

x9 

x6 

0 

xo 

xG 

9 

x9 

x5 

4 

x4 

x6 

10  xlO  xlO 

G 

x5 

x5 

10 

xlO 

x  8 

G 

xo 

x4 

10  xlO 

X  6 

G 

x4 

x4 

10 

xlO 

X  5 

7 

x7 

x7 

10  xlO 

X  4 

7 

x7 

xG 

lO 

xlO 

X  3 

7 

x7 

x5 

10 

X  8 

X  8 

7 

x7 

x4 

12  xl2 

xl2 

7 

x7 

x33^ 

12 

xl2 

xlO 

7 

x7 

x3 

12  xr2 

X  8 

7 

x7 

x2i^ 

12 

xr2 

X  6 

7 

x7 

x2 

12  xl2 

X  5 

7 

x6 

x7 

12  xr2 

X  4 

7 

x6 

xG 

12 

X  8  xlO 

7 

x6 

x5 

12 

X  8 

X  8 

7 

x5 

x6 

7 

x5 

x5 

CAST-IRON  FITTINGS,  GALVANIZED,  CARRIED  IN  STOCK 

Elbows,  straight  sizes,  }i  to  12  inch  inclusive. 
45°  Elbows  H  to  12  inch  inclusive. 

Tees  "  3€  to  12  inch  inclusive 

Crosses  "     y  to  12  inch  inclusive. 
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CAST  IRON  FITTINGS 


LIST  OF  STOCK  SIZES 


CROSSES 

The  outlets  of  a  cross  are  always  the  same  size,  and  both  denoted  by  the  last  figure. 


1      X  1  X  1 

xl  X  % 

_      _  _  X 

IM: 


J,       X  1       X  ^2 

IM  X  114  X  1}4 
IMxlMxl  . 

iMxiMx  M 
\%x\%  X. 

\%xVAx  m 

\%,  X  \%x\\i 

lh4.  X  lU  XLl 
li'^xl^x  M 
l^xli^x  H 
V^,x\%x\ 
2     X  2     X  2 
2    X  2    X  13^ 
2    X  2  x\}i 
2    X  2     X  1 
2    X  2     X  % 


2%x 
2Kx 
2^x 

3  X 
3 
3 

3 
3 
3 

3Mx 
3>^x 
33^  X 
33^  X 
3}^x 

4  X 
4 
4 
4 
4 
4 

4  X 
4J^x 

5  X 
5  X 


X  1 
23^  X  % 

2  xlM 
x3 
x2^ 
x2 
xl^ 
xlM 
xl 

X  % 

3M  X  3^ 
^%  X  3 
3>^x2M 
33^  x  2 
Z%xl% 

4  x  4 
x3}^ 
x3 
x23^ 
x2 
xl^^ 
xiM 

4^x4>^ 

5  X  5 
5  x4 


5 

X 

5 

X 

3 

5 

X 

5 

X 

2}^ 

5 

X 

5 

X 

2 

6 

X 

6 

X 

6 

6 

X 

6 

X 

5 

6 

X 

6 

X 

4 

6 

X 

6 

X 

3 

6 

X 

6 

X 

6 

X 

6 

X 

2 

7 

X 

7 

X 

7 

7 

X 

7 

X 

6 

7 

X 

7 

X 

5 

8 

X 

8 

X 

8 

8 

X 

8 

X 

7 

8 

X 

8 

X 

6 

8 

X 

8 

X 

5 

8 

X 

8 

X 

4 

9 

X 

9 

X 

9 

10 

X 

10 

X 

10 

10 

X 

10 

X 

8 

10 

X 

10 

X 

7 

12 

X 

12 

X 

12 

12 

X 

12 

X 

10 

12 

X 

12 

X 

8 

REDUCING  COUPLINGS 


2  xl3^ 

3 

X  1 

3>^  x  \% 

4 

x2 

X  4 

6 

X  5 

8 

x 

7 

2>^xl 

3 

XI34 

3^x2 

4 

x23^ 

5 

x4>^ 

6 

X  4 

8 

X 

6 

2^xlM 

3 

3>^x2>^ 

4 

X  3 

5 

X  4 

6 

x3 

8 
10 

X 

4 

23^x11^ 

3 

x2 

33^  X  3 

4 

x3K 

5 

x3 

6 

x2i^ 

X 

8 

2>^x2 

3 

x2^ 

4  xlM 

5 

x2i^ 

6 

x2 

10 

X 

6 

5 

x2 

7 

x6 

12 

X 

10 

RETURN  BENDS 


% 

% 

1 

^% 

2 

2^ 

3 

% 

% 

1 

IV2 

2 

a 

"Y"  BRANCHES 


%  1  M 

1 

1  i«  1 

13^  1    2  1  2>^      3  1  3M 

4 

5 

6  7 

8 

9 

10  1  12 

CAPS 

2 

2}4  \    3              1    4    1  43.^  1    5    1  6 

7         8  9 

10 

12 

PLUGS 

Vb  m 

V8 

3^ 

%  1 

IM  1  13^  1  2    2%  3 

4  1 

5    6  7 

8 

9' 

10 

12 

LOCK NUTS 


2       23^  I    3     i    33.^  I    4         4^  5 


9       10  12 
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CAST  IRON  FITTINGS 

LIST  OF  STOCK  SIZES 


BUSHINGS 


72  ^ 

U 

43^ 

X  3 

7x5 

H  X 

Vi 

3    X  ^ 

41^ 

X  Z)4 

7x6 

•V  X 

X8 

3    X 1 

4U 

X  4 

8x2 

 1  X 

74- 

3    X 114 

5 

X  2 

8  X  23^ 

1  X 

3    X  13^ 

5 

X  23^ 

8x3 

1  X 

72 

3    X  2 

5 

X  3 

8x4 

74: 

3    X  2V^ 

5 

X  3U 

8x5 

/8 

X  1 

5 

X  4 

8x6 

/2 

31%  X 

5 

X  43^ 

8x  7 

IW  X 

31%  X  lU 

0 

x2 

9  x  6 

11^  X 

3^x2 

G 

x2K 

Ox  7 

72 

3^x2^ 

6 

x3 

9x  8 

31^  x  3 

6 

x3i^ 

10  X  4 

1 

4     X 1 

6 

x4 

10  X  5 

2  X 

4  xlM 

6 

10  X  6 

2  X 

4  xli^ 

6 

X  5 

10  X  7 

2  X 

M 

4    X  2 

7 

x2 

.     10  X  8 

2  X 

1 

4  x2H 

r 

x23^ 

12  X  6 

2  X 

4  x3 

7 

X  3 

12  X  8 

21^  X 

4  x3}^ 

7 

x33^ 

12  X  10 

.  23^x 

1 

43^  X  2 

7 

X  4 

21^x114 

43^  X  21^ 

7 

x43^ 

Bushings  reducing  one  size  only  up  to  2}4  inches  inclusive,  not  shown  in  above  list, 
are  made  of  Malleable  Iron. 


LONG  SWEEP  FITTINGS 


.1 

13^ 

2 

W2 

3 

334 

4 

43/2 

5 

6 

7 

8 

9 

10 

12 

Double  Branch  Elbows 

1 

Ik 

2 

m 

3 

334 

"4 

W2 

5 

6 

7 

8 

9 

10 

12 

1 

W2 

2 

W2 

3 

3H 

4 

W2 

5 

6 

8 

9 

10 

12" 

Ik 

2 

W2 

3 

33^ 

"4 

5 

6 

7 

8 

9 

10 

12 

STRAIGHT  BACK  TEES 


1x1x1 

3x3x3 

5x5x5 

8x8x8 

134  X  IK  X  Ik 

33^  X  33^  X  31^ 

4  X  31^  X  5 

9x9x9 

1>^  X  1^  X  13^ 

4x4x4 

G  X  6  X  G 

10  X  10  X  10 

2x2x2 

3^  X  3  X  4 

4x5x6 

12  X  12  X  12 

23^  X  23^  X  23^ 

43^  X  41^  X  41^ 

7x7x7 
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CAST  IRON  FITTINGS 


ELBOW  REDUCING  ELBOW  R.&L.  ELBOW  45OELBOW 


A-3950  A-3951  A-3952  A-3953 

ELBOWS,   STRAIGHT    AND  REDUCING 

Size      -      -      -      ,        Inches         %  %  K  1       V4  1%  2  2%'  3 

A-3950  Straight    Each  $0.05  .05  .06  .08  .10^  .16  .20  .28  .50  .75 

A-3950  Pitched   Each       —  —  —  .10  .13      .20  .25  .35  .65  1.00 

A-3951  Reducing-   Each       —  —  .07  .09  .12      .18  .23  .32  .60  .85 

vSize      -----    Inches      3?^      4     4:%.      5       6  7         8  9  10  12 

A-3950  Straight   Each  $1.05  1.20  1.75  2.00  2.75  4.70  6.75  9.00  13.50  20.00 

A-3950  Pitched  Each    1.30  1.50     —     —     —  —     —  —  —   

A-3951  Reducing   ..Bach    1.20  1.40  2.00  2.30  3.15  5.40  7.75  10.50  15.50  23.00 

ELBOWS   R    S   L  AND  45° 

Size         -         -         -         Indies       %        H        %     %       1      \]4      1%      2      2%  3 

A-3952  R.  and  L  ,Each  $0.06    .06     .07    .09    .12    .18    .23    .32    .60  85 

A-3953  45  Degree   Each       —    .06     .07    .10    .12    .19    .24    .34    .60  .90 

Size         -         -         -        Inches      3'/2      4      AV2      ^       &        7       8         9        10  12 
A-3953  45  Degree  Each  $1.25  1.45  2.20  2.50  3.45  5.90  8.50  11.25  17.00  25.00 


REDUCING  TEE 


BRANCH 


A-3954                 A  3955  A-3956  A-3958 

TEES 

Size         -         -           Inches                %  %  \  ^14       2  2%  3 

A-3954  Straight   Each  $0.08    .08  .09  .12    .15  .23      .29       41  73    1  10 

A~3955  Reducing   Each       —     —  .10  .14    .17  .27      .33      .47  .*83  1.'25 

Size      -         -         -     Inches                4  5       6  7  8        9  10  12 

A-3954  Straight   Each  $1.50  1.75  2.55  3.00  4.00  6.80    9.75  13.00  19.50  29  00 

A-3955  Reducing  Each    1.75  2.00  2.95  3.50  4.60  7.80  11.25  15.00  22.50  33.50 

CROSSES 

Si5^e          -         -         -         Inches  %  1       1%  1%        2       2^2  H  VA 

A-3956  Straight  Each  $0.16  .22  .27    .42  .53      .75    1.30  2.00    2  70 

A-3957  Reducing  Each      .18  .25  .30    .46  .60      .83    1.45  2.20  3.00 

(Not  illustrated.) 

Size         -         .         -          Inches       4  4^  5       fi  7         8          9  10  12 

A-3956  Straight   Each  $3.15  4.60  5.50  7.25  12.25  17.50  23.50  35.00  52.50 

A-3957  Reducing   Each    3.50  5.10  6.00  8.00  13.50  19.25  26.00  38.50  58.00 

(Not  ilhistrated.) 

"Y"  BRANCHES 

Size         -         -         -          Inches      %  1      \%  i%       2       2%  3  d% 

A-3958  Straight   Each  $0.20  .28  .34    .54  .66      .94    1.6"6  2.50  3.50 

Size         -         -         .          Inches       4  4'/  5      6  7        8           9  10  12 

A-3958  Straight    Each  $4.00  5.90  7.00  9.20  15.60  22.50  30.00  45.00  67.00 
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CAST  IRON  FITTINGS 


RETURN  BEND 
CLOSE  PATTERN 


RETURN  BEND 
OPEN  PATTERN 


RETURN  BEND 
WIDE  PATTERN 


A-3960 


A-3962 


A-3963 


Size 

Center  to  Center 


RETURN  BENDS, 

Inches 
Inches 


CLOSE  PATTERN 

V4 


'A 


A-3960  Right  Hand   Each  $0.18 


A-3960  Rlg-ht  and  Left   Each 

A-3960  Left  Hand    Each 


.21 
.21 


.20 
.23 
.23 


1 

IK 
.22 
.26 
.26 


.28 
.33 
.33 


.40 
.46 
.46 


tV4 


2V. 


.57  1.20  1.70  5.00 
.66  1.40  1.95  5.25 
.66  1.40  1.95  5.25 


RETURN   BENDS,  PITCHED,  CLOSE  PATTERN 
FOR  COILS,  OF   LENGTH   AS  BELOW 

Size  Inches  1 

Ivength  of  Pipe  in  Coil     -      -      -      -     Feet  3 

A-3960  Right  Hand   Each  $0.26 

A-3960  Right  and  Left   Each  ,26 


1 

t 

1 

1 

1 1/ 

1  ,'4 

V4 

4 

.5 

6 

8 

4 

6 

.26 

.26 

.26 

.26 

.33 

.33 

.33 

.26 

.26 

.26 

.26 

.33 

.33 

.33 

OPEN    RETURN  BENDS 

Size         -         .        _         .         .         Inches       %        1  1%  1%  2  25^ 

Center  to  Center         -         -         -          Inches      1%      2%  3  3^  4^4 

A-3962  Right  Hand    Each  $0.26    .30  .40  .55  .80  1.35 

A-3962  Right  and  Left  Each      .30    .35  .46  .64  .92  1.55 


8 

2.20 
2.50 


4 

6.50 


RETURN   BENDS,  WIDE  PATTERN 


Size 

Center  to  Center 
A-3963  Right  Hand  .  . 

Size 


Inches 
Inches 


.Each  $0.45 


1 
4 

.50 


Inches      VA  VA 


A-3963  Right  Hand   Each  $1.60  2.00  1.75  2.00  3.00  3.50  7.50 


1 

1 

1 

V4 

1% 
6 

1% 

5 

6 

8 

4 

.60 

.75 

1.00 

1.00 

1.25 

1.30 

2 

2 

2 

2 

4 

1.75 

2roo 

3.00 

3.50 

7.50 

RETURN   BEND,   BACK  OUTLET 


REDUCING    DOUBLE  BRANCH 
ELBOW 


A-3964  A-3965 
BACK   OUTLET   RETURN  BENDS 


Size                                                                 Inches      %  1 

Center  to  Center         .         -         .         .          Inches  \%  tV± 

A-3964  Right  Hand  ..Each  $0,38  .42 

A-3964  Right  and  Left    Each       .42  .48 


\%  t  2K  3 

t%  t%  3^:  4X< 

.60  .80  1.15  2.00  3.00 

.70  .95  1.30  2.30  3.50 


REDUCING  DOUBLE 


Size  In. 
A-?<*65  Each 


$0.75         1.05         1.50  2.25 


BRANCH 

2 


ELBOWS 


x2Kx3 
4.25 


3x3.x4 
6.50 


4x4x5 
12.00 


5x5x6 
16.50 
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CAST  IRON  FITTINGS 


REDUCER 


ECCENTRIC  TEE  tef 

REDUCER      ECCENTRIC  BRANCH        ECCENTRIC  RUN 


A-3966  A-3967 


A-3968 


A-3969 


ECCENTRIC 
BUSHING 


A-3970 


REDUCERS 

\  IdRR    ^^^'^         '         '         '         '  Inches  4^         5       6        7       s       q        in  19 
 Each        $1.85    2.00  2.70  5.35  6.75  8  35  10  00  15  00 

ECCENTRIC  REDUCERS 
• ■ "a-      %       ^1     ,J„     flo    ,1  1^ 

ECCENTRIC  TEES  AND  BUSHINGS  ' 

Prices  on  application. 


LOCKNUT 


BUSHING 


PLUG  COUNTERSUNK 
PLUG 


A  3971  A-3972  A-3973         A-3974      A  3975 

CAPS  AND  LOCKNUTS 

A-3971  Caps                       '        ~        '        '        "  ^  '^^      4  i%  5 

A-3972  Locknuts                                                           -S^^f^^  ^     77     7"    -87  1.05  1.20 

 Each  .27    .34  .47    .64    .85  .90 

Size         -         .  ,  , 

A-3971  Caps                                 '        "        "        ■       ^'^^^t  <,A.  A  ^      «  10  12 

A-3972  Locknuts  ^'^^  ^.85  4.75  5.50  7.00 
 J^ach  1.30  1.70  2.35  2.70  3.00  4.00 

BUSHINGS  AND  PLUGS  " 

A-3973  Bushings  Kach  ffl       Mi     H     L  ^     t%  3 

A-3974  Plug-s    .        Etch       02     02  'ftt    'a^    '^^a    '^^l    '^^  "21  -30 

A.3975  C.   S.   Plu^s  '1    '1  i\  '%%  -JO    .18  .25 

S      1    -i     1      -i  -5  3^?5  5.{ii> 

A-3975  c.  1  Plugs::: :::::itch  .If  i.lo  -  2:00  3M0 

PLUGS,  SOLID  AND  TAPPED 

(Not  illustrated) 

A-3976  Sofld   Plugs.".....'        '        '  ^S^^lf^  H     L  2 

A-3977  Tapped  pfugs....::::::::::::::;;:itch  ^'-^         :;i  :;i 
A-3976 l^^a  pi.^B.  :S  ^ 
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CAST  IRON  FITTINGS 


FLANGE  UNION 


LONG  SWEEP  TEE 
STRAIGHT  BACK 


A-3980 


A-3981 


FLANGE  UNIONS 


Size         -         -         -         Inches      %  K 
A-3980  Each   $0.40  .46 


Size         -         -         -    Indies  4 
A-3980  Each   $2.10 


4^ 
2.70 


1 

.52 

5 

3.15 


V4 
.64 


6 

3.95 


78 


5.50 


1.00  1.25 


1.50 


1.80 


S 

7.00 


9        10  12 
10.00  11.50  16.00 


LONG  SWEEP  TEES,  STRAIGHT  BACK 


Size         -         -         -         Inches  1 

A-3981  Straight   Each  $0.64 

A-3981  Reducing   Each  .96 

Size         -         -         Inches      iy^  5 

A-3981  Straig:ht   Each  $11.00  13.00 

A-3981  Reducing   Each    16.50  19.50 


1.20 

17.50 
26.25 


1^ 
1.10 
1.65 


26.00 
39.00 


2 

1.60 
2.40 

8 

34.00 
51.00 


2% 
2.40 
3.60 


8  3'^ 
4.50  6.50 
6.75  9.75 


9 

51.00 
76.50 


to 

60.00 
90.00 


4 

7.00 
10.50 

12 
80.00 
120.00 


O.  S.  DISTRIBUTING  FITTINGS 

-c 


EUREKA  COMBINATION  FITTING 
FOR  ONE  PIPE  HOT  WATER  SYSTEM 


FLOW  INLET 

Sectional  View 

A-3982 


O.   S.  DISTRIBUTING 


A-3983 
FITTINGS 


Size  . 
A-3982  Each  , 


Inches 


Ix-KxK    Ix-Kxl    Ixlx^i    1x1x1    l^Xxlxl  l^xlxli-^ 

60  60  60         60  80  80  80 


Size  Inches    IJ^xlJ^xl   IJ^xlxP/    IJ^xli^xl^/^    VAxVAxXyi    V/z^VAxVA  2kV4xVA 
A-3982  Each  90  93  90  9  >  90  1.20 


80 

2x]i/2xlK 
1.20 


Size  Inches  2x1^x1^ 
A-3982  Each   1.20 


2x2x11^ 
1.20 


2x2x1^ 
1  20 


2x2x2 
1.20 


2J^xli^xli^ 
2.00 


2>^x2xlJ/2 
2.00 


2^2x2x2 
2.00 


EUREKA    COMBINATION  FITTINGS 


Size  of  Main  Inches 

2 

2A 

3 

3 

3>^ 

4 

4 

4^ 

Size  of  Outlets  Inches 

%  to  1% 

Kto2 

^  to2 

2% 

K  to2 

%  to  2 

2Vi 

1  to  2 

l,ength  over  all  Inches 

8/8 

^% 

9^X 

IVA 

9H 

Outlets  C  to  C  Inches 

^% 

4M 

m 

A-3983  Each  

.90 

1.30 

1.50 

1  9J 

1.90 

2.20 

3.20 

3.20 

Size  of  Main  Inches 

iVz 

5 

5 

6 

6 

7 

8 

Size  of  Outlets  Inches 

1  to  2 

2Y2 

1  to  2 

2%  to  3 

IK  to  3^ 

lycngth  over  all  Inches 

IIH 

9H 

11% 

9% 

IVA 

12% 

Outlets  C  to  C  Inches 

i% 

fy% 

i% 

m 

m 

A-3983  Each  

$:i70 

3.70 

4.90 

4.90 

6.50 

8.50 

15.00 
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CAST  IRON  FITTINGS 


LONG  SWEEP 
ELBOW 


LONG  SWEEP  DOUBLE 
BRANCH  ELBOW 


A-3986  A-3988  ' 

LONG  SWEEP  ELBOWS 

Size      -      -      -      .      .      Inches      1         ll<         1%  2      23^         3        3^  4 

A-3986  Straight  Each  $0.32      .40       .55  .80    1.20  2.25    3.25  3.50 

A-3987  Reducing-   Bach      AH      .60       .83  1.20    1.80  3.38    4.88  5.25 

Size  Inches    A'A         ^          6  7  8         9         10  12 

A-3986  Straight  Kach  $5.50     6.50      8.75  13.00  17.00  25.50  30.00  40.00 

A-3987  Reducing   Each    8.25    9.75  13.13  19.50  25.50  38.25  45.00  60.00 

LONG   SWEEP  DOUBLE   BRANCH  ELBOWS 

Size      ...      -      -     Inches      1          1%       1^  2        2^        3        3K  4 

A-3988  Straight  ..  Each  $0.64      .80      1.10  1.60    2.40  4.50    6.50  7.00 

A-3989  Reducing   Each      .96    1.20      1.65  2.40    3.60    6.75    9.75  10.50 

Size   -----      Inches      A]4         5          6  7         8          9         10  12 

A-3988  Straight  Kach  $11.00  13.00  17.50  26.00  34.00  51.00  60.00  80.00 

A-3989  Reducing   Each    16.50  19.50  26.25  39.00  51.00  76.50  90.00  120.00 


LONG  SWEEP  TEE 


LONG  SWEEP_CROSS 


A-3989 


A-3991 


LONG  SWEEP  TIES  <^ 

Size      -      -      .      -      Inches  1  V4  2  2%   *      Z          3^  4 

A-3989  Straight  .Each  $0.48  .60  .82    1.20  1.80  3.40      4.90  5.25 

A-3990  Reducing  Each  .72  .90  1.23    1.80  2.70  5.10      7.35  7.88 

Size      -      -      -      -      Inches  4^  5  6         7  8  9           10  12 

A-3989  Straight   Each  $8.25  9.75  13.25  19.50  25.50  38.00  45.00  60.00 

A-3990  Reducing  Each  12.38  14.63  19.88  29.25  38.25  57.00  67.50  90.00 

LONG  SWEEP  CROSSES 

Size      .      -      -      -      Inches  1  V4  2  2^^  3          35^  4 

A-3991  Straight   Each  $0.85  1.10  1,50    2.15  3.20  6.00      8.75  9.50 

A-3992  Reducing   Each  —  1.65  2.25    3.23  4.80  9.00  13.13  14.25 

Size      .      -      -      -      Inches  5  6  7          8  9  10  12 

A-3991  Straight   Each  $17.50  24.00  35.00  45.00  68.00  80.00  107.00  — 

A-3992  Reducing   Each  26.25  36.00  52.50  67.50  102.00  120  00  160.50  — 
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EXTRA  HEAVY  CAST  IRON  FITTINGS 


FOR   250   POUNDS  WORKING  PRESSURE 


45  DEGREE  ELBOW 


A-4000  A-4001  A-4002 

EXTRA   HEAVY  ELBOWS 

Size  Inches      ^         %       \      1\{     1%      2  2^4        8  SY^ 

A-4000  Elbows   Each  $0.25     .30    .35    .45    .60    .75  1.25    2.00  2.75 

A-4001  Elbows,  45  Degree  Each     .35     .40    .44    .55    .70    .90  1.50    2.50  3.50 

Size                                               Inches      4       i%         5         H         7  8          10  12 

A-4000  Elbows   Each  $3.50  4.25    5.50    8.00  12.00  17.00  28.00  40.00 

A-4001  Elbows,  45  Degree..  Each   4.50  5.50    6.75    9.75  14.50  21.00  34.00  48.00 

EXTR  A   H  EA VY  TEES 

Sis^e   -----      Inches       Yo                 r     l>i'     1^        2  2%        3  3M 

A-4002  Tees   Each  $  0.40   .45      .55    .70    .90    1.15  1.80    3.00  4.25 

A-4003  Tees,  Reducing  Each        —    —     .70    .90  1.15    1.40  2.25    3.75  5.30 

Si7.e                                              Inches     4       4>^         5         (i         7  S         10  12 

A-4002  Tees  Each  $5.50  6.75    8.25  12.00  18.00  25.00  42.00  60.00 

A-4003  Tees,  Reducing  Each   6.85  8.50  10.25  15.00  22.50  31.00  52.00  75.00 


FLANGE  UNION 


A-4004 


A  4005 


=  •  EXTRA   HEAVY  CROSSES 

Size       -      -      -      -      Inches      1  11^      114  2  2^  3  3^  4 

A-4004  Each   $0.70      .90    1.20      1.50      2.50      4.00      5.50  7.00 


vSize 
A-4004  Each 


Inches  4^         5  {]  7  8  1(1  12 
  —   8.50    11.00    16.00    24.00    34.00    56.00  80.00 


EXTRA   HEAVY   FLANGE  UNIONS 

Size    -      -      -      Inches  5^         I       V4         1%  2  2%  3  3^ 

A-4005  Each    $0.60      .70      .80    1.00      1.15      1.50  1.90      2.25  2.70 

Size     -      -      -       Inches       4         4%       5  7  S  0  10  21 

A-4005  Each  $3.15    4.00   4.75     6.00      8.25    10.50  15.00  17.25  24.00 
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CAST  IRON  FITTINGS 

BRANCH  TEES 
FOR  CIRCULATION 


OUTLET  OPEN  INLET  OPEN 


All  openinpjs  in  Bnmeli  Tees  for  Circulation  are  tappcHl  rio^ht  hand. 
Branch  Tecs  for  Box  Coils  arc  always  tapped  Left  hand  in  branches  and  rif^ht 
hand  in  hack  inlet. 

The  run  anil  hack  openini^  of  Tiranch  Tees  are  tapped  the  same  size  as  branches 
unless  otherwise  ordered. 


1  In.  Branch  Tees 

lli  In.  liRANCii  Tees 

l^c.  In. 

liilANC'H  TKKS 

2  In. 

Hrancji  Teks 

0.  of 
nches 

in  Center  to 
Center 

3  in.  Center  to 
Center 

3}4  in.  Center  to 
Center 

4*2  in.  Center  to 
Center 

PQ 

1  in. or 

IH  hi. 
Run 

l'/2  in. 
Run 

2  in 
Run 

V4  in. 
or  11/2 
in.  Run 

2  in.  1 
Run 

2>4  in. 
Run 

IVi  in. 
or  2  in. 
Run 

2%  in. 
Run 

3  in. 
Run 

2  in. 
Run 

21/2  in. 

or  3 
in.  Run 

3'<2  in. 
Run 

2 
3 

.90 
1.05 

1.00 
1.15 

1.15 
1.35 

1  65 

1.90 

2.40 

2.70 

3.45 

3.80 

5,25 

5.75 

6.25 

4 

1.15 

1.30 

1.60 

2.00 

2.40 

2.85 

3.35 

4.15 

4.60 

6.40 

7.00 

>7.75 

5 

1.35 

1.45 

1.85 

2.40 

2.90 

3.55 

4.00 

5.00 

5.50 

7. 65 

8.50 

9.25 

6 

1.60 

1.75 

2.10 

2.80 

3.30 

3.95 

4.65 

5.75 

6.25 

8.80 

9.75 

10.75 

7 

1.90 

2.20 

2.45 

3.20 

3.90 

4.20 

5.25 

6.50 

7.25 

10.60 

11.75 

13.00 

8 

2.20 

2.45 

2.75 

3.60 

4.50 

4.95 

5.85 

7.00 

7.75 

11.50 

12.75 

14.00 

9 

2.65 

2.90 

3.40 

4.30 

5.25 

6.15 

6.50 

8.25 

9.00 

12.25 

13.50 

15.00 

10 

3.30 

4.00 

4.80 

5.85 

6.85 

7.60 

9.25 

10:00 

13.50 

15.00 

16.50 

11 
12 
13 
14 
15 
16 

4.50 
4.75 
5.50 
7.00 
7.50 
8.00 

4.80 
5,10 
6.00 
7.25 
7.75 
8.25 

5.00 
5,25 
6.00 
6.75 
7.50 
8.50 

6.25 
6.50 
7.00 
7.75 
8.50 
9.50 

7.25 
7.65 
8.25 
9.00 
9.75 
10.75 

8.00 
8.50 

9.75 
10,50 

10.75 
11.50 

1  inch  Branch  Tees,  1  inch  or  V4  inct^  run,  are  1%  inches  Inside  diameter. 

1  inch  Branch  Tees,  1^  inch  or  2  inch  run,  are  2)1  inches  Inside  diameter. 
1J4  inch  Branch  Tees,  are  all  2%  inches  Inside  diameter. 

13^  inch  Branch  Tees  are  all  2%  inches  Inside  diameter. 

2  inch  Branch  Tees  are  all  33^  inches  Inside  diameter. 
Always  order  Branch  Tees  by  Sizes  and  Figure  number. 
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GALVANIZED  CAST  IRON  FITTINGS 


p 

R  IC 

E  L 

1ST 

inches 

>4 

1  / 

1 

2 

21^ 

3 

Elbows  

Kach 

.10 

.10 

.12 

.16 

.21 

.32 

.40 

.56 

1.00 

1.50 

"     R.  &  L..  

u 

.12 

.12 

.14 

.18 

24 

.36 

.46 

,64 

1.20 

1.70 

it 

1  o 

1  A 

.14 

.18 

.24 

.36 

.46 

.64 

1.20 

1.70 

45°   

1  o 
.LZ 

1  i 
.14 

!20 

!24 

[38 

!48 

!68 

1^20 

l!80 

Side  Outlet 

.00 

.48 

.60 

.96 

1,20 

1.68 

3.00 

4.50 

Tees  

1 

.lo 

.24 

.30 

.46 

.58 

.82 

1.46 

2.20 

"  Reducing  

.18 

.20 

.28 

.34 

.54 

.66 

.94 

1.66 

2.50 

"    Side  Outlet  

.54 

.72 

■  .90 

1.40 

1.80 

2,50 

4.50 

6.50, 

Crosses  

.30 

.32 

•44 

-  .54 

.84 

1.06 

1.50 

2.60 

4.00 

"  deducing  

.36 

.50 

[oo 

'92 

1^20 

1.66 

2.90 

4.40 

Bushings  

.08 

.08 

.10 

J2 

.14 

.18 

^28 

.42 

Plugs   

A/I 

.04 

.04 

]o6 

!o8 

JO 

.14 

'20 

!36 

.50 

CaDS   

[52 

iso 

1.08 

Reducers  

.86 

1  90 

1  RTl 

Lock  Nuts   " 

[so 

.54 

.68 

Y  Branches                     .  " 

.41 

.56 

.68 

1.08 

1.32 

1.88 

3.32 

5.00 

Y       "  Reducing 

a 

.46 

.66 

.80 

1.24 

1.52 

2.16 

3.80 

5.80 

Flange  Unions 
"         "  Lip 

a 

.80 

,92 

1.04 

1.28 

1.56 

2.00 

2.50 

3.00 

a 

1.00 

1.25 

1.50 

1.65 

2.00 

2.50 

2.90 

3.35 

Return  Bends,  Close 

u 

.36 

.40 

.44 

.56 

.80 

1.14 

2.40 

3,40 

"  Open 

ii 

.48 

.52 

.60 

.80 

1.10 

1.60 

2.70 

4,40 

"      B.  Outlet. 

li 

.76 

.84 

1.20 

1.60 

2.30 

4,00 

6.00 

it              a        g  a 

.84 

.96 

1.30 

1.80 

2,80 

4.50 

7.00 

Offsets  to  offset  4  inches 

.90 

1.40 

2.00 

2.40 

3.60 

6.00 

8.00 

U        u        Q        U  _ 

ii 

1.34 

2.10 

3.00 

3.60 

5.40 

9.00 

12.00 

"     "     8     "  . 

1.80 

2.80 

4.00 

4.80 

7.20 

12.00 

16.00 

Size  

inches 

4 

5 

6 

7 

8 

9 

10 

12 

Elbows  

. , Each 

2.10 

2.40 

3.50 

4.00 

5.50 

9.40 

13.50 

18.00 

27.00 

40.00 

R.  &  L  

"  Reducing  

2.40 

2.80 

4.00 

4.60 

6.30 

10.80 

15.50 

21.00 

31.00 

46.00 

45^^   

2.50 

2.90 

4.40 

5.00 

0.90 

11.80 

17.00 

22.50 

34.00 

50.00 

"     Side  Outfi  t 

6.30 

7.20 

10.50 

12.00 

16.50 

Tees  , 

3.00 

3^50 

5.10 

6.00 

8.00 

13.60 

26.00 

39.66 

58.00 

'*  Reducing  

n 

3.50 

4.00 

5.90 

7.00 

9.20 

15.60 

22.50 

30.00 

45.00 

67.00 

"  Side  Outlet  

9.00 

10.50 

15.30 

18.00 

24.00 

5.40 

G.30 

9,20 

11.00 

14.50 

24.50 

35.00 

47.00 

70.00 

105.00 

"  Reducing  

(\  on 

12.00 

16.00 

27.00 

38.50 

52.00 

77.00 

iiaoo 

Bushings  , . 

1  nn 

l.OU 

1.85 

2.50 

3.75 

5.50 

6.50 

7.50 

10.00 

7fl 

1.30 

1.75 

2.40 

3.70 

5.50 

6.50 

7.50 

10.00 

Caps  ;  

1.50 

1.74 

2.10 

2.40 

3.10 

5.00 

5.70 

9.50 

11.00 

14.00 

2.00 

2.70 

3.70 

4.00 

5.40 

10.70 

13,50 

16.70 

20.00 

30.00 

Lock  Nuts  

.94 

1.28 

1.70 

1.80 

2.60 

3.40 

4.70 

5.40 

6.00 

8.00 

Y  Branches  

7.00 

8.00 

11.80 

14.00 

18.40 

31.20 

45.00 

67.50 

90.00 

134.00 

Y        "  Reducing 

8.00 

9.20 

13.60 

16.00 

21.20 

36.00 

52.00 

78.00 

103.50 

154.00 

Flange  Unions  

Lip  

3.00 

4.20 

5.40 

6.30 

7.90 

11.00 

14.00 

20.00 

23.00 

32.00 

4.55 

5.00 

5.85 

6.65 

8.35 

11.65 

16.65 

25.00 

29.00 

34.00 

Offsets  to  offset  4  inches. 

10.00 

12.00 

14,00 

16.00 

20.00 

a        «       u       Q  i. 

15.00 

18.00 

21.00 

24.00 

30.00 

V.  g 

20.00 

24.00 

28.00 

32.00 

40.00 
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FLOOR  AND  CEILING  PLATES 


NO.  3  B  5t  C 
CEILING 


NO.  6  B  51  C 
FLOOR 


NO.  7  B  &  C 
CEILING  AND  FLOOR 


A-4012 


size  - 
A-4010.  4011,  4012. 
A-4010,  4011,  4012. 

Size   -      -      -      -  - 
A-4010,  4011,  4012.  Plain... 
A>4010,  4011,  4012.  Nickeled 

WEIL 

CEILING  AND  FLOOR 


1 

2 

2Vi 

.14 

.18 

.20 

.24 

.28 

.43 

.25 

.28 

.32 

.35 

.38 

.52 

4 

\% 

5 

6 

S 

.90 

1.25 

1.40 

1.60 

2.00 

2.50 

1.10 

1,50 

1.75 

2.00 

2.50 

3.00 

RUSSELL 
CEILING  AND  FLOOR 


GROOVED 
FLOOR  PLATE 


A-4013  A  4014  A-4015 

WEIL  AND   RUSSELL  PLATES 

^^■'■^         -      -                                           w^oh     $0  14     14     18    .20    .24  .28  .43 

A-4013.    ^^^^                                         ■ itch     ^    25    '.25     28    .32    .35  .38  .52 

A-4013,  4014.    Nickeled   Jiiacn, 

Tnrheq         3         35^      i       i%        ^  6  8 

Si^^                                                        Each     $0  60    .90  1.25  1.40  1.60  2.00  2.50 

tttll:  t^.  Sled                  'Mill:  ^':?5  i.io  1.50 1.75  2.00  2.50  3.00 

CAST  IRON   GROOVED  FLOOR  PLATES 

-----      Inches       y2        %       t      1^     VA  2  2% 

,            ^'-'^^    -      '      -      -   Each.    $0.06    .06    .08    .11    .14  .16  .24 

A-4015  ■                                                                                    .       .       I,/      K  c  c 

Inches        3        3^       4      i%       5  b  o 

,                                                               '..."....Each,    $0.30    .35    .42    .60    .60  .75  1.75 

A -4015  

GALVANIZED  ADJUSTABLE  FIRE  PROOF  FLOOR  SLEEVES  WITH  HEAVY 
GALVAiMi^cu            STEEL  TOP  AND  BOTTOM  FLANGES 


A-4016 

NO   1       12  TO  17   INCH  ADJUSTMENT 

-         -         -      Inches      H  1 
^^'^'^  ...         -  ...$1.00         1.10  1.30 

A-4016,    Each   ■  •  

NO   2       14  TO   24   INCH  ADJUSTMENT 

Inches      U        1      1%     1^  2 
Si^e       -------      ^"^^^f   .ifo5  1.20  lis  1.50  1.80  2.10 

A-4016.    Each   ' 

Inches       3  4        5       6  8 

^i^'-e  ^  4  5Q  5  25  6.75 

A-4016.    Each   * 


624 


WEIL    BROS.,  CHICAGO 


STRAP  HANGER 

With  Band  Ring  and 
Screw  Eye 


PIPE  HANGERS 


STRAP  HANGER 

With  Band  Ring  and  I^ag 
Screw 


STRAP  HANGER 

With  Band  Ring  and 
Beam  Clamp,  for  I 
Beam  2  to  7  in.  wide. 


SOLID  RING  HANGER 
With  Beam  Clamp,   for  I 
Beam  2  to  7  in.  wide. 


A-4017 


A-4018 


A-4019 


Size 

A-4017. 

Each 

A-4018. 

Each 

A-4019. 

Each 

A-4020. 

Each 

Size 

A-4017. 

Each 

A-4018. 

Each 

A-4019. 

Each 

A-4020. 

Each 

STEEL  BAND  AND  SOLID  RING  HANGERS 


A-4020 


Inches 

% 
$0.18 

% 

1 

.23 
.63 
.58 

.18 
.23 
.63 

.18 
.23 
.63 

Inches 

3^ 

.58 
4 

.62 

W-, 

$0.35 
.42 
.82 
1.00 

.45 
.50 
.90 
1.10 

.50 
.55 
.95 
1.30 

.20 
.25 
.65 
.65 
.5 

.58 
.63 


.22 
.27 


2 

.25 
.30 


.30 


3 
.35 


.67  .70 
.70  .75 


.35  .40 
.75  .80 


.80 

10 


.90 

12 


PRICE  LIST  OF  PARTS  FOR 


6  8 

.70  1.20 

.75  1.25  1.95  2.55 

1.15  1.65  2.35  2.95 

1.75  2.65     —  — 


Size         -         -  Inches 

Rings  with  Bolts  Each  $0.08  .08 

Drilled    Bar  Per  Foot     .09  .09 

Screw  Eyes  Each  .05 


STRAP  HANGER 

With  Hinge  Ring 
and  Screw  Kye 


05 

STRAP  HANGER 

With  Hinge  Ring  and 
I^ag  Screw 


1 

.09 
.09 
.05 


li€ 
.10 
.09 

.05 


4017  HANGER 


,„  3 

12  .14  .16  .18  .20 

09  .10  .10  .11  .11 

05  .07  .07  .10  .10 


STRAP  HANGER 
With  Hinge  Ring  and 
Beam  Clamp  for  I  Beam 
2  to  7  in.  wide. 


4  5     6  8 

.25  .30  ,35  .45  .65 

.11  .11  .12  .12  .20 

.10  .10  .12  .12  ,18 

SOLID  RING 
EXPANSION 
HANGER 


A-4021 


A-4022 
HINGE  RING  AND 


A-4021. 
A-4022. 
A-4023. 
A-4024. 

A-4021. 
A-4022. 
A-4023. 
A-4024. 


vSize 
Each 
Each 
Each 
Each 

Size 
Each 
Each 
Each 
Each 


SOLID 

Inches 


A-4023 
RING  HANGERS 


A-4024 


% 

1 

IX 

^V2 

9 

2!4 

3 

$0.21 

.21 

.21 

.23 

.25 

.28 

.33 

.38 

.26 

.26 

.26 

.28 

.30 

.33 

.38 

.43 

.66 

.66 

.66 

.68 

.70 

.73 

.78 

.83 

.17 

.17 

.18 

.19 

.25 

.29 

.36 

.44 

35^ 

4 

4H 

5 

6 

8 

10 

12 

$0.40 

.48 

.53 

.61 

.73 

1.25 

.45 

.53 

.58 

.66 

.78 

1.30 

2.05 

2.65 

.85 

.93 

.98 

1.06 

1.18 

1.70 

2.45 

3.05 

.65 

.63 

.90 

1.12 

1.35 

2.25 
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BEAM  CLAMPS,  HANGERS,  ETC. 


MALLEABLE  CLAMP 
TAPPED  FOR       IN.  PIPE 


MALLEABLE  CLAMP  FOR 
DRILLED  FLAT  BAR 


HANGER  LAG  SCREW 
FLATTEN  ED,  WITH  BOLT 


A-4025 


A-4026 


A-4030 


MALLEABLE  BEAM  CLAMPS 

A-4025    Tapped  for  %  inch  Pipe   Each  HO 

A-4026    Fitted  with  Bolt  for  Drilled  Flat  Bar   .Each  50 

HANGER   LAG  SCREWS 

----------      -            1  2            3           4  5 

A-40'?0     Fprh'^^^'''^                                                             Htom  2to3   3M  to  6    7  to  8  8tol2 

A  4UdO    Each   ^0.10  .12       .14       .20  .25 


HOOK  PLATE 


BEAM  HOOK 


A-4031 


A-4032 


REZNOR  HOOK 


A-4033 


CAST  IRON   HOOK  PLATES 

No.  of  Hooks         -  i  2SiF^j^« 

tino^    Ijnph  Pipe,  2%  Inch  Centres  ..Each  $0.09  .18    .23     26     32     38  59 

^iS^i     iYf  ^  Centres  Each      .10  .21     27     32     41     52  80 

A-4031    11^  inch  -Pipe,  zy^  inch  Centers  Each      .15  28    .43     58     72     88  1  25 


BEAM   HOOKS,  LONG  SHANK 

Inches      14  % 


2% 


^-4032    Each   !\"..?..$0^13    .fs  .18    .22    .24    .35    "65  .90 

REZNOR    GALVANIZED  WIRE   PIPE  HOOKS 

Size  of  Pipe        -      .      .      .      .      inches      %         U  3/         i        1V      IV.  9 

4  inch  Longr   Per  1000  $5.60    6.10  6.60    7.50    9.60      —  _ 

inch  Long  Per  1000    7.00    7.70  8.40  10.00  12.60  13.60  14.00 


A-4033 

A-4033  _    _  _  ^  _ 

A-4033    6  inch  Long  ^ ! !  ! !  !Per  1000 


9.60  10.90  12.30  15.40  16.60  17.00 


GALV.  RING  HANGER 
SHORT  PATTERN 


A-4034 


GALV.  RING  HANGER 
LONG  PATTERN 


A-4035 


TINNED  STRAPS 


A-4036 


GALVANIZED   RING  HANGERS 

^^^'^  Inches  %  3/  j 

^-^034    Short   Each  $0.06^    .06^        .07  .08 

A-4035    Long-    Each  .08        .10  12 


V4  VA 
.09  .12 
.14  .18 


2 
.16 


TINNED  STRAPS 

A-4036    Sizes  %  to  2  in   ,Per  Pound  $0.30 
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WROUGHT  IRON  NIPPLES 


CLOSE  NIPPLE  SHOULDER  NIPPLE 


A  4037  A-4038 


PLAIN   RIGHT  HAND  NIPPLES. 


Length,  I 

NCOES 

u 

Price 
Eacu 

I*RICK  OF 

Extra  Long  Nipples,  Each 

(D 

Short 

fl 

^  0 

to 

Length,  I 

NCHES 

Clos 

Long 

m 

o-^ 
0 

c 

0 

4 

5 

6 

7 

8 

9 

10 

11 

12 

^72 

2 

^72 

3 

^72 

.04 

.06 

n7 
.U  ( 

.08 

.10 

.12 

.14 

.15 

.17 

.18 

.19 

78 

2 

^■72 

3 

1  / 

.04 

.06 

ni 
.U 1 

.08 

.10 

.12 

.14 

.15 

.17 

.18 

.19 

1 

2 

^72 

3 

1/ 

TS 

.04 

.06 

.U  ( 

.08 

.10 

.12 

.14 

.15 

.17 

.18 

.19 

2 

^72 

3 

W2 

1  / 

7% 

.05 

.07 

no 
.Uo 

.10 

.12 

.14 

.16 

.18 

.20 

.22 

.23 

m 

2 

3 

W2 

4 

% 

,06 

.09 

.11 

.13 

.17 

.18 

.20 

.22 

.24 

.26 

2 

23^ 

3 

W2 

4 

1 

.08 

.13 

.15 

.18 

.23 

.25 

.28 

.31 

.34 

.36 

m 

3 

4 

^¥2 

IM 

.11 

.17 

.20 

.24 

.29 

.33 

.36 

.40 

.44 

.47 

1% 

2^ 

3  , 

3}^ 

4 

4M 

IK 

.13 

.20 

,25 

.29 

.36 

.40 

.45 

.50 

.54 

.59 

2 

2^ 

3 

3>^ 

4 

4M 

2 

.18 

-.27 

.32 

.38 

.50 

.54 

.59 

.65 

.72 

.77 

3 

3>^ 

4 

4^ 

5 

2>^ 

.39 

.59 

.68 

.90 

.97 

1.06 

1.17 

1.26 

1.35 

3 

4 

4^ 

5 

3 

.48 

.72 

.85 

1.08 

1.20 

1.33 

1.45 

1.58 

1.70 

m 

4 

5 

53^ 

6 

33^ 

-75 

1,05 

1.30 

1,45 

1.60 

1.75 

1.90 

2.05 

3 

4 

5 

6 

4 

.85 

1.20 

1.52 

1.69 

1.87 

2.05 

2.22 

2.40 

3 

4 

43^ 

5 

6 

4M 

1.25 

1.70 

2.25 

2.50 

2.75 

2.95 

3.17 

3.40 

4M 

5 

^y2 

6 

5 

1.55 

2.45 

2.58 

2.83 

3.10 

3.35 

3.60 

3.85 

5 

W2 

6 

63^ 

6 

1.85 

2.90 

3.05 

3.35 

3.70 

4.00 

4.30 

4.65 

4 

5 

6 

7 

3.20 

3.60 

4.05 

4.45 

4.90 

5.30 
6.00 
7.75 
9.70 
11.75 

5.75 
6.50 
8.40 
10.40 
12.70 

6.15 
7.00 
9.00 
11.15 
13.65 

4 

5 

6 

8 

3.55 

4.05 

4.55 

5.05 

5.50 
7.10 
8.90 
10.80 

5 

6 

8 

9 

5.25 

6.50 

5 

6 

8 

10 

6.75 
8.00 

8,25 

5 

6 

8 

12 

10.00 

Nipples  made  to  order  from  extra  heavy  pipe  at  double  above  list.  Nipples 
larger  than  12  inches  made  to  order  and  charged  as  cut  pipe.   Threads  extra. 
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WROUGHT  IRON  NIPPLES 


PLAIN  RIGHT  AND  LEFT  HAND  NIPPLES 


jEnotii.  Inches 


1 

m 

2 

2^3 

2?4 

3 


m 

2 
2 

21^3 


Long 


21. 


31^4 


21^3 
3 

3l£  4 


3>^4 


3K 
3^ 
3}^ 

3M 
31^4 


3} 


5^  " 


4 

4M 

4>^ 
43^5 


Price,  Eacu 


M 

% 

K 

1 

IM 

2 

3 

3^ 
4 


25 

Qt/; 


.05 
.05 
.05 
.07 
.08 
.11 
.15 
.18 
.24 
.52 
.65 
1.00 
1.15 


.08 
.08 
'  .08 
.10 
,12 
.18 
.28 
.27 
M 
.79 
.96 
1.40 
1.60 


Price  op  Extra  Long  Nipples,  Each 


Leniith,  Inches 


.09 
.09 
.09 
.11- 


.11 
.11 
.11 
.13 
.15 
.20 
.27 
.34 
.43 


.13 
.13 
.13 
.16 
.17 
.24 
.32 
.39 
.51 
.91 
1.13 


8      9      10  11 


.16 

.16 
.16 
.18 
.23 
.31 
.39 
.48 
.67 
1.20 
1.44 
l.t5 
2.00 


.18 
.18 
.18. 
,21 
.25 
.33 
.45 
.52 
.72 
1.30 
1.60 
1.95 
2.25 


.20 
.20 
.20 
.24 
.27 
.37 
.50 
.60 
.80 
1.40 
1.77 
2.15 
2.50 


.23 
.23 
.23 
.27 
.29 
.41 
.55 
.67 
.87 
1.55 
f.93 
2.35 
2.75 


i 

.25 
.29 
.32 
.45 
.60 
.72 
.96 
1.68 
2.10 
2.55 
3.00 


Add  60  per  cent  to  above  prices  for  Galvanized  Right  and  Left  Nipples. 
GALVANIZED  RIGHT  HAND  NIPPLES 


12 


.27 

.27 
.27 
.31 
.35 
.48 
.65 
.80 
1.03 
1.80 
2.27 
2.75' 
3.25 


Length. Inches 


>4 
h 

1 

2 

2H 


3 
3 

3^2  i'A 
4 
4 


m 

2 
2 

21^3 

'2% 


3 

2>|3 


3 
3 
4 
4 
4 

i 

5 


3H 


2% 


3 


2%;3 
2}^ '3 


-2 

43^5 
5 


33/2 
33/2 

31/^4 


5>^6 
6 


3^2 

4 


33^4 
4 
4 
4 

4^2 

4k 

5^ 

5^2 

5  k 


4k 
4  v.. 

5 
5 
6 
6 


'2 

6'. 


Pkic.e  Ea(  11 


}-8 

M 

k 
% 

1 

Ik 
2 

2k 
3 

31., 
4 

4k 
5 
6 
7 


Price  op  Extra  Long  Nipples,  Each 


Length,  Inches 


Close 
Sliort 

ail 

4 

5 

0 

7 

8 

9 

10 

11 

12 

.06 

.11 

.12 

.15 

.17 

.21 

.24 

.26 

.29 

.31 

.34 

,00 

.11 

.12 

.15 

.17 

.21 

.24 

.26 

.29 

.31 

.34 

.00 

.11 

.12 

.15 

.17 

.21 

.24 

.26 

.29 

.31 

.34 

.00 

.11 

.13 

.16 

.18 

.23 

.26 

.28 

.31 

.33 

.36 

.08 

.14 

.18 

.21 

.26 

.29 

.32 

.35 

.38 

.41 

.11 

.19 

.24 

.28 

.34 

.38 

.42 

.47 

.51 

.55 

.17 

.29 

.32 

.38 

.45 

.51 

.57 

.63 

.69 

.75 

.21 

.35 

.39 

.46 

.55 

.63 

.70 

.77 

.84 

.91 

.27 

.47 

.52 

.61 

.74 

.83 

.93 

1.03 

1.13 

1.23 

.56 

.86 

1.00 

1.26 

1.41 

1.56 

1.71 

1.86 

2.01 

.70 

1.10 

1.30 

1.60 

1.80 

2.00 

2.20 

2.40 

2.60 

1.20 

1.70 

2.10 

2.35 

2.60 

2.85 

3.15 

3.40 

1.35 

1.87 

2.30 

2.60 

2.90 

3.20 

3.50 

3.80 

1.85 

2.60 

3.30 

3.65 

4.05 

4.45 

4.85 

5.25 

2.30 

3.15 

3.75 

4.20 

4.60 

5.00 

5.40 

5.85 

2.80 

4.25 

4.50 

5.00 

5.55 

6.05 

6.60 

7.15 

4.25 

4.95 

5.65 

6.35 

7.05 

7.75 

8.45 

9.20 

5,00 

5.80 

0.65 

7.50 

8.35 

9.25 

10.10 

10,95 
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WEIL    BROS.,  CHICAGO 


COUPLINGS,  LONG  SCREWS,  ETC. 


WROUGHT 
COUPLI  NG 


MALLEABLE  RIGHT 
AND   LEFT  COUPLING 


MALLEABLE 
OFFSET  REDUCER 


STEAM  PIPE 
SADDLE 


A-4039                    A-4040  A-4041  A-4042 

COUPLINGS 

Size        -      -      -       Inches  1/  %     3/     1     1i/  11/  9  91/       q       qi/  i 

A-4039    R.  H.  Black  Each  $0.05  .05  .06  .07  .10    13    17  21  2^8  40     (in     SA  1  nn 

A-4039    R.  H.   Galvn  Each      .06  .Os  .08  .10  .13    18    25  32  40  55     80  1  0?  1  4» 

A-4040    R.  &  L.  Black  Each       —  .04  .06  .08    12    16    25  36  52  70  1  00 

A-4040    R.  &  L.  Galvn  Each      -  .06  .09  .10  .17  .25  H  H  ll  ill  xH     11  H 

MALLEABLE   OFFSET  REDUCERS 

'"'i^-^   -      -      Inches    Ix^  l^'xl      VA^VA     2^VA       2Wv2       'W'^v        "^i  v'-i  iv-^i/ 

A-4041    Mall  Each  $0.60         .70         .90  '     l.io"       1.80        lit       3.00  4.00 

STEAM    PIPE  SADDLES 

Size   -      -      Inches    1%           2          2%           3                        4  11/  a  a 

Tapping   -      Inches     to  %  MtolJ^^^tolH    ^/to2     V,  to->  Vtn9  ^  t^'y  vtr^9  9i/f«i 

A-4042    Mall  Each  $0.90     1.00^"    1.25       1.25      140"  1  50  2.50"^  2.75  5.75 

To°n''g''sZr'?w''  '^''r.^hl^l''^  MALLEABLE  CAST  IRON 

LONG  SCREW  OFFSET  R   5L   L  NIPPLE  FLOOR  FLANGE 


A-4043 


A-4044 


A-4045 


A-4046 


LONG   SCREWS   WITH    COUPLING   AND  LOCKNUT 

Size        -      -      -      Inches  %     %     U       1      1^'^     ^'A      2      2%      3  4 

Standard  I^ength    -    Inches     2%      3    3^/     4      4:%      5      5^^  7        8  8K>  9 

A-4043    Black    Each  $0.30  .35  .40  .55    .75  1.00  1.30  1.70  2.70  3.70  5.40  6.60 

A-4043    Galvn  Each      .35  .40  ,50  .66  1.00  1.25  1.60  2.10  3.10  4.70  6.50  7.75 


Size  - 


A-4044    Malleable   Each 


MALLEABLE  OFFSETS 

Inches     yixl%  offset 


$0.25 


1x1  K  offset 
.40 


VAx2  offset 
.75 


RIGHT  AND   LEFT   HEXAGON   CENTER  NIPPLES 


Inches 


1    V4  VA  2 


3  S}4 


A-4045    Man.  Each  $o;20  .20  .20  .25  .30  .40  .50  .70  l.TO  1.50  1.90  2.40 


CAST   IRON    FLOOR  FLANGES 


Size      -      -      _      -  Inches 
A-4046    Drilled  Each 


$0.10 


->ax3V2 

.15  .15 


1x4 
.16 


15^x4  1^x4^4  2x.5J^ 
.16        .22  .35 


LIST  PRICES  OF  STANDARD  THREADS 


Price 

Size 

Inches 

H 

H 

t 

V4 

VA 

2 

2V2 

»  .05 

.05 

.05 

.05 

.06 

.07 

.08 

.10 

.15 

Size 

Inches  3 

4 

5 

(> 

8 

10 

12 

Price 

)  .25 

.35 

.45 

.55 

.70 

.85 

1.00 

1.50 

2.50 

LIST  PRICES   OF  LOCKNUT 

TH  R 

EA  D 

Size 

Inches      14        ■^'s  % 

1 

VA 

9 

3 

4 

Price  . 

 Each  $0.10    .10  .1( 

y  .10 

.12 

.14 

.16 

.20 

.30 

.40 

.50 

.70 

WEIL    BROS.,  CHICAGO 
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STANDARD  FLANGED  FITTINGS 

For  125  Pounds  Working  Pressure 
FLANGED  ELBOW  45°  FLANGED  ELBOW 


A-4048  *  A-4049 


Size 
Inches 

Center 
to 
Face 
Inches 

Diameter 

Of 
Flanges 
Inciies 

Price 

Size 
Inches 

Center 
to 
Face 
Inches 

Diameter 
of 

Flanges 
Inches 

Price 

With 
Faced 
Flanges 

With 
Faced  and 
Drilled 
Flanges 
Each 

With  Faced 
Flanges 
Each 

With 
Faced  and 
Drilled 
Flanges 
Each 

2 

6 

4.75 

5.75 

2 

6 

5.25 

6.25 

23^ 

5 

7 

5.00 

6.25 

3 

7 

5.50 

6,75 

3 

5.75 

7.00 

3 

3 

W2 

6.25 

7.50 

6 

83^ 

6.50 

7.75 

W2 

83^ 

7.25 

8.50 

4 

9 

7.25 

9.25 

4 

4 

9 

8:00 

10.00 

7 

9M 

9.00 

11.00 

4 

9M 

10.00 

12.00 

5 

10 

9.75 

11.75 

5 

^Vz 

10 

10.75 

12.75 

6 

8 

11 

12.00 

14.00 

6 

5 

11 

13.00 

15.00 

7 

16.00 

19.75 

7 

12^ 

16.00 

19.75 

8 

9 

13% 

20.0'0 

23.75 

8 

20m 

23.75 

y 

10 

15 

26.00 

30.00 

9 

6 

15 

26.00 

30.00 

10 

11 

16 

32.00 

36.00 

10 

16 

32.00 

36.00 

12 

12 

19 

44.00 

50.00 

12 

W2 

19 

44.00 

50.00 

14 

14 

21 

58.00 

65.00 

14 

W2 

21 

58.00 

65.00 

15 

22M 

72.00 

80,00 

15 

8 

22M 

72.00 

80.00 

16 

15 

233^ 

84.00 

93.00 

16 

8 

231^ 

84.00 

93.00 

j»foTE. — Larger  sizes  made  to  order.    Prices  on  application 

Flanged  Fittings  will  always  be  furnished  faced  only,  unless  otherwise  ordered, 
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WEIL    BROS.,  CHICAGO 


STANDARD  FLANGED  FITTINGS 

For  125  Pounds  Working  Pressure 

REDUCER 


M. 

A-40  51 
FLANGED  TAPER 
REDUCERS 


Size 
Inches 

Center 
to  Ftice 
Inches 

Diameter 
of 

Fhinges 
Inches 

Price 

Size 
Inches 

Face  to 
Inches 

Price 

With 
Faced 
Flanges 
Each 

With 
Faced  and 
Drilled 
Flanges 
Each 

With 
Faced 
Flanges 

Each 

With 
Faced  and 
Drilled 
Flange.^ 
Each 

6 

Six  7 

13.00 

15. 5C 

3ix2^ 

6^ 

3^x  3 

6 

8|x  7* 

13.00 

15.50 

4x2 

6J 

9x6 

14  50 

18  50 

4x2 

7 

4  X  2i 

6i 

9x7 

14.50 

18.50 

4x2^ 

7 

4x3 

^ 

9  x  7.^ 

14.50 

18.50 

4  x  3" 

7 

5  X  2J 

10  x  7 

19.50 

23 . 50 

5  X  2h 

8 

5x3 

7h 

10  X  7^ 

19.50 

23.50 

5x3 

8 

5x4 

7^ 

10  X  9 

19.50 

23 . 50 

5x4 

8 

6x3 

8 

11  X  7i 

24.00 

28.00 

6x3 

9 

6  x  3i 

8 

11  X  8i 

24.00 

28.00 

6  X  3  .^ 

9 

c 
.2 

.2 

6x4 

8 

11  X  9 

24.00 

28.00 

0  X  4 

9 

-4-> 

6x5 

8 

11  xlO 

24.00 

28.00 

6  X  5 

9 

.2 

7x5 

8i 

12}xl0 

32.00 

39.50 

7x5 

10 

ft 

7x6 

8^ 

12^x11 

32.00 

39.50 

7x6 

10 

a, 

ft 
< 

8x4 

9 

mx  9 

40.00 

47.50 

8x4 

11 

8x5 

9 

13^x10 

40.00 

47.50 

8x5 

11 

o 

o 

8x6 

9 

13^x11 

40.00 

47.50 

8x0 

11 

m 

10  X  5 

11 

16  xlO 

64.00 

72.00 

10  x  5 

12 

.2 

<D 

.2 

10  x  6 

11 

16  xll 

64.00 

72.00 

10x6 

12 

*n 

*n 
Ph 

10  X  8 

11 

16  xl3* 

64.00 

72.00 

10  x  8 

12 

12  X  8 

12 

19  xl3i 

88.00 

100.00 

12  X  8 

14 

12  xlO 

12 

19  xl6 

88.00 

100.00 

12  xlO 

14 

14  xlO 

14 

21  xl6 

116.00 

130.00 

14  xlO 

16 

14  xl2 

14 

21  xl9 

116.00 

130.00 

14  xl2 

16 

15  xlO 

m 

22^x16 

144.00 

160.00 

15  xlO 

17 

15  xl2 

221x19 

144.00 

160.00 

15  xl2 

17 

16  xl2 

15 

23ixl9 

168.00 

186.00 

16  xl2 

18 

16  xl5 

15 

23ix22i 

168.00 

186.00 

REDUCING  ELBOW 


A-4050 
FLANGED  REDUCING 
TAPER  ELBOWS 


Flanged  Taper  Reducing  Elbows  and  Ileducers  not  listed  above,  prices  will  be 
fumishgd  on  application. 
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STANDARD  FLANGED  FITTINGS 


For  125  Pounds  Working  Pressure 


FLAKGED  TEE 


A-4052 


REDUCING  FLANGED  TEE 
Reducing  in  Run  or  Branch 


A-4053 


Size 
Inches 

Center  to 
Face 
Inches 

Face  to 

Face 
Inches 

Diameter 

of 
Flanges 
Inches 

Price 

Size 
Inches 

PltlCE 

With 
Faced 
Flanges 

Each 

With 
Faced  and 
Drilled 
Flanges 
Each. 

With 
Faced 
Flanges 
Each 

With 
Faced  and 
Drilled 
Flanges 
Each 

2 

9 

6 

7.00 

8.50 

2>^ 

5 

10 

7 

7.25 

9.00 

2H 

8.25 

10.00 

3 

11 

8.25 

10.00 

3 

9.50 

11.25 

3M 

6 

12 

9.50 

11.25 

3^ 

11.00 

12.75 

4 

13 

9 

10.50 

13.50 

4 

12.00 

15.00 

7 

14 

13.00 

16.00 

15.00 

18.00 

5 

m 

15 

10 

14.25 

17.25 

5 

16.25 

19.25 

6 

8 

16 

11 

17.50 

20.50 

6 

20.00 

23.00 

7 

17 

23.00 

28.75 

7 

26.50 

32.00 

8 

9 

18 

13J^ 

29.00 

34.75 

8 

33.50 

39.00 

9 

10 

20 

15 

38.00 

44.00 

9 

43.50 

50.00 

10 

11 

22 

16 

46.50 

52.50 

10 

53.50 

60.00 

12 

12 

24 

19 

64.00 

73.00 

12 

74.00 

83.00 

14 

14 

28 

21 

84.00 

95.00 

14 

96.00 

107.00 

15 

29 

22}i 

105.00 

117.00 

15 

120.00 

132.00 

16 

15 

30 

23K 

122.00 

135.00 

16 

140.00 

153.00 

Note. —  Larger  sizes  made  to  order.    Prices  o'n  application. 

Flanged  Fittings  will  always  be  furnished  faced  only,  unless  otherwise  ordered. 
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WEIL    BROS.,  CHICAGO 


STANDARD  FLANGED  FITTINGS 


For  125  Pounds  Working  Pressure  ^ 

SINGLE  SWEEP  FLANGED  TEE  REDUCING  SINGLE  SWEEP  FLANGED  TEE 

Reducing  in  Run  or  Branch 


A-4054 


A-4055 


Size 
Inches 

Center  to 

Face 
Inches 

Face  lo 
Face 
Inches 

Biaraetei 

of 
Flanges 
1 nches 

Price 

Size 
] nches 

Price 

With  Faced 
Flanges 
Each 

With  Faced 
and  Drilled 
Flanees 
Each  • 

WiLh  Faced 
Flanijes 
Each 

With  Faced 
and  Drilled 
Flanges 
Each 

2 

9 

6 

8.00 

9.50 

5 

10 

7 

8.25 

10.00 

9.50 

11.25 

3 

w% 

11 

9.50 

11.25 

3 

11.00 

1275 

6 

12 

11.00 

12.75 

12.50 

14.25 

A 

6^ 

13 

9 

12.00 

15,00 

4 

13.75 

16.75 

7 

14 

15.00 

18.00 

17.25 

20.25 

5 

w% 

15 

10 

16.25 

19.25 

5 

18.75 

21.75 

6 

8 

16 

11 

20.00 

23.00 

G 

23.00 

26.00 

7 

17 

12K 

26.50 

32.00 

7 

30.00 

35.50 

8 

9 

18 

13M 

33.50 

39.00 

8 

38.50 

44.00 

9 

10 

20 

15 

43.50 

50.00 

9 

50.00 

56.50 

10 

11 

22 

16 

53.50 

60.00 

10 

61.50 

68,00 

12 

12 

24 

19 

74.00 

83.00 

12 

85.00 

94  00 

14 

14 

28 

21 

96.00 

107.00 

14 

110.00 

121.00 

15 

29 

22M 

120.00 

132.00 

15 

138.00 

150.00 

16 

15 

30 

231^ 

140.00 

153.00 

16 

160.00 

173.00 

Note. — Larger  sizes  made  to 
Flanged  Fittings  will  always 


oi'der.    Prices  on  application. 

be  furnished  faced  only  unless  otherwise  ordered. 
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STANDARD  FLANGED  FITTINGS 

FOR  125  POUNDS  WORKING  PRESSURE 


A  -  4  O  5  6 


FLANGED  DOUBLE  SWEEP  TEES 


Size 
Inches 


2 

3 

4 

5 
6 
7 
8 
9 

10 

12 

14 

15 

16 


Center  to 
Face 
Inches 


5 
6 

6i< 


8 

9 
10 
11 
12 
14 

15 


Fax'c  to 

Face 
Inches 


9 
10 
11 
12 
13 
14 
15 
16 
17 

18 

20 

22 

24 

28 

29 

30 


Diameter 
of  Flan^^os 
Inches 


6 
7 


10 

11 

15 
16 
19 
21 

221^ 
231^ 


REDUCING  DOUBLE  SWEEP 
FLANGED  TEES 

Reducing  or  Increasing  on  Branch. 


With 
Faced 
Flan{?es 
Each 


8.00 
8.25 
9,50 
11.00 
12.00 
15.00 
16.25 
20.00 
26.50 
33.50 
43.50 
53.50 
74.00 
96.00 
120.00 
140.00 


*  Price 


With 
I'^aced  and 
Drilled 
Flanges 
Each 

Size 
Inches 

With 
Paced 
Flanges 
!  Each 

With 
Faced  and 
drilled 
Flanges 
Each 

9.50 

10.00 

9.50 

11.25 

11.25 

3 

11.00 

12.75 

12.75 

12.50 

14.25 

15.00 

4 

13.75 

16.75 

18.00 

17.25 

20.25 

19.25 

5 

18.75 

21.75 

23.00 

6 

23.00 

26.00 

32.00 

7 

30.00 

35.50 

39.00 

8 

38.50 

44.00 

50.00 

9 

50.00 

56.50 

60.00 

10 

01.50 

68.00 

83.00 

12 

85.00 

94.00 

107.00 

14 

110.00 

12100 

132.00 

15 

138.00 

150.00 

153.00 

16 

160.00 

173.00 

*  Above  prices  are  for  Double  Sweep  Flanged  Tees  increasing  one  or  two  sizes  on  the 
branon;  we  can  n.ake  them  increasing  n.ore  than  two  sizes  on  "the  branch  ^t  a  spectl 

Double  Sweep  Flanged  Tees  reducing  on  the  run  can  be  made  at  a  special  price. 
wiselX^d'''"'''  ^'^^'^        furnished  ..CKO  c.r,  unless  other- 
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WEIL    BROS.,  CHICAGO 


STANDARD  FLANGED  FITTINGS 
For  125  Pounds  Working  Pressure 


A-4  05  8 

REDUCING 

FLANGED  CROSSES  FLANGED  CROSSES 


Size 
Inches 

Face  to 
Face 
Inches 

Diameter 
of  Flanges 
Inches 

Prick 

Size 
Inches 

Price 

With 
Faced 
Flanges 
Each 

With  Faced 
and  Drilled 
Flanges 
Each 

With 
Faced 
Flanges 
Each 

With  Ti^nppfl 

and  Drilled 
Flanges 
Each 

2 

9 

6 

9.50 

11.50 

10 

7 

10.00 

12.50 

11.50 

14.00 

3 

11 

11.50 

14.00 

3 

13.25 

15.75 

12 

13.00 

15.50 

15.00 

17.50 

4 

13 

9 

14.50 

18.50 

4 

16.75 

20.75 

14 

18.00 

22.00 

20.75 

25.00 

5 

15 

10 

19.50 

23.50 

5 

22.50 

26.50 

6 

16 

11 

24.00 

28.00 

6 

27.50 

31.50 

7 

17 

12^ 

32.00 

.39.50 

7 

37.00 

45.00 

8 

18 

1W2 

40;00 

47.50 

8 

46.00 

53.50 

9 

20 

15 

52.00 

60.00 

9 

60.00 

68.00 

10 

22 

IG 

64.00 

72,00 

10 

74.00 

82.00 

12 

24 

19 

88.00  ■ 

1 

00.00 

12 

100.00 

112.00 

14 

28 

21 

116.00 

] 

.30.00 

14 

132.00 

146.00 

15 

29 

22M 

144.00 

] 

LOO.OO 

15 

165.00 

180.00 

16 

30 

23>^ 

168.00 

] 

L86.00 

16 

193.00 

210.00 

Note. — Larger  sizes  made  to  order.    Prices  on  application. 

Flanged  Fittings  will  always  be  furnished  faced  only  unless  otherwise  ordered. 
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STANDARD  FLANGED  FITTINGS 

For  125  Pounds  Working  Pressure 


A-4059 


FLANGED  LATERALS  REDUCING  FLANGED  LATERALS 


Size 
Inches 

Diameter 

of 
Flanges 
Inches 

Price 

Size 
Inches 

Price 

With  Faced 
Flanges 
Each 

Witli  Faced 
and 

Drilled  Flanges 
Each 

With  Faced 
Flanges 
Each 

With  Faced 
and 

Drilled  Flanges 
Each' 

4 

9 

14,50 

18.50 

4 

16.75 

20.75 

4^ 

18.00 

22.00 

20.75 

25.00 

5 

10 

19.50 

23.50 

5 

22.50 

26.50 

6 

11 

24.00 

28.00 

6 

27.50 

31.50 

7 

1234 

32.00 

39.50 

7 

37.00 

45.00 

8 

13^ 

40.00 

47.60 

8 

46.00 

53.50 

9 

15 

52.00 

60.00 

9 

60.00 

68.00 

10 

16 

64.00 

72.00 

10 

74.00 

82.00 

12 

19 

88.00 

100.00 

12 

100.00 

112.00 

14 

21 

116.00 

130.00 

14 

132.00 

146.00 

15 

22U 

144.00 

160.00 

15 

165.00 

180.00 

16 

2314 

168.00 

186.00 

16 

193.00 

210.00 

Note.— Larger  sizes  made  to  order.    Prices  on  application. 

Flanged  Fittings  will  always  be  furnished  faced  only  unless  otherwise  ordered. 
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WEIL    BROS.,  CHICAOO 


STANDARD  FLANGED  FITTINGS 

For  126  Pounds  Working  Pressure 


LONG  RADIUS  ELBOW  BASE  ELBOW 


A-4060  A- 4061 


FLANGED  LONG  RADIUS  ELBOWS  FLANGED  BASE  ELBOWS 


Size 
Inches 

Center 
to 
Face 
Inches 

Radius 
Inches 

Diam. 
of 

Flanges 
Inches 

P  R I  f  B 

Size 
Inche:^ 

Center 

to 
P'ace 
Inches 

Center 

to 
Hase 
Inches 

Diam. 

of 
Flanges 
Inches 

Price 

With 
Facet! 
Flanges 
Each 

With 
Faced 

antl 
Drilled 
Flanges 
Each 

With 
Faced 
Flanges 
Each 

With 
Faced 
and 
Drilled 
Flanges 
Each 

4 

131 

12 

9 

14.50 

18.50 

4 

6^ 

6i 

9 

12.00 

15.00 

5 

14^ 

14 

10 

19.50 

23.50 

41 

7 

6i 

n 

15.00 

18.00 

6 

14^ 

14 

11 

24.00 

28.00 

5" 

7i 

7 

10 

16.25 

19.25 

7 

17i 

16 

32.00 

39 . 50 

6 

8 

7i 

11 

20,00 

23.00 

8 

17i 

m 

40.00 

47.50 

7 

Sh 

8} 

12i 

26.50 

32.00 

9 

17i 

16i 

15 

52.00 

60.00 

8 

9 

8t 

13i 

33.50 

39.00 

10 

18 

17 

16 

64.00 

72.00 

9 

10 

9i 

15 

43.50 

50.00 

12 

24 

22i 

19 

110.00 

120.00 

10 

11 

10 

16 

53 . 50 

60.00 

14 

33 

32 

21 

160.00 

175.00 

12 

12 

lOi 

19 

74.00 

83.00 

15 

33 

32 

22i 

180.00 

200.00 

14 

14 

13* 

21 

96.00 

107.00 

16 

33 

32 

23^ 

200.00 

220.00 

15 

14* 

14' 

221 

120.00 

132.00 

16 

15 

143 

23 

140.00 

153.00 

Long  Radius  Elbows  of  different  dimensions  from  above  made  to  order  at  a  special  price. 
Note — Prices  given  on  Flanged  Base  Elbows  do  not  include  Facing  or  Drilling  of  Base 
Flanges. 

BASE  TEE 


A-  4  O  6  2 

Flanged  Base  Tees  made  to  order.    Prices  on  application. 
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COMPANION  FLANGES 


For  Standard  Flanged  ValVes  and  Fittings 
For  125  Pounds  Working  Pressure 


BLIND  FLANGES 


|«l  BOLT  CIRCLE 


BLIND  FLANGES 

19  Inches 
and  Larger 


A  4063 


A-4064 


A-406  5 


Size 
Inches 

Faced 

Flanges 

Bolts 

Size 
Inches 

Faced  Blind  Flanges 

Faced 
Ptice  Each 

Drilled 
Price  Fnch 

Price  of 
Bolts  per 

Set  for 
One  Joint 

Faced 
Price  Each 

^  — 

Faced 
and  Drilled 
Price  Each 

1x4 

1.00 

1.25 

.25 

2x6 

1.40 

1.70 

1.05 

1.35 

.25 

2Kx  7 

1.60 

2.20 

IJ^x  5 

1.10 

1.40 

.25 

3    x  73^ 

1.85 

2.50 

2x6 

1.20 

1.50 

.25 

31^  X  m 

2.10 

2.80 

s-  7 
^72  ^  * 

2.00 

.25 

4x9 

2.50 

3.35 

3    X  1% 

1.60 

2.25 

.25 

4Kx  914 

2.90 

3.75 

1.80 

2.50 

.25 

5  xlO 

3.25 

4.10 

4x9 

2.15 

3.00 

.35 

6  xll 

3.70 

4.50 

2.50 

3.35 

.70 

7  xl23^ 

5.00 

6.40 

5  xlO 

2.80 

3.65 

,70 

8  xl33^ 

5.75 

7^5 

6  xll 

3.20 

4.00 

.70 

9  xl5 

7J5 

9.25 

7  xl23^ 

4.35 

5.75 

.75 

10  xl6 

900 

10.60 

8  xl33^ 

5.00 

6.50 

.75 

12  xl9 

14.00 

16.00 

9  x]5 

6.75 

8.25 

1.15 

14  x21 

17.50 

19.75 

10  xl6 

7.75 

9.25 

1.70 

15  x21 

22.50 

25.50 

12  xl9 

10.50 

12.50 

1.70 

15  X2214: 

22.50 

25.50 

14  x21 

13.75 

16.00 

2.50 

16  x23i^ 

28.00 

31.50 

15    X  21 

18.00 

21,00 

2.50 

18  x2b 

33.00 

36.50 

15    X  221^ 

18,00 

21.00 

3.30 

20  x27J^ 

36.00 

40.00 

16    X  231^ 

22.50 

26,00 

3.30 

22  x20J^ 

41.00 

46.00 

18  x25 

27,50 

31.00 

5.00 

24  x32 

50.00 

55.00 

20  x27i2^ 

30.00. 

34.00 

6.20  1 

Always  order  Blind  Flanges  by  the  outside  dimensions. 
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WEII.     BROS.,  CHICAGO 


REDUCING  COMPANION  FLANGES 


For  standard  Flangred  Valves  and  Flttln^K 
For  125  Founds  Working  Pressure 


A-4066 


Price 

Price 

Price 

size 

Faced 

Size 

Faced 

Size 

Faced 

Inches 

Faced 

and 

Inches 

Faced 

and 

Inches 

Faced 

and 

Each 

Drilled 

Each 

Drilled 

Each 

Drilled 

Each 

.  Each 

Each 

IHx  7 

2.10 

3.00 

4 

xl2i^ 

6 

50 

8.50 

9x21 

20.00 

24.00 

2    X,  7 

2.10 

3.00 

4Ux]2i^ 

6 

50 

8.50 

10x21 

20.00 

24.00 

2.40 

3.85 

5 

xl2i^ 

6 

50 

8.50 

12x21 

20.00 

24.00 

2    X  73^ 

2.40 

3.35 

6 

6.50 

8,50 

8x22 14 

27.00 

31.50 

2.40 

3.35 

2 

xmi 

7.50 

9.75 

10x2214 

27.00 

31.50 

2  X 

2.70 

3.75 

7.50 

9.75 

12x2214 

27.00 

31.50 

2.70 

3.75 

3 

7.50 

9.75 

Ux22M 

27.00 

31.50 

3    X  81^ 

2.70 

3.75 

4 

xlWz 

7.50 

9.75 

10x23)^ 

34.00 

39.00 

2x9 

3.25 

4.B0 

5 

X1W2 

7.50 

9.75 

12x23% 

34.00 

39.00 

2^x  9 

3.25 

4.50 

6 

XIW2 

7.50 

9.75 

14x233^ 

34.00 

39.00 

3x9 

3.25 

4.50 

7 

xl3}4 

7.50 

9.75 

15x233^ 

34.00 

39.00 

3^x  9 

3.25 

4.50 

6 

X  15 

10.00 

12.25 

12x25 

41.00 

46.00 

2^x  914 
3    X  9>4 

3.75 

5.00 

7 

xl5 

10.00 

12.25 

14x25 

41.00 

46.00 

3.75 

5.00 

8 

xl5 

10.00 

12.25 

15x25 

41.00 

46.00 

31^  X  9M 

3.75 

5.00 

2^ 

xl6 

11.50 

14.00 

16x25 

41.00 

46.00 

4    X  9M 

3.75 

5.00 

3 

,x  16 

11.50 

14.00 

14x27^ 

45.00 

51.00 

2    xlO.  . 

4.25 

5.50 

3>^ 

xl6 

11.50 

14.00 

15x273^ 

45.00 

51,00 

21^x10 

4,25 

5.50 

4 

xl6 

11,50 

14.00 

16x271^ 

45.00 

51.00 

3  xlO 

4.25 

5.50 

5 

xl6 

11.50 

14.00 

18x273^ 

45.00 

51.00 

33^x10 

4.25 

5.50 

6 

X  16 

11.50 

14.00 

15x291^ 

50.00 

58.50 

4  xlO 

4.25 

5.50 

7 

xl6 

11.50 

14.00 

16x29?^ 

50.00 

58.50 

41^x10 

4.25 

5.50 

8 

xl6 

11.50 

14.00 

18x2934 

50.00 

58.50 

2  xll 

4.75 

6.00 

9 

xl6 

11.50 

14.00 

20x29i| 

50,00 

58.50 

2^x11 

4.75 

6.00 

6 

xl9 

15.75 

18.75 

14x32 

61.00 

70.00 

3  xll 

4.75 

6.00 

7 

xl9 

15.75 

18.75 

16x32 

61.00 

70.00 

33^x11 

4.75 

6.00 

8 

xl9 

15.75 

18.75 

18  X  32 

61.00 

70.00 

4  xll 

4.75 

6.00 

9 

xl9 

15.75 

18.75 

20x32 

61.00 

70.00 

4^x11 

4.75 

6.00 

10 

xl9 

15.75 

18.75 

5  xll 

4.75 

6.00 

8 

x21 

20 

00 

24.00 

These  flanges  will  al  ways  be  the  same  thickness  as  the  regular  companion  flanges  of 
corresponding  outside  diameters,  and  drilled  to  the  template  corresponding  to  outside 
diameter,  unless  otherwise  ordered. 


WEIL     BROS.,    C  H  I  C  A  c;  O 


G39 


CAST  IRON  DRAINAGE  FITTINGS 


90  DEGREE 
ELBOW 


90  DEGREE  ELBOW 
LONG  TURN 


60  DEGREE 
ELBOW 


45  DEGREE 
ELBOW 


A-4100 


Size 

Dimension  A 
A-4100    Tarred  .... 


A-4101 


A-4102 


A-4103 


5 

m 

2.60 


Size 

Dimension  A 
A-4101  Tarred   


9  O 


90  DEGREE  ELBOWS 

Inches    Vy(       \%      2        3  4 

Inches    1-K       2i%    2H     S/r  3}| 

.Each  $0.45    .50    .60    1.10  1.70 

DEGREE  LONG  TURN  ELBOWS 

Inches    1%       ly^       2        3  4  5 

Inches    2V,       2%     3-,^  5-,^  6% 

.Each  $0.50    .60    .TO     1.30  2.00    3  60 


Size 

Dimension  A 
A-4102  Tarred   


60  DEGREE 

Inches  1% 
Inches     1%  2 
.  .Each  $0.50  .60 


Size 

Dimension  A 
A-4103  Tarred   


45  DEGREE 

Inches    VX  1% 

Inches  1% 

.Each  $0.45    .50  . 


ELBOWS 

2        3  4 
2      2^  m 
1.10  1.70 


ELBOWS  . 

1-x    m  2% 

60    1.10  1.70 


5 

2.60 


5 

2.60 


6 

3.50 


6 

IV?. 
5.20 


6 

3.50 


6 

3.50 


7 

6.00 


8 

7.00 


10 

9.00 


7  8  10 
W%  9  11 
8.50  10.00  12.00 


45  DEGREE  ELBOW 
LONG  TURN 


7 

6.00 


7 

6.00 


5% 
7.00 


7.00 


10 

9.00 


10 

m 
9.00 


IIK  DEGREE 
ELBOW 


5^  DEGREE 
ELBOW 


A-4104 


A-4105 


A-4T06 


A-4104 


A-4105 


A-4106 


A-4107 


Size      -      -      .  Inches 
Dimension  A      -      Inches  13.^ 

Tarred   Each  $0.60 

22 


45   DEGREE  LONG  TURN  ELBOWS 


A-4107 


Size 

Dimension  A 
Tarred   


IK      2  3 

m  2%  2%  H-/^- 

•70  .80  1.45  2.25 
DEGREE  ELBOWS 

234 

1.10  1.70 


^  1  « 

.60 


Inches  V/2 
Inches  ly^ 
 Each  $0.50 

^.  ""1^  DEGREE  ELBOWS 

.  ^  ■  "  -  •  Inches  VA  2  a 
Dimension  A        -      .      Inches    1.,^,  iis 

^™   Each  $0:50    .60    1  IS    1  70 

5%  DEGREE  ELBOWS 

^^^^^        -      -      -      -      Inches     \%        2  H 
Dimension  A       -      .      inches    1-^^^      ly^  {y 
 Each  $0.50    .60  1.10 


4 

2 

1.70 


5 

4^8 

4.00 

6 

5.75 

7 

9.50 

8 
6 

11.00 

10 

7^ 
13.50 

5 

2.60 

6 

9 1  5 

3.50 

7 

6.00 

8 

7.00 

10 

9.00 

5 

23^ 

2.60 

6 

2^2 

3.50 

7 

2% 
6.00 

8 
2^ 
7.00 

10 

3 

9.00 

5 

2% 
2.60 

6 

3.50 

7 

2-yk 
6.00 

8 

2K 
7.00 

10 

9.00 

''^^itlfE^DTs^^S^fjE^S^^^^^^  THOSE  OP 
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CAST  IRON  DRAINAGE  FITTINGS 


90  DEG.  ELBOW 
SIDE  OUTLET 


A-4108 


90  DEG.  ELBOW 
HEEL  OUTLET 


THREE  WAY 
ELBOW 


THREE  WAY  ELBOW 
REDUCING 


A-4109 


90   DEGREE   ELBOWS,  SIDE  OUTLET 

A-4108    Size  4  inch,  Outlet  2  inch.  Dimensions  A  3     Inches,  Tarred  Each  $3.50 

90   DEGREE   ELBOWS,  HEEL  OUTLET 
A-4109    Size  4  inch,  Outlet  2  inch.  Dimensions  A  3  y|  inches,  Tarred  Each  $3.50 


A-4110 


A-4111 


Size 

Dimension  A 
Dimension  B 
Tarred  . , . . , 


THREE  WAY  ELBOWS 

Inches  VA 
-      -      -  Inches 

Inches  2^^^ 
 Each  $1.00 


2 

fix/ 


3 

8% 

i  ^ 


4 


5 

6/8 


1.30    2.20    3.10  4.25 


CLOSET  ELBOW 
7  in,  wide  Flange  one  ISnd 


TEE 


BAS!N  TEE 


6 

6.50 


THREE   WAY   ELBOWS,  REDUCING 

Size                                                                    Inches    4x3  5x4  6x4  6x5 

Dimension  A      ------      _      Inches  ^  11%  124/8  13% 

Dimension  B------       -       Inches    4v„-  5-i%  tyy^-  6% 

Tarred  Each  $3.10  4.25  6.50  6.50 


BASIN  CROSS 


 'NtET  III  I 


A-4113 


A-4114 


nuN 
A-4115 


CLOSET  ELBOWS 

A-4112    Size  4  Inch,  Dimensions  A  3  Jf*  inches;  B  4%  inches.  Tarred.  ....Each  $2.50 


A-4113 


A-4113 


A-4114 


TEES 

Size     -      -      -      -      -      -      Inches  1% 

Dimension  A     -      =      -      -      Inches  2^ 
Dimension  B     -      -      -      -      Inches  4% 

Tarred  Each  $0.75 

size                                                  Inches  5 

Dimension  A      -      -      -      -      Inches  4% 

Dimension  B      -      -      _      -      Inches  9% 

Tarred   Each  $4.00 


BASIN  TEES 

Size       -        Inches     1%  2  2x1 

Dimension  A  Inches  7  6% 

Dimension  B   Inches     2y^  3^ 

Tarred  Each  $1.25  1.35  1.35 


2     2x11^  3 

m    41/8  m 

.90    .90  1.40 


3x2 
3 

5H 
1.40 


4 

2.30 


5x2 
6 

4.00 


5.K3  6 
4.00  6.00 


4x2 

oiJ_ 

'^1 « 
6 

2.30 

8 
6K 
13 


4x3 

3K 


5|f 

9.00    12.00  18,00 


2.30 
10 

r-K 

15^ 


BASIN  CROSSES 


Size  -  -  Inches  2 
Dimension  A  Inches  7 
Dimension  A      Inches  7 

A-4115    Tarred  Each  $1,60 


2x11/2 

634 

1,60 


LIST  PRICES  OP  GALVANIZED  DRAINAGE  FITTINGS  ARE  DOUBLE  OP  THOSE 
OP  TARRED  AS  TABULATED  AVOVE. 
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CAST  IRON  DRAINAGE  FITTINGS 


90  DEGREESY  BRANCH       REDUCING  90  DE- 
TEE  PATTERN  GHEE  Y  TEE  PATTERN 


90  DEGREE  LONG  REDUCING  90  DEGREE 

TURN  Y  TEE  PATTERN  LONG  TURN  Y  TEE  PATTERN 


A  4116 


A-4117 


A-4119 


90  DEGREE 

Y  BRANCHES, 

TEE 

PATTERN 

Size 

Inches  VA 

IH 

2  3 

4 

5          6          7  . 

8 

10 

Dimension  A 

Inches  3H 

VA 

m 

10  {'q     11}  I  13% 

20 

Dimension  B 

Inches  214 

2H 

K  3 

^]  e 

6Vs      1%  SH 

9 

115^8 

A-4116  Tarred 

 Each  $1.00 

1.15 

1.35  2.25 

3.50 

5.50    7.00  11.50 

14.50 

20.00 

REDUCING   90   DEGREE  Y  BRANCHES,  TEE  PATTERN 


Size 
Dimension  A 
Dimension  B  - 
Dimension  C 
A-4117  Tarred 

Size 
Dimension  A 
Dimension  B  - 
Dimension  C 
A-4117  Tarred 


Inches  VAxlA 
Inches  3% 
Inches  2H 
Inches  2% 
.  .Each  $1,15 

Inches  5x4 
Inches  9% 
Inches  5}^ 
Inches  5% 
.  .Each  $5.50 


2xlH 
4^ 

vl  l 
- 1  fi 

1.35 
6x2 

3% 
7.00 


3x1  H 

'^16 

^le 

9li> 

2.25 

6x3 

VA 
5% 

7.00 


3x2 
3% 

2.25 

6x4 

9K 

7.00 


4x1  H 

m 
3 

3.50 
6x5 

6% 

m 
7.00 


4x2 

3% 
3.50 

8x3 

VA 

m 

14.50 


4x3 
1% 
i% 

3.50 

8x4 
11-'^- 

m 

14.50 


5x3 
1% 
5K 
4H 
5.50 

8x6 

m 
10 

14.50 


90  DEGREE   LONG  TURN   Y   BRANCHES,  TEE  PATTERN 


Size 

Inches 

VA 

VA 

2 

3 

4 

5 

6 

7 

8 

Dimension  A     -      -  - 

Inches 

m 

^% 

7  i_ 

^16 

13% 

15% 

2m 

1Q  5 

m 

Dimension  B         -  - 

Inches 

3% 

i% 

•^le 

IVz 

m 

12H 

Dimension  C     -      -  - 

Inches 

1 3 

V4 

m 

2% 

m 

4% 

A -411 8  Tarred 

 Each 

$1.00 

1.15 

1.35 

2.25 

3.50 

5.50 

7.00 

11.50 

14.50 

REDUCING   90   DEGREE   LONG  TURN   Y  BRANCHES,   TEE  PATTERN 


^"^i^e        -      -      .      -      -      Inches  IHxlM  2xli/2  3x1^2  3x2  4xlH  4x2  4x3  5x3 

Dimension-  A      -----      .    inches                  5%  5l|  6tV  7li-  10  10J4 

Dimension  B         -      .      .      .      .       inches  3%        4%       5  ^/e  h\  8% 

Dimension  C      -----      -   Inches  Ij^^        1^^^  1^5^-  1%  lj%  1%  2%  2% 

A-4119    Tarred   ..Each  $1.15  1.35  2.25  2.25  3.50  3.50  3.50  5.50 

'"'i^^-e  Inches  5x4  6x2  6x3  6x4  6x5  7x4  8x3  8x4 

Dimension  A      -      -      -      -      -          Inches  13  7||  1^%  13^  164^  13^^  10%  13% 

Dimension  B          .      -      -      .      .      Inches  10-,^      1%                 11  12|f  11%,  WA  12 

Dimension  C      -      -      -      -      -          Inches  2''8        VA  2f^,  2%       SVi  2%  2-^^;  2j| 

A-4119    Tarred  Each  $5.50  7.00  7.00  7.00  7.00  11.50  14.50  14.50 


LIST  PRICES  OP  GALVANIZED  DRAINAGE  FITTINGS  ARE  DOUBLE  THOSE 
OF  TARRED,  AS  TABULATED  ABOVE. 

THE  INLETS  OF  90  DEGREE  Y  BRANCHES  ARE  TAPPED  PITCHED  14  INCH 

TO  THE  FOOT. 
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CAST  IRON  DRAINAGE  FITTINGS 


DOUBLE  90  DEGREE  Y  BRANCH 
TEE  PATTERN 


REDUCING   DOUBLE  90 
DEGREE  Y  BRANCH 
TEE  PATTERN 


Lr-i 


•11 


\ 


A-4120 
DOUBLE   90  DEGREE 


Y  BRANCHES,  TEE 


A-4121 
PATTER  N 


Size 


Dimension  B         .      .      -  - 
Dimension  C      -      -      -  - 
A-4120    Tarred   ..Each 


Inches 

ih 

m 

2 

:-5 

4 

Inches 

3% 

V4 

10 1-6 

"IS 

Inches 

iVi 

5 

10% 

14'4 

Inches 

2K 

2H 

m 

7  '  8 

$1.15 

1.25 

1.50 

3.00 

4.00 

6.50 

S.50 

REDUCING   DOUBLE   90  DEGREE   Y   BRANCHES.  TEE  PATTERN 


Size      -  - 
Dimension  A      -      -      -  - 
Dimension  B         _      -       -  - 
Dimension  C     -      -      -  - 
A-4121    Tarred   Each 

DOUBLE  90  DEGREE  LONG  TURN 
Y  BRANCH  TEE  PATTERN 


Inches 

2x1  K2 

3x1  H 

ax2 

4x2 

5x4 

6x2 

6x4 

Inches 

4% 

•'i  « 

9H 

9!4 

Inches 

bH 

7>4 

t<% 

11% 

10  H 

12^« 

Inches 

9lA 
'^i  « 

b% 

.  Each 

$1.50 

3.00 

3.00 

4.00 

6.50 

8.50 

8.50 

REDUCING   DOUBLE  90 
DEGREE  LONG  TURN  Y 
BRANCH  TEE  PATTERN 


DOUBLE  90 


A-4122 

DEGREE 


Size 
Dimension  A 
Dimension  B 
Dimension  C 


LONG 

I nch  es 
Inches 
Inches 
Inches 


A-4123 

TURN   Y  BRANCHES,  TEE  PATTERN 


4122    Tarred   Each 


IH 

5% 

$1.25 


7.1. 
10% 

15^8 

1.50 


2'/2 

3 

4 

5 

8^ 

9  If 

13% 

15% 

12  H 

15 

19% 

24  K2 

2 

2  ^. 

2'B 

3yi 

2.25 

3.00 

4.00 

6.50 

6 
29^8 
8.50 


7 

21% 
'6m 
4% 
15.00 


8 

91 

m% 

5 '4 
18.00 


REDUCING    DOUBLE  90   DEG.  LONG 


Size 
Dimension  A 
Dimension  B 
Dimension  C 


Inches 
Inches 
Inches 
Jnches 


TURN  Y 

3x1  !/2 


BRANCHES, 


-4123    Tarred   Each 


TxlH 
5% 

m 

I  ^ 

'  I  H 

$1.50 


•*1  B 

in 

3.00 


3x2 
12  H 
3.00 


4x2 

7JLJ_ 

'  1  B 

in 
4.00 


5x4 
13 

20% 

6.50 


TEE  PATTERN 

6x2 

'1  H 

15  K2 
1% 
8.50 


6x4  6x5 
13/., 

2i  2m 

2'8  3H 

8.50  8.50 


LIST  PRICES  OF  GALVANIZED  DRAINAGE  FITTINGS  ARE  DOUBLE  THOSE 

OF   TARRED,    AS   TABULATED  ABOVE. 
THE  INLETS  OF  90  DEGREE  DOUBLE  Y  BRANCHES  ARE  TAPPED  PITCHED 

1^  INCH  TO  THE  FOOT. 
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CAST  IRON  DRAINAGE  FITTINGS 


45  DEGREE  Y  BRANCH 


REDUCING  45  DEGREE  Y  BRANCH 


A-4124 


45   DEGREE  Y  BRANCHES 


Size 
Dimension  A 
Dimension  B  - 
A-4124  Tarred  . 


inches  1 
inches  5 
inches  314 
.  .Each  $0.70 


IV2 
51/2 
3% 
.80 


2 

1.00 


6^ 
1.70 


4 

10  yg 

2.60 


5 

3.50 


6 

14% 
10% 

5.50 


7 

16H 
121/4 
12.00 


8  10 

ISif  20 

13/r  161/8 

15.00  21.00 


REDUCING   45  DEGREE  Y  BRANCHES 


Size 
Dimension  A 
Dimension  B  - 
A-4125  Tarred 

Size 
Dimension  A 
Dimension  B  - 
A-4125  Tarred 


inches  1 1^x114 
inches  — ■ 
inches  — 
.  .  .Bach  $0.80 

inches  5x4 
inches  11% 
inches 
.  .  .Each  $3.50 


2x11/2 

3x1 14 

3x2 

5  78 

6% 

7% 

41/8 

5% 

1.00 

1.70 

1.70 

6x2 

6x3 

6x4 

8A 

10 

iiys 

8tV 

8% 

9% 

5.50 

5.50 

5.50 

4x1 1^ 

2.60 

7x4 
11^ 
10^ 

12.00 


4x2 
7H 

2.60 

7x6 
16H 
11t% 
12.00 


4x3 

91/4 
7^ 
2.60 

8x4 
15.00 


5x2 
814 
7^ 
3.50 

8x6 
141t 
12% 
15.00 


45  DEGREE 
DOUBLE   Y  BRANCH 


Size 
Dimension  A 
Dimension  B 
A-4126  Tarred 


4  5   DEGREE  DOUBLE  Y 

inches    li^  li^  2  3 

inches    5  5^  6  A  9 

inches    31^  3%  4^^  6^ 

..Each  $0.90  1.00  1.30  2.20 


REDUCING  45  DEGREE 
DOUBLE  Y  BRANCH 


10 
20 

161/8 


18.00  25.00 


Size 
Dimension  A 
Dimension  B 
Dimension  C 


REDUCING  45  DEGREE  DOUBLE  Y  BRANCHES 


-  inches  2x1 1^ 
inches  5% 

-  inches  4% 
inches  4-^ 

A-4127  Tarred   .Each  $1,30 


3x1 1^ 
6% 

4^ 
2.20 


3x2 
7% 
5% 

2.20 


4x2 
6 

3.10 


5x2 
81^ 

Q% 
4.25 


6x2 
8rV 
8^ 

6.50 


6x4 
11% 
9% 
9tV 
6.50 


LIST  PRICES  OP  GALVANIZED  DRAINAGE  FITTINGS  ARE  DOUBLE  THOSE  OF 
TARRED,    AS   TABULATED  ABOVE. 
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INCREASER 


CAST  IRON  DRAINAGE  FITTINGS 


OFFSET 


T 

A-4128 

ROOF  CONNECTION 


A-4129 


Size 
Dimension  A 
A-4128  Tarred 


inches 
inches 
. .  Each 


A-4130 

INCREASERS 

4x2        4x3  5x2 

9  9  9 

1.50       1.50  2.00 


Size      -      -  inches 
A-4129  Tarred   Etieh 


Size 
Dimension  A 
Dimension  B  - 
A-4130  Tarred 

Size 
Dimension  A 
Dimension  B  - 
A-4130  Tarred 


3x2 
9 

$1.00 
ROOF 

2 

$0.50 


5x4 
9 

2.00 


CONNECTIONS 

3  4 
80  1.00 

OFFSETS 


A-4131 


6x4 
9 

3.00 


5 

1.20 


6x5 
9 

3.00 


inches 

2 

inches 

inches 

4 

 Each 

$1.75 

inches 

4 

inches 

13% 

inches 

8 

 Each 

$5,00 

2 
91/2 
6 

2.00 
4 

15% 

10 
5,75 

S 


2 

11% 

8 

2.25 
6 

12% 


Size 
Dimension  A 
Dimension  B  - 
Dimension  C 
Size  of  Vents 
A-4131  Tarred 


inches 
inches 
inches 
inches 
inches 
. .  Bach 


2 

61/4 


$3.50 


A-4132 


Size 
Dimension  A 
Dimension  B 
Dimension  C 
Size  of  Vents 


inches 
inches 
inches 
inches 
inches 


IVa 
21/3 
3% 
21/4 


A-4132  Tarred   Each  $1.90 


HALF  S 

2 

4 
2^ 
2 

2.25 


TRAPS 

3 


A-4133 


31/2 

3 

3.00 

RUNNING  TRAPS 


4 

5 

6 

51^ 

7 

8% 

10  Vs 

4^ 

4% 

4 

4 

4 

4.50 

7.50 

14.00 

Size 

Dimension  A  ■ 
Dimension  B 
Dimension  C 
Size  of  Vents 
A.-4133  Tarred 


iticbes 
iji<^hes 
i  niches 
inches 
inches 
.  .Each 


2 

3 

4 

5 

10  Vs 

13% 

17 

201/2 

4 

5% 

7 

8% 

2 

31/2 

4^ 

4% 

2 

3 

4 

4 

$2.40 

3.50 

5.00 

8.00 

6 

2314 
10  Vs 
5t^ 
4 

15.00 


7 

7% 
111/4 

evs 

5 

18.00 


7 

26% 
111/4 
61^ 
5 

20,00 


8x6 
9 

5.00 


6 

2.00 


3 

3 

3 

4 

4 

8% 

10% 

12% 

9% 

11% 
6 

4 

6 

8 

4 

2,75 

3.25 

3.75 

4.00 

4.50 

8 

10 

6 

8 

10 

14% 
8 

16% 

13% 

15% 

17% 

10 

6 

8 

10 

8.50 

9.50 

10.00 

11.00 

12.00 

8 

8ii} 
12% 
6% 
6 

22.00 


301/4 
12% 
6% 
6 

25.00 
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STANDARD  BRASS  VALVES 


GLOBE 


ANGLE 


FLANGED  GLOBE 


-4150 


Size 

A-4150  Globe  . 
A-4151  Ang-le. 
A-4152  Cross  . 


Size 
A-4153  Globe 
A-4154  Angrle  , 


A  4151  A-4152 

BRASS  VALVES,  SCREWED 


inches  l^ 
-  .Each  $0.72 
•  .Each  0.72 
..Each  — 


.72 
.72 
1.25 


.77 
.77 
1.25 


1.00  1.26 
100  1.26 
150  2.00 


1 

1.80 
1.80 
2.50 


114 
2.52 
2.52 
3.50 


A-4153 

1^2 

2  2% 

3 

3.50 

5.30  10.00 

14.40 

3.50 

5.30  10.00 

14.40 

5.00 

8.00  16.00 

24.00 

BRASS  VALVES, 

inches      %  \ 
.  .  .Each  $5.00  6.75 
•  -  Each    5.00  6.75 


FLANGED 

1^4     1%        2  21/2  3       3^  4 

8.50  10.50  16.00  23.00  35.00  50.00  70  00 

8.50  10.50  16.00  23.00  35.00  50.00  70  00 


HORIZONTAL  CHECK 


ANGLE  CHECK 


VERTICAL  CHECK 


SWINGING  CHECK 


A-4155 


A-4156 


A-4157 


Size 
A-4155  Horz. 
A-4156  Ang-le 
A-4157  Vert. 


inches  1^ 

.  .  .Each  $0.65 

. .  .  Each  — 

.  .  .  Each  — 


BRASS  CHECK  VALVES 


V4. 
.65 
.72 
.72 


% 

.70 

.77 

.77 


Vz  % 

.90  1.15 

1.00  1.26 

1.00  1.26 


1 

1.60 
1.80 
1.80 


1^4 
2.25 
2.52 
2.52 


Size 

A-4158  Each 


Size 

A-4159  Each 


SWINGING   CHECK  VALVES 


inches  % 
  $2.15 


Vz 
2.25 


2.75 


1 

3.50 


ly* 

4.25 


3.15 
3.50 
3.50 


^V2 

5.50 


CHECK   VALVES  WITH   DRIP  COCK 

Not  illustrated. 

inches 


A-4158 


2 
4.75 
5.30 
5.30 


21/3 
9.00 


7.50 


21/2 
15.00 


^2 

$2.15 


2.55 


1 

3.15 


3 

13.00 


3 

22.00 


11/4 
4.05 
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JENKINS  DISC  BRASS  VALVES 

GLOBE  ANGLE  HORIZONTAL  CHECK 


A-4160 


Size        inches  Vs 
A-4160  Globe    ....Each  $1.10 

A-4161  Angle   Each  1.10 

A-4162  Horz.  Ck.  Each  1.10 
Jenkins    Disc   Vertical  and 


JENKINS 

1/4 

1.10 
1.10 
1.10 


Angle 


A-4161 

DISC  BRASS 

%  V2       %  „ 

1.25     1.60  2.20 
1.25    1.60  2.20 
1.20     1.30  1.90 
Check  Valves 


A-4162 


VALVES 

1 

2.80 


2.80 
2.60 


same 


m 

4.00 
4.00 
3.60 
list 


1^ 
5.50 
5.50 
5.00 


8.75 
8.75 
7.50 
prices 


21/2 
15.75 
15.75 
13.50 


3 

22.00 
22.00 
21.00 


as  Horizontal 


ASBESTOS  DISC  BRASS  VALVES 


SWINGING  CHECK 


yiy  

A-4163  A-4164  A-4165 

ASBESTOS   DISC  BRASS  VALVES 

Size        inches      Vs       %       %        V2     %         1  1%       2  21/2 

A  Aid  TTifiph  tl  10    1  10    1  25    1.60  2.20    2.80    4.00  5.50  8.75  15.75 

aI  ^4  AnJ^^I  ::::lacS  *lio    1:10    1:25    £60   2.20    2.80    4.00  5.50  8.75  15.75 

A-4165  HoFz.  Ck.  Each     —      1.25    1.30    1.50  1.75    2.25    3.25  4.25  6.25  12.00 

Asbestos   Disc   Angle   Check   Valves  same  list  prices  as  Horizontal  Check 

JENKINS  DISCS 

...,eol^^e\..-  '^-^U^^     'S.  I5    .o^e    71    \f    is  ^1 

.-4169  ll^c\  i"^^^!  *i^f5  .U  ^1  Is  io  .Is  /.?5 

DISC  HOLDERS    WITH  ASBESTOS  DISCS 

Size        inches      %  %       ^     %        1      IV4  2  2^ 

A-4170  Each    13       14      .07      .09     10        12      18        25       36  48 


3 

22.00 
22.00 
20.00 


3 

.33 


3 
60 
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BRASS  VALVES 


SAFETY  VALVE  SAFETY  VALVE  THROTTLE  VALVE 

WITH  BALL  AND  LEVER  LOW  PRESSURE  "HANDY"  GATE  PATTERN 


A-4172  A-4173  ,  A-4174 

BRASS  SAFETY  VALVES 

Size       -        -       _        _        inches  %  %        l       l^i      IVa  2 

A-4172  (Cross  or  Angle)   Each  $2.20     2.50    3.25    3.90  4.70    7.15    9.00  12.50 

A-4173  Low  Pressure  Each      —       —     1.50    2.25  3.00    4.00    5.50  — 

"HANDY"   GATE  THROTTLE  VALVES 

Size       -       .       -       _       inches  %        1  1%       2       2i/^  3 

A-4174  Rough  Brass  Each  $1.60    1.80    2.50    3.50    5.00    7.50  13.50  19.00 

GARDEN  STANDARD  LOCK  SHIELD  VALVE 

HOSE  VALVE  HOSE  VALVE  '  FOR  NATURAL  GAS 


A-4175  A-4176 

GARDEN   HOSE  VALVES 

Size        .        -        _        _        inches      Vz         %  1 
A-4175  Each    $1.65     1.65  2.20 

STANDARD   HOSE  VALVES 

Size        -                                                         inches  1 
A-4176  Each   $3.15 

LOCK  SHIELD  VALVES 

Size  inches  % 

A-4177  Rough  Body.   Each  $1.10 

A-4177  Rough  Body  Plated  Each  1.40 


A-4177 


1^ 
3.40 


4.75 


2 

7.00 


2^ 

15.00 


3.70 


V2 
1.35 
1.65 


4.75 


1.60 
1.95 


2 

7.00 


1 

2.25 
2.65 


2^ 
8.50 


11/4 
3.25 
3.70 
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BRASS  GATE  VALVES 

STANDARD  PATTERN  QUICK  OPENING  WOOD  WHEEL 


A-4t78 


Size 

A-4178  Standard 


Size 

A-4179  Each 


A-4179 
BRASS   GATE  VALVES 


A-4180 


inches  % 
.  .Each  $1.25 


% 
1.25 


1.30 


% 
1.75 


1 

2.50 


ly* 

3.50 


QUICK   OPENING   GATE  VALVES 


inches 


1 

4.50 


  $3.25 

WOOD  WHEEL  GATE  VALVES 


l^A 
6.00 


IV2 
5.00 


1^ 
8.00 


2 

7.50 


2 

12.00 


21/2 
14.00 


22.00 


3 

20.00 


3 

30.00 


Size 

A-4180  Rough  Body, 
A-4180  Rough  Body, 
A-4180  Finished  and 


inches  V2 

Plain     Each  $1.70 

Plated    Each  2.00 

Plated    Each  2.95 


% 
2.25 
2.60 
3.60 


1 

3.05 
3.45 
4.90 


4.25 
4.70 
6.45 


1% 

5.85 
6.35 


2 

9.05 
9.80 


WOOD  WHEEL  GATE  VALVE 
WITH  UNION 


SWING  JOINT 


8.00  12.75 
EXPANSION  JOINT 


A-418T  A-4182  A-4183 

GATE  VALVES  WITH  UNION 

Size  inches     V2        %  1 

A-4181  Rough  Body,  Plain   Each  $2.75    3.25  4.20 

A-4181  Rough  Body,  Plated   Each    3.10    3.75  4.65 

BRASS  SWING  JOINTS 

Size        -        -        _        -        inches     %  V2        %  I 

A-4182  Rough  Each  $2.00      2.50     3.50  5.00 

A-4182  Finished   Each    2.50      3.00     4.00  5.75 

BRASS   EXPANSION  JOINTS 

Size      -        -       -        -        inches     1/2        %        1       1^  ll^       2       21/2  3 

Traverse  -       -        -    inches      2        2^4     2%     2*4  2^     2V2  2% 

^-4183  Each    $1.50     2.20    2.75    4.00  5.00    8.00  17.50  24.00 


2 

5.50  7.25  11.35 
6.10    7.85  12.10 


11/4      11^  2 
6.50     9.00  13.00 
7.25    10.00  15.00 
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BRASS  RADIATOR  VALVES 


JENKINS  DISC  STEAM 
WITH  UNION 


QUICK  OPENING  HOT  WATER 
WITH  UNION 


LOCK  SHIELD  JENKINS 
DISC,  WITH  UNION 


A.4184                                 A-4T85  A-4IS6 

JENKINS  DISC   STEAMi  RADIATOR  VALVES 

Size  -      -      _      _  •  I, 

A-4184  Rough    Body    Plated         '      "      "      ^"gJ"^^  ^n^^                  1  l'/4  1 1/2  2 

A-4184  Finilhed  e.Ia  mlTeaV/.V/. iacS^H'fia  Hi  H^.  8.10  13.10 

 i^ach  3.60    4.25    5.25  7.00  9.25  14.35 

QUICK   OPENING    HOT  WATER  VALVES 

Size  -      -      _      _  .  , 

A-4185  Rough  Body  Plated          '      "      "  ^        1  1^/4  IV2  2 

A-4185  Finilhed  and  pfated t^^^S  H'i^.    S"!^    ^-^^  5.05  7.10  10.85 

 I^ach  2.90    3.40    4.40  5.80  8.10  12.35 

LOCK  SHIELD  JENKINS   DISC  WITH  UNION 

Size  -      .      _      _  .  , 

A-4186  Rough  Body  Plated          '      "      "  ,.4.      ^        1  1^/4  IV2  2 

A-41S6  Finished  a„^d  ptlf^d  i:!:  ^  v  i             J-Jj  mi    f  jO    |.75  6.40  8.1I  X3.10 

DISC,  WITH  UNION  HOT  WATER  WITH  UNION 


A-4188  A-4189 
OPPOSITE  ANGLE    WITH    UNION,  JENKINS  DISC 

Size  -      -      _      _  .  , 

A-4187  Rough  Body  Plated                 "      "      "      "  ^"^^^s       %        i  1^  lU  2 

A-4187  Finilhed  and  pUted'.: ^^^S    $^25    5  15  6.95  8.95  14  25 

 ^ach      4.80     5.70  7.45  10.05  15.65 

CORNER   WITH   UNION,  JENKINS  DISC 

Size  -      -      _      ^  .  , 

A-418S  Rough  Body  Plated                -      -      -      -  inches       %        i  1^  IVo  2 

A-4188  Finilhed  and  Plated!: gj^S    ^4.20    5.25  7.05  8.95  14  45 

 ^ach      4.85    6.00  7.80  9.95  15.95 

STRAIGHTWAY  QUICK  OPENING   HOT  WATER.  WITH  UNION 

A-41S9  Rough  Bo"dy  Plated                                        ^"ches       %        i  ly^  ly  g 

A-41S9  Finished  and  Plated ?2.85    3.65  5.05  7.10  10  85 

 l^ach     3.40    4.30  5.80  8.10  12.35 
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BRASS  RADIATOR  VALVES,  ETC. 


NORWALL  PACKLESS  STEAM  VALVE  GEM  CIRCULATING   HOT  WATER  VALVE 


A-4190  A  4191 

NORWALL  PACKLESS  STEAM  VALVES 

Size                                                     inches      Va        %        1  I14  IVs  2 

A«4190  Roug-h  Body  Plated  Each   $3.15    3.90    4.70  6.25  8.15  13.00 

GEM   CIRCULATING   HOT  WATER  VALVES 

/  ^  --------      -     inches       1/2        %        1  IV4 

*    ..^H  Center  of  Risers  inches      2%        3  ZV^ 

A-4191  Rough  Body  Plated  Each  $4.25  5.40  6.00  7.95 

RADIATOR  UNION  ELBOW  RADIATOR  UNION  TEE 


— 

A-4195  A4196 
RADIATORUNION  ELBOWS 

Size  inches       Vs        %        1  IV2  ^ 

A-4195  Rough  Body  Plated  Each   $1.75  2.00  2.50  3.20  4.00  7.00 

A-4195  Finished  and  Plated  Each     2.25  2.40  3.00  3.90  4.85  8.50 

RADIATOR   UNION  TEES 

Size  -      ------      inches       %        %        1  IM.  1^^  2 

A-4196  Rough  Body  Plated  Each  $2.25  2.65  3.35  4.30  5.75  9.00 

A-4196  Finished  and  Plated  Each     2.80  3.50  4.25  5.50  7.50  11.00 


BRASS  KEYS  FOR  LOCK  SHIELD  VALVES 


FOR  SMALL  SIZES 


FOR  LARGE  SIZES 

r 


A-4197  A-4198 
KEYS  FOR   LOCK  SHIELD  VALVES 

A-4197  For  %  and       inch  Valves  Plain  Each  $0.18    Plated  Each  $0.25 

A-4198  For  %  to  2  Inch  Valves  Plain  Each  $0.50    Plated  Each  $0.70 
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RADIATOR  AIR  VALVES 


NO.  1 


NO.  5 


A-4199  A-4200 


A-4201 


A-4202 


A-4203 


COMPRESSION    RADIATOR   AIR  VALVES 

Figure     -       -      --      --      --      --       4199    4200    4201    4202  4203 

Nickel  Plated  Vs  inch  Each      $0.35      .45       .70       .35  .57 

Extra  Keys  for  A-4202  and  A-4203,  Each  $0.18 


MARSH-PAUL 


IMPERIAL 


NO.  1  VICTOR 


A-4204 


A-4205 


A-4207 

NO.  2  VICTOR 


A-4206 


A-4208 


AUTOMATIC  AIR  VALVES 

1    ,   El^?^.®     "       ---------       4204     4205     4206    4207  4208 

Nickel   Plated  Each      $1.15     1.25     1.15      .65  .65 


N  O  R  W  A  L  L 


NOR  WA  LL 
SYPHON 


NORWALL  AIR 
AND  VACUUM 


A-4209  A-4210  A-42T1 


A-4212 


A-4213 


AUTOMATIC  AIR  VALVES 

ivr-       .   S!^?^^^     "       ---------       4209     4210     4211     4212  4213 

Nickel  Plated    Each     ^1.00     1.00     1.30     1.70  4.00 
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STANDARD  BRASS  STEAM  COCKS 


TEE  HEAD 


FLAT  HEAD 


SQUARE  HEAD 


THREE  WAY 


A-4224     ^^^V—    A-4226  A-4227  A-4229 

BRASS  TEE   HEAD  STEAM  COCKS 

Size   -     inches       Vs        14       %       %  %  1 

A-4224  Each   $0.85      .85     1.00     1.25  1.70  2.35 

A-4225  With  Check  Each      —      1.00    1.15    1.40  1.90  2.55 

BRASS  FLAT  AND  SQUARE   HEAD  STEAM  COCKS 

Size      -----    inches       V4        %        V2       %        1       lU  IV2  2 

A-4226  and  A-4227   Each    $0.85     1.00    1.25    1.70    2.35    3.70  4.85  7.30 

A-4228  Sq.  Head  With  Check  Each      —       —     1.40    1.90    2.55    3.95  5.15  7.65 

BRASS  THREE    WAY  STEAM  COCKS 

Size      -----    inches       %        %        Vz       %        1       IV*  IV2  2 

A-4229   Each    $1.80     2.10    2.50    3.00    3.75    5.75  7.15  11.00 

STANDARD  BRASS  SERVICE  COCKS 

TEE  HEAD  FLAT  HEAD  SQUARE  HEAD  GAS  STOVE  COCK 


A-4230  A-4232  A-4233  A-4234 

BRASS  TEE   HEAD  SERVICE  COCKS 

Size  inches  %       ^  % 

A-4230  Each     $0.75     .85  .95  1.15 

A-4231  With   Check  Each        .90    1.00  1.10  1.35 

BRASS   FLAT  AND  SQUARE  HEAD  SERVICE  COCKS 

Size      -----    inches  %       1/3       %        1       1  1  ^  2 

A-4232  and  4233  Each    $0.75     .85      .95     1.15    1.50    2.25  3.10  5.00 

BRASS   LEVER   HANDLE   GAS   STOVE  COCKS 

Size  --------        inches  %       ¥2       %  1 

A-4234  With  Check  Each     $1.15    1.25    1.35  2.15  3.25 
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BRASS  SERVICE  AND  METER  COCKS 


FLAT  HEAD  HEAVY  SERVICE 
OVAL  OPENING 


LOCK  GAS  SERVICE 


GAS  METER  COCK 


A-4235                              A-4236  A-4237 

HEAVY  SERVICE  COCKS,  WITH   OVAL  OPENING 

A-4235  With  cheik ^"^^^^^  n'Ss  2.I0  ill  /.H  7J0 

LOCK   GAS  SERVICE  COCKS 

A  A9oa                  -------     inches                %  1       114     ly^  2 

^"^^^^  Each   $1.30    1.60  2.10    3.50    5.00  7.00 

GAS   METER  COCKS 

A           ^^^'^          -------     inches       1/2        %  1       114     11/2  2 

^-^^^^                                                                      Each  $1.30    1.40  1.95    3.00    4.25  6.00 

UNION   METER  COCK                    LOCK  METER  COCK  ^       I T  H  Tj  nI  O^N^ 


A-4238                             A  4239              :  A-4240 

UNION    METER  COCKS 

A  4?qR                  -------     inches       1^        ?4  1  I14 

^■^^^^    Each  $1.40    1.55  2.20  3.40 

LOCK   METER  COCKS 

A  4?^q  ^^^^          -------     inches      1/2        %  1  11^ 

^■^"^^^  •  Each  $1.40    1.75  2.30  3.85 

LOCK   METER    COCKS,  WITH  UNION 

A  4?40  ^^^^          "      " inches      1^        %  1  ly^ 
 Each  $1.50    1.80  2.50  4.00 

GAS  AND  STEAM   COCK  WRENCHES 

tiltlf^'^^^e.^  ....r.. ...'J'^^^U'^  if  Ti  .h 

A-4242  Square  Head   Each       .06     .07     .09     .14  .19  .25 


11/2  2 
5,00  7.00 


11/2  2 
5.50  7.75 


5.50  8.00 


2  3 
.56  — 
.44  1.00 
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STANDARD  IRON  BODY  VALVES 


WITHOUT  YOKE 

ANGLE  CROSS 


FLANGED  GLOBE 


A-4250                  A-4251                    A-4252  A-4253 
IRON   BODY  GLOBE   AND    ANGLE  VALVES 

Size   -      -       inches       1        IV4.  IVz       2       21/2  3 

A-4250  and  A-4251   Screwed  Each  $2.25    2.75  3.50    5.40    7.35  9.80 

IRON   BODY  CROSS  VALVES 

Size   ----      -    inches  2         2^^  3 

A-4252  Screwed   Each  $6.50        9.00  12.50 

IRON   BODY  FLANGED   GLOBE,  ANGLE  AND   CROSS  VALVES 

Size          -      -      -      --      --      --      -    inches  2          2%  3 

A-4253  Flanged  Globe  Each  $7.00        9.00  12.50 

A-4254  Flanged  Angle  Each  7.00        9.00  12.50 

A-4255  Flanged  Cross  Each  9.00      11.75  16.50 

WITH  YOKE 

GLOBE                                ANGLE                                 CROSS  FLANGED  GLOBE 


A-4256 


Size 


A-4257 


A-4258 


A-4259 


IRON  BODY  GLOBE  AND  ANGLE  VALVES 


inches 


21/2 


31/2 


4% 


A-4256  A-4257  Screwed  Each  $7.00  9.00  12.50  15.25  19.00  24.00  27.00  37.50  63.00 
^  1  R  O  N   B  O  D  Y  C  R  O  S  S  V  A  L  V  E  S 


Size      -                   inches  3 
A-4258  Screwed  Each  $16.25 


31/2 
20.00 


4 

23.50 


41/2 
30.65 


5 

35.25 


7 

78.00 


IRON   BODY  FLANGED  GLOBE, 


47.25 

ANGLE  AND  CROSS  VALVES 


72.00 


92.00 


Size      -      -      inches  2  21/3  3 

A-4259  Flanged  Globe  Each  $8.60  10.75  15.00  18.50  22.50  27.50  31.00  42.00  68.00 

A-4260  Flanged  Angle  Each  8.60  10.75  15.00  18.50  22.50  27.50  31.00  42.00  68.00 

A-4261  Flanged  Cross  Each  —  —  20.00 


31/3       4       41/3       5         6         7  8 

-  ~~  —   ' 77.00 

77.00 

25.00  28.50  36.00  41.00  54.00  85.00  100.00 
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JENKINS  DISC  IRON  BODY  VALVES 


GLOBE,  WITHOUT  YOKE  GLOBE,  WITH  YOKE 


A-4260 


FLANGED  ANGLE, 
WITH  YOKE 


A-4262 


A-4265 


JENKINS  DISC   IRON   BODY  VALVES.  WITHOUT  YOKE 

Size  -      _      _  _ 

A-4260  Globe  Screwed                         ~      "      '      "      "    '"12^^^          ^  3 

A-4261  Angle  Screwed    .   g^^h      $7.25      11.00  16.00 

 Each        7.25      11.00  16.00 

WITH  YO  KE 

Size       —      —      _        inches  3       3^4  41/' 

tiltl  fn"X  lcTeTe'd^•.•.•.•  ••iL^^;  ^^1^  l^  ?!  J^  fX  ^4.00  32.00  40.00  48.'oO  SO.'oO  90.00 
A-4264  Globe  Flanged  . .        E^ch    14  00  is'?n  Ji       lUi  ^O-OO  90.00 

A-4265  Angle  PIa„|ed   .ga%t    ItTo  II  fo  lUt  lUl  UTo  tITo  I'oTo  IVo'o  tlTo 

STANDARD  IRON  BODY  CHECK  VALVES 

HORIZONTAL  w  n  r  t7  r»  w -r  ji  t 

HORIZONTAL  SWlNfirurnif 

screwed  Knds  Flanged  Knd.  h2  Zu 


A-4266 


A-4267 


A-4270 


STANDARD  IRON   BODY  CHECK  VALVES 


Size        -  inches      2  2^^ 

A-4266  |crewed   .....Each  |3.60  6.50 

A~4267  Flanged  .Vstch  $ll'50  IS.'oO 


3 

8.90 
5 

26.00 


3y2 
12.25 
6 

35.00 


4 

14.25 

7 

50.00 


4^         5  6 

19.00    22.00  30.00 

8         10  12 
62.00  115.00  175.00 


RON  BODY  SWING  CHECK  VALVES,  BRASS  OR  LEATHER 

Size 


inches  2^4 
A'lffiQ  I^^^^^^J   Each  $15.00 


3 

18.00 
21.00 
24.00 


31/2 
24.00 
27.00 


4 

27.00 
30.00 
35.00 


41/2 
33.00 
3  6.00 


5 

38.00 
42.00 
48.00 


DISC 

6 

48.00 
52.00 
60.00 


8 

75.00 
80.00 
90.00 
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IRON  BODY  GATE  VALVES 


SCREWED,  FLANGED  AND   HUB  ENDS 


SCREWED  ENDS 


QUICK  OPENING 


WITH  INDICATOR 


A-4271 


A-4274 


A-4276 


STANDARD   PATTERN  GATE  VALVES 

Size      ------      inches  22^3 

A-4271  Screwed  Ends   Each  $10.00    12.00  15.00 

A-4272  Plang-ed  Ends  Bach  10.00    12.00  15.00 

A-4273  Hub  Ends  Each  10.00       —  15.00 

Size  inches  5           6  7 

A-4271  Screwed  Ends   Each  $25.00    30.00  45.00 

A-4272  Flanged  Ends   Each  25.00    30.00  45.00 

A-4273  Hub  Ends    Each  25.00    30.00  — 

QUICK   OPENING   GATE  VALVES 

Size      ------      Inches  2         2 14  3 

A-4274  Screwed  Ends   Each  $16.00    18.00  22.00 

A-4275  Flang-ed  Ends  Each  —      18.00  22.00 

Size      ------      inches  567 

A-4274  Screwed  Ends  Each  $34.00    40.00  57.00 

A-4275  Flang-ed  Ends  Each  34.00    40.00  57.00 

^         INDICATOR    GATE  VALVES 

Size      ------      inches  2         2^4  3 

A-4276  Screwed   Each  $15.00    18.00  22.00 

A-4277  Flanged   Each  15.00    18.00  22,00 

Size      ------      inches  567 

A-4276  Screwed  Each  $36.00    44.00  60.00 

A-4277  Flanged    Each  36.00    44.00  60.00 


3%         4  4^ 

18.00  20.00  23.00 

18.00  20.00  23.00 

20.00  — 

8          10  12 

55.00  90.00  125.00 

55.00  90.00  125.00 

55.00  90.00  125.00 


31/2  4  41/2 

25.00  27.00  30.00 

25.00  27.00  30.00 

8  10  12 

69.00  110.00  150.00 

69.00  110.00  150.00 


3^!  4 
27.00  30.00 
27.00  30.00 


41/2 
34.00 
34.00 


8  10  12 

75.00  115.00  155.00 
75.00  115.00  155.00 
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STANDARD  IRON  COCKS 

SQUARE  HEAD  SCREWED       SQUARE  HEAD  THREE  WAY 


ASBESTOS  PACKED 


A-4280  A-4282  A-4284 

SQUARE   HEAD  SCREWED 

l£r?.iu;;-?t      A       ^-"^      ^'^»  '■^»  "^^'> 

A-4281  Brass   Plug.. Each    1.30    1.60    1.90     2.65    3.75    5.25    8.75    13.00    27.50  36.50 

THREE  WAY  IRON  COCKS 

A  Ao^o  ?^f,^T       "      "         inches      %         i        Wa.      IV2       2  23^.         3  3 4 

i'Alll  BrU^rT?ln*^ ^^"^S  Hil     l'^.^      2.05     2.65    3.65  5.35  7.50  14.00  19  00 

Brass  Plug   .Each    2.20    2.40      3.10    4.50    6.25  9.75  13.75  30.00  40.00 

ASBESTOS   PACKED    IRON  COCKS 

Size      -        inches     ^        %        1       ]  1  /      \il       o       2l^         q        q  1/  4 
^-^2^4   Each  $1.60    2.10    2.50      3.50    4.75    7.00  12.00    18.00    27.00    30  00 

IRON  BODY  SAFETY  VALVES,  ETC. 

^A??xv^w°A^.T.ir  "^^^   ^ODY  IRON  BODY 

SAFETY  VALVE  BACK  PRESSURE  VALVE  EXPANSION  JOINT 


A-4285  A-4287  A-4289 

IRON   BODY  SAFETY  VALVES 

Size      -        inches    1^^      ll^       2      2%       3       3^4       4        41/         k  r 
A-4285  Screwed    ...  .Each  $5.00    5.80    7.80    IS^ls  17.25  23:00  28.75    34.50    41  50    57  75 

A  j9Cfi   A         ------      inches        4           5          6           7  8 

A-4286  Flanged   E^ch  $34.00    48.00    65.00    100,00  140  00 

IRON    BODY  BACK   PRESSURE  VALVES 

Size       -      -      -     inches                  2  V'         3         3V         4          5           r  q 

^-'^^^'^  ^Pl^^^'^  ..Each  $11.00    13.00    15.00    19.00    22.50    33  50    43  00  85  00 

A            toize       -      _      _     Inches       4          iVz          5          g          7           S         in  19 

A-42S8  Flanged   Each  $26.00    32.00      37.00    47.00    75.00    90.00  130  00  200.00 

IRON   BODY  EXPANSION   J  O  I  N  T  S,  S  T  A  N  D  A  R  D  TRAVERSE 

^^^^       -      -          inches                 3         31^         4          5           6           8  10 

Traverse        -       inches    2i^       2%          3         3^^         4          5           7  7 

A  49QA  l?""^^®?                    S^^^  ^^-^^     10-00     14.00     18.00     38.00     45.00     100.00  160  00 

A-4290  Flanged   Each  16.00    18.50     25.00    30.00    48.00    55.00    lloloO  lltTo 
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POP,  RELIEF  AND  REGULATING  VALVES 


LOW  PRESSURE 
POP  SAFETY 


STANDARD  BRASS 
POP  SAFETY 


MUELLER  WATER 
PRESSURE  REGULATOR 


A-4300 


A-4301 


A-4302 


BRASS  POP  SAFETY  VALVES 

a-                                         inches                  %         1         1%       ^¥2  2  21/2 

A   .on«  ?>'^^       "t^           "       "               Bach       ~      $7:00       8.00       9.00     11.00  15.00  35.00 

A-4300  Rough  Body   _     ^^^^      9  0^         25    12.50  17.00  38.00 

aIsOI  linllSed                        '/.'//.^tch    $8.50      8.50    10.50    13.00    16.00  24.00  45.00 
NOTE— A-4300  set  at  any  pressure  up  to  20  pounds;  A-4301  set  at  any  pressure 
up  to  250  pounds. 

MUELLER   WATER   PRESSURE  REGULATORS 

-     inches       Vs         %         1         l^A  2  21/2 

A-4302  lou^gh  Brass..:..;..--...  E^^^^    $7^5      slo    11.35    16.45    28.60  39.20  77.60 
NOTE— 11/3   inch  and  larger  sizes  have  Iron  Cap. 

IRON  BODY  POP         WATER  RELIEF  B  A  L  A  N  C  E  F  LO  AT  V  A  L  V  E 

SAFETY  VALVE  ^ 


A-4304  A-4305  A-4307 

IRON   BODY  POP  SAFETY  VALVES 

Size          _      -      -      -        inches                  3         ZV2         4        41/3         5  6 

A-4304  Brass  Seat  Each  $45.00    60.00    75.00    90.00  110.00  125.00  175.00 

WATER   RELIEF  VALVES 

Size      -----    inches       V2         %         1                   IV2         2  21/2 

A-4305  Finished  Brass   Each  $10.00    10.00    12.50    15.50    19.00    28.00  52.00 

Sizp          .      _      -      -        inches    2^          3         3^         4        iVz         5  6 

A-4306  Iron  Body   Each  $45.00    60.00    75.00    90.00  110.00  125.00  175.00 

BALANCE   FLOAT  VALVES 

qi7P     -    inches      %         I       IVa      f'-A        2         2^4         3           4           5  6 

A-4307      -    .  -Each  $6  50     8.00     9.50    11.00    14.00     19.00     25.00     35.00     45.00  55.00 

NOTE — %   and  1  inch  Sizes  are  Brass  Body,  larger  sizes  Iron  Body. 

A-4307  is  for  tank  service  or  for  controlling  f\ow  of  steam,  water  or  other  fluid 

to  pump  or  other  device.  Will  operate  against  high  or  low  pressure  and  being 
Derfectiv  balanced  requires  only  small  size  float.  In  ordering  state  whether  wanted 
for  steam   hot  or  cold  water.    Floats  are  not  included  in  above  prices. 
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PRESSURE  REGULATORS,  ETC. 


"ECLIPSE"  STEAM  PRESSURE 
REDUCING  VALVE 


ECLIPSE"  VACUUM  PRESSURE 
REGULATING  VALVE 


A-4308 

"ECLIPSE' 


Size  in.      %         i         1 14      i  l^ 
A-430S   ....Each  $22.00  23.00  24.00  25.00 

NOTE— "Eclipse"  Reducing:  Valves  can 
Prices  on  application. 


A  4309 

STEAM    PRESSURE   REDUCING  VALVES 


2 

30.00 


3    31/2    4    41/2    5  6 

35.00  42.50  52.50  60.00  70.00  75.00  100.00 
be   furnished   in   sizes   7   to   12  inch. 


"ECLIPSE" VACUUM   PRESSURE   REGULATING  VALVES 

A-4309  '"Eafh  $3^00 ''42''sn''^  '.f^.^n^*  ,2x1,    2Hx5  5x10  6x12 

NOTE— A  4Voq  Vi;,tt^.t      ir  ,    ^^.50     53.50    72.00     96.00  126.00  187.50  242.00  325.00 


HUGHSON"  STEAM  PRESSURE 
REGULATING  VALVE 


'ECLIPSE"  LOW  PRESSURE 
REGULATING  VALVE 


A  4310 

"HUGHSON" STEAM 

Size  inches      %  ] 
A-4310    Each  $18.00  22.00 

NOTE— A-4310  is  adapted 
pressure  up  to  250  pounds  to 

^  .  where  How  of  steam 

'  to  12  inch.    Prices  on  application 


114 

28.00 


PRESSURE 

1  ^/^       2      2 1/3 
35.00  44.00  57.00 
for  controlling- 
^  lower  pressure. 


A-4311 
REGULATING  VALVES 


3 

72.00 


31/2 
90.00 


4 

100.00 


5 

135.00 


6 

180.00 


41/3 
125.00 

not  less  than  15  pounds.     This  is 

in  sizes 


is  irreg-ular.     We    can    furnish  also' 


S-       '.'^^LIPSE"  LOW   PRESSURE   REGULATING  VALVES 

N^^S^lfl^^f  ^  '''''  '^-'^  ^^'-^  ^O.^^O  75^00  100%0 

is  v^r^fensltiVl'^aii^,  iffl  fy  f effi  7n?e1."/ld 

pressure  of  not  above  100  pound^s  to  f  l^ressi^e  V^r^L^I" ^ftwle^^   o^^^l^n^f  fl'f^tl^ln^ 


660 


WEIL     BROS.,  CHICAGO 


SEPARATORS,  STEAM  TRAPS,  ETC. 


ECLIPSE  HORIZONTAL 
SEPARATOR 


ECLIPSE  VERTICAL 
SEPARATOR 


ECLIPSE  REGRINDING 
BLOW-OFF  VALVE 


m.         .m  m* 


A-43T2 


A-4313 


A-4314 


ECLIPSE  SEPARATORS 

21/2        3  31/2 
45.00    50.00  60.00 
45.00    50.00  60.00 
be  furnished  in 


FOR    LIFE,   EXHAUST  STEAM    OR  OIL 


Size      -    inches     1%  2 
A-4312  Horizontal    Ea.  $30.00  40.00 
A-4313  Vertical  ..Each      —  40.00 
NOTE — Eclipse  Separators  can 


4 

70.00 
70.00 
sizes 


41/2 
75.00 
75.00 


5 

80.00 
80.00 


6 

110.00  160.00 
110.00  160.00 


required.    Prices  on  application. 


larger    than    8    inch  if 


REGRINDING    BLOW-OFF  VALVES 


Size        _      -      -      -      -        inches  1 
A-4314  Screwed  or  Flanged  Each  $3.50 

ECLIPSE  STEAM  TRAP 


11/4 
5.00 


7.00 


2 

10.00 


21/0 
20,00 


3 

30.00 


4 

50.00 


NASON  STEAM  TRAP 


A-4315 

ECLIPSE  STEAM  TRAPS 

Number  0 
Size  Inlet  and  Outlet  -  -  inches  % 
Capacity  1  inch  Pipe      -      -      -      Feet  3000 

A-4315  Each  $20.00 

NASON   STEAM  TRAPS 

Number  1 

Size  Inlet  and  Outlet       -      -        inches  V2 

Capacity  1  inch  Pipe      -      -      -      Feet  1050 

A-4316  Each  $16.00 


A-4316 


1 
1 

7000 
30.00 


2700 
20.00 


2 

15000 
45.00 


3 
1 

4200 
27.50 


3 

20000 
60.00 


4 
11/4 
6000 
42.50 


4 

2 

30000 
80.00 


5 

10500 
70.00 
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WATER  GAUGES 


A  4317 


A-4317  Roug-h  Body 

A-4318  Roug-h  Body 

A-431S  Finished  Body' 

A-4319  Finished  Body 


A-4318  A-4319 

V   ISSh  Connections,  %xl2  inch  Glass  ....  Each 

V2  inch  Connections,  %xl2  inch  Glass  S 

^  Inoh  ^«^"^^tion«:  %xl2  inch  G  tss  li:: Itch 

%  inch  Connections,  %xl6  inch  Glass  ././..'////.[Each 

WATER   GAUGE  GLASSES 


$2.60 
3.00 

3.75 
4.75 


A-4320 


A-4320 
A-4320 
A-4320 


Length 
V2  inch 
%  inch 
%  inch 


Diam.  Pe 

Diam  Pe; 

Diam.  Pe: 


inches 
Doz. 
Doz. 
Doz. 


10 

$3.00 
3.00 
3.60 


12 
3.60 

3.60 
4.32 


14 

4,20 
4.20 
5.16 


16 
4.80 
4.80 
5.88 


18 
5.40 
5.40 
6,60 


20 
6.00 
6.00 
7.44 


GAUGE  GLASS  CUTTERS 


24 
7.20 
7.20 
8.88 


30 
9.00 
9.00 
11.16 


A-4321 

A-4321  Gauge  Glass  Cutter  Complete    ^    1,  *o 

Extra  Gauge  Glass  Cutter  Wheels   S^*^?  ^^-^^ 

•  ■  '  ■  •  iLach  0.15 

WATER   GAUGE  BRASS  GUARDS 

^^'^  inches  long   

A-4322  171^  inches  long  ....Each  $0.15 

 Each  0.25 

WATER   GAUGE  COLUMNS 
Number       -      -      _  _ 

Tapped  I.  P.  Size  1         2         3  4 

A-4323  Bodies  only    "      "      '       ^  ^  % 

 ■  Each   $2.75    4.00    6.00  8.00 

STEAM   GAUGE  SYPHONS 

A-4324  14  inch  Steam  Gauge  Syphons  ^^^^ 
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AIR  COCKS,  ETC. 

TEE  HANDLE  LEVER  HANDLE  TEE  HANDLE  LEVER  HANDLE 

STRAIGHT  STRAIGHT  BIBB  NOSE  BIBB  NOSE 


A-4325 


A-4326  A-4327 

AIR  COCKS 


A-4328 


otyf^                                                                       inches  ^  *A  %  % 

A-4325  Tee  Handle  Straight   Each  $0.40  0.45  0.50  0.60 

A-4326  Lever  Handle  Straight   Each  0.55  0.60  0.65  0.75 

A-4327  Tee  Handle  Bibb  Nose   Each  0.70  0.80  0.90  — 

A-4328  Lever  Handle  Bibb  Nose   Each  0.85  0.95  1.05  — 

COMPRESSION    GAUGE  COCKS 


PLAIN 


WITH  STUFFING  BOX 


A-4329  A-4330 

gi2e  -  inches     %        %  % 

A-4329  Finished   Each  $0.95    1.00  1.25 

A-4330  Finished  Each     1.20    1.30  1.45 

PLAINlQIL  CUP  GLASS  OIL  CUP  PLAIN  GREASE  CUP  FUSIBLE  PLUG 


Ipiiiih 

A-4331  A-4332  A  4333  A-4334 

OIL  AND  GREASE  CUPS 

Diam    ofBody      -----      ^^^^^^^^'so'^S  0  40  0.6^    oll    1.75  2.7^ 

A-4331  Finished  Brass   J^acn  Sfu^o  u.|u  ^^^^  ^.40 

A-4332  Slide  Top   ||^n  uwu  u                  ^^^^  ^.15 

A-4333  Finished   i^^acn 

FUSIBLE  PLUGS 

Si-e  ^^l^ch   $0^0    0  7^5    1.00    I'lo    2.^0  3.00 

i:tlltlffio^nr'.^:::^ 
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LUBRICATORS,  INJECTORS,  ETC. 

COMMON  SmG^'^E^CONN^rTmN  DETROIT  SIGHT  FEED 

S^iNGLE  CONNECTION  D  O  U  B  LE  C  O  N  N  ECTI O  N 


A-4336  A-4337 


A-4338 


COMMON  LUBRICATORS 

A-4336  Finished  Brass   $2^0      2%      2%      2^0      z\  A 

Capacity        ^^'^^^'^  SIGHT  FEED  LUBRICATORS 

ttm^^.^-^--^n'.^  .ll^OO    17^0    20^0    .An  .A 


4 


STEAM  WHISTLES,  ETC. 

'''-'''^  WITH  VALVE  PENBERTHY  INJECTOR 


A-4339  A-4340 
^.  PLAIN  WHISTLES 

A-4339  Finished  Brass   $2!! 5    S.^^O    i%  5.^5 

WHISTLES  WITH  VALVE 

A-4340  i^i„^sh?/'^^?ass\.;....A"E^^S  ,3^5    4^^0    5^0  elo 

WHISTLE  VALVES 
A-4341  R'?S^hBrais   2^50    3^^0  3.^50 

^  PENBERTHY  INJECTORS 

_  Number         OO        A       AA         R       nvt  r< 

mh^!Ln;  in."    ^         ^^  %  ^  ^S.. 

^-4^42   Each  $16.00    18.00    20.00    25^00    30  00    40  00 


A-4342 


% 
7.25 


8.50 


5.00 


CC 
45-8[) 
1 

45.00 


4 

11/4 
12.00 


4 

15.00 


6.00 


D 
50-100 
11/4 
55.00 


6 
2 

24.00 


6 
2 

33.00 


2 

9.00 


21/2 
70.00 


21/2 
95.00 


2V2 
18.00 


DD  E 

85-162  100-180 

11.4  11/2 

60.00  75.00 
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PIPE  STOCKS  AND  DIES 

MALLEABLE  PATTERN  MILLER'S  REVERSIBLE  RATCHET 


A-4350 


A-4351 


MALLEABLE   STANDARD  PATTERN 


Number 
Threads  Pipe 
Size  Dies 

A-4350  Complete  .... 

Btock  only   

Dies  only  .  

Die  Frames  only  .  .  .  . 

Bushing's  only  ...... 


0 

1 

IV2 

1% 

2 

3 

inches 

Vb  to  1/2 

t  to  1 

%  to  1^ 

1 14  to  2 

2 1/2  to  3 

inches 

2xV3 

3x% 

3x% 

4x% 

5x114 

.Each 

$9.50 

15.00 

13.50 

13.50 

20.00 

43.00 

3.50 

5.00 

6.00 

6.00 

9.50 

25.00 

.  .  Each 

1.50 

2.00 

2.50 

2.50 

3.50 

9.00 

.  .  Each 

.30 

.40 

.40 

.50 

.60 

.25 

.35 

.45 

.45 

.60 

1.00 

MILLER'S  REVERSIBLE   RATCHET  PATTERN 


Number 

Threads  Pipe  -  -  inches 
Size  Dies      -      -      -      -  inches 

A-4351  Complete   .Each 

Stock  only  Each 

Dies  only  R  or  L  Each 

Die  Frames  only   .Each 

Bushings  only   Each 


A 

Vs  to  % 
2x1/2 

$13.00  . 
7.50 
1.10 

.20 


B 

V4.  tol 
2^x34 
15.00 
7.50 
1.50 
.22 
.25 


C 

1  to  1 1^ 
3x3/4 
18.50 
13.00 
1.80 
.30 
.35 


D  E 
114  to  2  21^  to  3 


4x78 
20.00 
12.50 
2.50 
.38 
.45 


5x114 
43.00 
29.00 
7.00 
.45 
.75 


ARM  STRO  NG 
ADJUSTABLE 


BARD  ADJUSTABLE 
BUSHING 


A-4352 


A  4353 


DELEH ANT 
A  D J  UST A  BLE 


A-4354 


ARMSTRONG  ADJUSTABLE 


Number 
Threads  Pipe 

A-4352  Complete   

Stock  only   

Dies  only   

Bushings  only  ...... 

Wrenches  only   

Price  for  Dies  is 
Single  Set  of  four  pieces  for  No 


1 

2 

21/2 

3 

6 

7 

inches  Vs 

to  1/2 

] 

A  to  1 

V2  torn 

11^  to  2 

21^  to  3 

2^  to  4 

.  Each  1 

9.00 

1 

2.00 

12.00 

20.00 

40.00 

60.00 

3.25 

4.00 

4.50 

7.00 

25.00 

30.00 

.  Each 

1.25 

1.50 

3.25 

4.00 

15.00 

16.00 

Each 

.20 

.25 

.40 

.50 

1.00 

1.50 

Each 

.25 

.25 

.25 

.50 

.50 

.75 

r  Single 

Set  of 

two  pieces  for  No 

6  and 

smaller 

sizes  or 

BARD   ADJUSTABLE  BUSHINGS 

Number       -      -      -      -  1  2  21/2  I 

For  Stocks  Threading    Vz  in.  down       1  in.  down        li/4  in.  down  2  In.  down 

A-4353  Each        $4.50  5.00  6.00  8.00 


DELEHANT  ADJUSTABLE 

FOR    SOLID  DIES 


A-4354  No.  1  Die  Stock  only  for 
A-4354  No.  2  Die  Stock  only  for 


to  1 
to  2 


inch  Pipe   Each  $10.00 

inch  Pipe   -  .Each  15.00 
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PIPE  STOCKS  AND  DIES 

NYE  ADJUSTABLE                                           NYE  SOLID  NYE  PATENT 

WITH  DIE 
 ^               ADJUSTABLE  BUSHING 

A-43  5  5                                      A-43  5  6  A-43  5  7 

NYE  ADJUSTABLE 

Number     -  _      _      _          20  22  30 

Threads  Pipe      -----         inches    ^4  to  %  Vs  to  1      1  to  2 

A-4355  Complete   Each     $21.00  25.00  30.00 

Extra  Dies   Per  Set        7.00  14.00  10.00 


32 
1/2  to  2 
35.00 
18.00 


NYE  SOLID 

Number    -       -      -                                                                           i  2 

Threads  Pipe      -      --      --      --      --      -      inches  ^4  to  1  1  to  2 

A-4356  Stock  With  Adjustable  Bushing-  only   Each  $9.00  12.00 


NYE  PATENT  SOLID  DIES 

%  1 


Size 

inches 

Vs 

y4 

% 

V2 

A- 

4357 

2x2    ,  ,  , 

.  .  .Each 

$2.00 

2.50 

2.50 

3.00 

A- 

4357 

21^x21/2 

.  .  .  Each 

2.00 

2.50 

2.50 

3.00 

Ar 

4357 

3x3   .  .  . 

.  .  .  Each 

2.50 

3.00 

3.00 

3.50 

A- 

4357 

4x4  ... 

.  .  .  Each 

4.00 

A- 

4357 

5x5  ... 

.  .  .  Each 

3.00 
3.50 
4.00 


4.00 
4.00 
4.50 


4.00 
4.50 


4.50 
5.00 


13.00  14.00 


BEAVER  ADJUSTABLE 


TOLEDO  ADJUSTABLE 


A  4358  A-4359 

BEAVER  ADJUSTABLE 

Number  -         6  25A         26A  41  60 

Ratchet 

Threads  Pipe      -      -      -    inches        to  %     1  to  2       1  to  2      2i^to4     2i^  to  6 

A-4358  Complete     Each    $15.00        30.00        35.00        110.00  220.00 

Extra  Dies..  Per  Set       3.00         3.50         3.50  9.00  14.00 

NOTE — One  Set  of  Beaver  Dies  threads  all  the  sizes  specified  under  their 
respective  numbers  except  No.  60  which  has  two  sets  threading-  viz.:  2i^  to  3l^ 
and  4  to  6  inch  respectively. 

Bench  Base  and  Pipe  Rest  for  No.  41  Machine  $15.00;  for  No.  60  Machine  $20.00. 

Floor  Stand  and  Pipe  Rest  for  No.  41  Machine  $20.00:  for  No.  60  Machine  $25.00. 


TOLEDO  ADJUSTABLE 

Number       _      -      -      -  o  1        10*        lA         2  3  4 

Ratchet 

Threads  Pipe      -        inches  Vs  to  %    1  to  2    1  to  2   1  to  2  2 to  4  4i^  to  8  9  to  12 

A-4359  Complete   ....Each    $16.00     24.00    28.00    30.00    100.00    300.00  500.00 

Extra  Dies  Per  Complete  Set      7.50     10.00      2.75    10.00        8.00      12.00  60.00 
NOTE — The  Sing-le  Set  of  Dies  for  No.  10  Toledo  threads  the  four  sizes  speci- 
fied; with  the  other  Toledo  Machines,  except  No.  0,  a  single  Set  of  Dies  threads 
one  size  of  Pipe  only.    The  No.  0  has  three  sets  of  Dies  threading  ^4  inch,  ^  and 
%  inch,  and       and  %  inch  respectively. 
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BRASS  PIPE  STOCK  AND  DIES,  ETC. 

FINE  THREAD 


A-4360 

tiffin  lp^  Mo'  I  n?."^^}^}^  f''''  iYf'  V/^  2  ^"^^  ^^^^^  Tubing  Kach  $22.50 

t5?>t#     Ai^JrJ^l^^^^^^  /""J  ^YP  ^'/^  2  i"^*^  Tubing  ...Each  27.50 

NOIE — Above  Sets  include  Vise  Block  and  Hand  Block. 


PUMP  STOCK  AND  DIES 


J 


A-4361 


A-4o61  No.  12  With  2  Pair  Dies  Threadingr%.  14  and  ^^g,  12  Thread   Each  $3  00 

A-43fil  No.  14  With  3  Pair  Dies  Threading%,  14-/^,  12  and  1/2,  12  Thread.. Each     3  50 
Extra  Dies  Per  Pair  0.75 
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TAPS,  REAMERS  AND  DRILLS 


PIPE  TAP 


PIPE  REAMER 


DRILL  AND  TAP  COMBINED 


A-4365  A-4366  A-4367 

TAPS    REAMERS  AND  DRILLS  AND  TAPS  COMBINED 

Size      -      -      -      -    inches     Vs        V4.       %       V2       %        1  IV4. 

A-4365  Taps  Each  $1.12    1.25    1.50    1.87    2.50    3.12  3.75 

A-4366  Reamers   Each    1.12    1.25     1,50    1.87    2.50    3.12  3.75 

A-4367  Drills   and  Taps  Each      —     2.50     2.50    3.00    4.50    6.00  7.25 

BURRING  REAMER  WITH  TEE  HANDLE 

mmmmmmmmmmm 

BURRING  REAMER 
FOR  BIT  STOCK 


IVz  2 

4.62  6.25 

4.62  6.25 

8.50  10.75 


A-4368  A-4369 

BURRING   REAMERS   FOR   BIT  STOCK 

Number    -      --      --      --      --      -  1                  2  3 

For  Pipe  Size         -      -      _      _      _        inches  Vs  to  1/2             to  1  1  to  2 

A-4368                                                                           Each  $1-00  1.25  3.00  - 

BURRING   REAMERS,  TEE  HANDLE 

Number    -                                                                      -  5  g 

For  Pipe  Size                                                                  inches  1  to  2  %  to  2 

A-4369                                                                                               Each  $3.50  4.00 

DRILLS 

SQUARE  SHANK  TWIST  DRILL  FOR  . RATCHET 


A-4370 


1-2  INCH  SHANK  TWIST  DRILL 


FLAT  DRILL  FOR  RATCHET 


A-4371 

TWIST  DRILLS 

Size      -      -       inches     Vs      ^     V4.      ^^       %  ^ 

A-4370  Sq.    Shank  Each  $0.90  .95  1.00  1.10    1.20  1.25 

A-4371  1^  in.  Shank  Each      .45  .50    .60    .70     .80  .90 


^A-4372 

%     ^     %  %  %  1 

1.30  1.35  1.40  1.55  2.05  2.55 

1.00  1.20  1.40  1.85  2.45  3.00 


A-4372 


Size 


FLAT  DRILLS   FOR  RATCHET 

inches  Vs  V4.  %  V2  %  1  m  1%  2  2^  3 
  Each  $0.91  .91  ,95  .98  1.04  1.14  1.23  1.35  1.56  1.80  3.25 

ADJUSTABLE  TAP  WRENCH 


A-4373 

Number    ----------  20  22  24 

For  Pipe  Size         ------     inches  %  to  1  1  to  2  2  to  4 

A-4373  Each  $7.00  15.00  25.00 
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PIPE  GUTTERS 


BARNES  THREE-WHEEL 


SAUNDERS  ROLLER 


A-4374 

'  B  A  R  N  ES  T  H  R  E  E-W  H  E  E  L 

Number       -      -      _  _ 
Cuts  Pipe      -      -  inches 
A-4374    Each 


A  4375 


1 

to  1 


Extra  Wheels   Each 

Extra  Pins   Each 


$4.50 
.25 
.10 


V2 


2 

to  2 


6.00 
.30 
.10 


3 

1 1^  to  3 
10.00 
40 


.10 


21^  to  4 
20.00 
.50 
.15 


A-4375 


Nunnber 
Cuts  Pipe 


SAUNDERS  ROLLER 

1 


inches 

to  1 

1  to  2 

2  to  3 

Each 

$3.00 

4.50 

11.00 

.  Each 

.24 

.32 

.60 

Each 

.10 

.10 

.15 

Each 

.24 

.32 

.50 

1.25 

1.75 

2.75 

5 

4  to  6 
30.00 
.75 
.15 


2  1/3  to  4 
18.00 
.60 
.15 
.50 
3.50 


TR  I  M  O 


ARMSTRONG 


6 

6  to  S 
40.00 
.75 
.15 


5 

4  to  6 
28.00 
.60 
.15 
.60 
4.00 


A-4376  A-4377 
T  R  I  M  O 

Number       -                                                                                     2  3 

A           ^"^^  ^'P^                                                   -inches  Vs  to  IV^      l^  to  2  iy4to3 

Extra  Rollers     t^^^         "l^             -fO  -40 

Extra  Pins  with  Cutters   V.V;  .* ; :  .* :     \  ]  [  [  \  \  :||Sh         '.fo            ".lO  H 

ARMSTRONG 

Number       -                                                                       ^                2  3 

A  4^7-  ^""^^  "^'^^      --------  inches  i/stoli^     1/2  to  21/2  li/2to4 

Extra!  Wheels  orRouers:::;::::::;;;;:-;;;::::::^      ^'H  ^^-n 

Thre'^''whTeT'^o°    Ro/le?  citter'?''''''''"^  ^^'^           Armstrong,    making   it  either  a 


ELLIS  CAST  IRON   PIPE  CUTTER 


A-4378 

Number  

Cuts  Cast  Iron  Pipe        -  inches 

^-f^^^r^"\ Each 

Extra  Wheels    Each 

Extra  Thumb  Nuts  with  Bolts   Each 

Extra  Cutters  with  Pins    '"'Each 


0 

2  to  6 
$15.00 
.16 
.16 
.10 


01 
4  to  8 
32.00 
.40 
.40 
.20 


1 

4  to  12 
48.00 
.40 
.40 
.20 
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WRENCHES 


STILLSON  PIPE 


TRIMO  PIPE 


A-4380 


A  4381 


STILLSON   WRENCHES  AND  PARTS 

Length  inches      6  8  10  14 

Takes  Pipe      inches  Vg  to  1/3  Vb  to  %  i/g  to  1  14  to  li^ 

^-4380  Each  $2.00  2.00  2.25  3.00 

Frames   Each      .35  .35  .40  50 

Nuts   Each      .11  .11  .i4  .17 

Jaws    Each      .75  ,75  .80  I'oO 


18 

1/4  to  2 
4.00 
.55 
.22 
1.33 


24 

1/4  to  21/2 
6.00 
.80 
.35 
2.10 


36 

1/4  to  ZVz 
12.00 
1.30 
.55 
4.75 


48 

1  to  5 
18.00 

1.50 
.95 

7.25 


TRIMO  WRENCHES  AND  PARTS 


Length  inches  6 
Takes  Pipe      inches  Vs  to 


Vs  to  % 


A-4381   

$2.00 

2.00 

Frames   

.Each 

.25 

.25 

Springs   

-Each 

.03 

.03 

Frame  Pins 

.Each 

.03 

.03 

Jaws   

.67 

.67 

Inserted  Jaws. . 

.Each 

.25 

.25 

Nuts   

.20 

.20 

Jaw  Pins .  

.03 

.03 

10 

14 

18 

24 

36 

48 

i/s  to  1 

Vi  to  IVz 

M:  to  2 

V4.  to  21/2 

1/4  to  31/2 

1  to  5 

2.25 

3.00 

4.00 

6.00 

12.00 

18.00 

.33 

.45 

.55 

.65 

.75 

1.00 

.03 

.03 

.04 

.04 

.04 

.04 

.03 

.03 

.04 

.04 

.04 

.04 

.75 

1.00 

1.33 

2.00 

4.00 

6.00 

.33 

.50 

.55 

.65 

1.00 

1.25 

.27 

.35 

.42 

.50 

.65 

.80 

.03 

.03 

.04 

.04 

.04 

.04 

WARNOCK  BRASS  PIPE 


PARMALEE  BRASS  PIPE 


WARNOCK   BRASS   PIPE  WRENCHES 

Length        -      -      _  _ 

Takes  Pipe    -      .      .      .                                                inches  12  ig 

A-4382  Complete                                           ------  inches  to  2  l  to  5 

Extra  Straps  ••   ^^^h  $1.50  2.50 

  Each  .25  .50 


PARMALEE   BRASS   PIPE  WRENCHES 


inches 


Length 

Takes  Pipe    -      -      _      _  "      ~  ,  ^ 

A-4383  Complete   ,  "      '      '  ^"""^^^ 

Extra  Straps  ...    ^^^^ 

  Each 


10 

20 

25 

%  to  1 

^  to  2 

1 1/2  to  3 

$5.00 

7.50 

7.50 

.75 

1.25 

1.25 
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WRENCHES 


VULCAN  CHAIN   PIPE  WRENCH 


A-4384 


Number       -  10 

11 

12 

13 

13^ 

14 

15 

16 

Length  inches   13  % 

20 

27 

37 

44% 

50% 

64% 

87 

Takes 

Pipe   inches  Vs  to  %  Va 

to  1% 

V4.  to  2V2 

%  to  4 

1  to  6 

1%  to  8 

2  to  12 

4  to  18 

A-4384 

 Each  $2.50 

3.50 

5.00 

7.00 

9.00 

11.00 

18.00 

40.00 

Extra 

Chains      .Each  .75 

1.00 

1.50 

2.50 

3.25 

4.00 

6.00 

13.00 

Extra 

Jaws,  Per  Pair  1.00 

1.75 

2.75 

4.00 

4.75 

5.50 

7.50 

16.00 

AGRIPPA  CHAIN   FITTING  WRENCH 


A-4385 

Number                      20             21            22  23          23%           24  25 

Length    -    inches     13%            20            27  37          44%          50%  64% 

Takes   Fittings.  .  .inches  Vs  to  %     %  to  1  %  14  to  2 %  %  to  4      1  to  6      1%  to  8  2  to  12 

A-4385   Each    $2.50         3.50         5.00  7.00         9.00          11.00  18.00 

KNIFE    HANDLE    MONKEY  TRIMO  MONKEY 


A-4386 


A-4387 


KNIFE   HANDLE   MONKEY  WRENCHES 

Length      -    inches       6  8  10  12  15  18  21 

A-4386  Black   Per  Doz.  $9.00         10.00        12.00       14.00        24.00        30.00  36.00 


TRIMO   MONKEY  WRENCHES 

Length        -  inches     6  8  10  12  15  18 

A-4387   Per  Doz.    —       10.00      12.00      14.00      24.00  30.00 
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PIPE  VISES 

NYE  ARMSTRONG  MALLEABLE 


^-'4388  A-4389  A-4390  A-4391 

VULCAN   CHAIN  VISES 

A-4388  No.  2  Takes  Pipe,  Sizes  i/s  to  4  inch   Each  $5.00 

VULCAN    EXTRA  PARTS 
Bases   Each   $1.00;   Jaws  Per  Pair   $2.25;   Chains  Each  $1.25;  Handles  Each  SO  50- 
Screws  Each  .20;  Nuts  Each  .60;  Washers  Each    20  *  ' 

A-4389  Takes  Pipe       to  2  inches .^.^  X '.^^.^   Each  $5.00 

^  ^.  NYE   EXTRA  PARTS 

Bodies  Each  $2.00;  Top  Jaws  Each  $1.50;   Lower   Jaws   Each    $1.50;    Screw  with 
Handle  Each  .75;  Guides  Each    .50;    Bolts    Each   .15.     '^'''^^^  ^^^^ 
Number       -      ARMSTRONG   VISES  AND  PARTS 

A-4390  ^'.^.^^^  ^'^^    --------    inches  1^  to  21/2      Vz  tl  iy^       1  to  6 

Upper  Jaws  ^^^5  UO.OO  20.00  30.00 

Lower  Jaws   ^^r^^.'^-'^   i-n2       .-IS  2.00 

§^11%^^^'^  :::::::::::::::::::::::.v^^^^  'il 

Sc^s  wiVh  Handl^^^^^^^^^^^^  |ach      ^.50  1.00  1.25 

 •   Each        .30  .60  .75 

Number         -      .      -     MALLEABLE  VISES 

A-4391  ^f'^''"  ^'P^  -      -  "inches    %  to  2         %  to  3 

 •   Each    $10.00  14.00 

r^-i'lt^^^^.-      :j  BENCH 


A-4392  A-4393 

PARKER  COMBINATION 

A-4392     .          ^  ^'"^  "      "      "      "      -      -                       Y%}''J  '^to3      %  to4     %  tol 
  Each    $16.00  20.00       28.00  35.00 

5-lNCH   JAW   BENCH  VISE 

A-4393  Takes  Pipe,  Vs  to  4  inches   , 

Extra  Jaws  Per  Pair  $4.00;  Extra  'sVrews*  Each'. iV.' '  ^ 
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PIPE  MACHINES 


ARMSTRONG  HAND 


ARMSTRONG  FOR  POWER 


A-4400 


A-4401 


ARMSTRONG   HAND  MACHINES 

Number  q  00 

For  Pipe  inches    ^  to  2        1  to  4 

A-4400   ...Each     $70.00  148.00 

ARMSTRONG   POWER  MACHINES 

Number  _  o  00 

For  Pipe         -  inches     l^  to  2        1  to  4 

A-4401  Complete  With  Power  Attachment  and  Countershaft .Each  $113.00  218.00 
NOTE — Above  Machines  unless  otherwise  ordered  will  be  shipped  with  Machine 
Table  Stands  and  same  are  included  in  above  prices.    If  for  Bench  Use,  and  Stands 
are  not  wanted  deduct  for  No.  0  Stand  $10.00;  for  No.  00  Stand  $20  00. 

ARMSTRONG  POWER  MACHINES 

FOR  CUTTING  AND  THREADING 


POWER  MACHINES 

A-4402  Number  1^  For  1  to  4  inch 

Pipe   $316.00 

A-4402  Number  3      For  1  to  6  inch 

Pipe   $550.00 

NOTE — Above  prices  include  Counter- 
shafts. 


A-4402 
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PLUMBERS'  TOOLS 


FURNACE 


THAWING  STEAMER 


BLOW  TORCH 


A-4403 


A-4404 


A-4405 


^"fln?  Jl^Pi'oved  Furnace  With  Galvanized  Steel  Reservoir  ^  . 

A-4404  Heavy  Copper  Thawing  Steamer...,  reservoir  gach  $6.00 

A-4405  Heavy  Brass  Gasoline  Blow  Torch,  2  Pints*  CapaiiYy  .\"  ^  V///.  ^  V/..  la^Jj 


PROVING  PUMP 
WITH  MERCURY  GAUGE 


PROVING  PUMP 
WITH  HUEBSCH  GAUGE 


PROVING  PUMP 
WITH  SPRING  GAUGE 


A-4406  A-4407  A-4408 

GASFITTERSPROVINGPUMPS 

tttoi  Ir'ovinf  P^S^  ^lll^  ^^'J  and  Mercury  Gauge  Complete  Each  $25.00 

A-440S  P^oviSI  PuSS  With  Hn?t  S^i^  Huebsch  Gauge  Complete  Each  ^25.00 

j-iuving  ^ump  With  Hose  and  Spring  Gauge  Complete  Each  30.00 

EXTRA   PARTS   FOR    PROVING  PUMPS 

^-^£  ISic t"-^' ■^■^■^^i:    0   fr-"f-  ^- ■■■■■■■■■  ini 

valve  and  EtLr  Sup  only  .V.iacJi    l.SS  ""1^  «  Feet  Each  2.00 

BENDING  SPRING  P  LU  M  BERS  FRI E  N  D  ' 

A-4409  A-4410 

BENDING  SPRINGS 

A-4409  ^!^^...."      "      " -      -   '"t^^'^f  ..^r  m  2 
 •                                                 Each  $0.35        .50        .70  .90 

PLUMBERS   FRIEND  PLUNGERS 

A-4410   4   in.   Black   Rubbe^r  gup   Each   $1.50;   4   in.   Red   Rubber  Cup  Each   $2  00- 
6  in.  Black  Rubber  Cup  Each  $2.50. 
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PLUMBERS'  TOOLS 


TAP  BORER 

PHIUADELPHIA  PATTERN 


TAP  BORER 

NEW  YORK  PATTERN 


OVAL 

SHAVE  HOOK 


A-4411  A-4412  A-4414 

A-4411  Each  $0.35  A-4412  Each  $0.35     A-4413  Each  $0.25     A-4414  Each  $0.45 

DRIFT  PLUG  TURN  PIN  DRESSER 


A-4415  A-4416  A-4417 

A-4415  1  to  2  in.  Each  $0,15    A-4416  Nos.  1,  2  and  3  Each  $0.25      A-4417  Each  $0.85 

MALLET  BOSSING  STICK  SIDE  EDGE 


A-4420 

A-4420   Each  $0.70 


A-4418 

A-4418   Each  $0.45  A-4419 

BR  ASS  GREASE  BOX       C  O  P  P  E  R  S  O  I  L  C  U  P 


A-4419 

...Each  $0.85 


WIPING  CLOTH 


SOIL  BRUSH 


A-4421 

A-4421  Each  $1.75 

SOLDERING  COPPER 


A-4425 

A-4425  Per  lb.  $0,60 

RASP 


A-4429 

Size 


A-4422 

A-4422  Each  $0.45 
HATCHET  COPPER 


A-4426 

A-4426  Per  lb. 

FILE 


O.GO 


A-4423 

A-4423  Each  $0.15 

NO.  1   BENDING  PIN 


A  4427 

A-4427  Each  $0.30 


A-4424 

A-4424  Each  $0.15 

NO.  2  BENDING  PIN 

A-4428 

A-4428  Each  $0.30 


HACK  SAW  FRAME 


A-4430 
RASPS    AND  FILES 


A-4431 

inches 


A-4430  Flat  Pile     Each 

A-4430  Half  Round  File   Each 

HACK    SAW  FRAMES 
A-4431  No.  10  Extension  Hack  Saw  Frame  for  S  lo  12  in.  Blade 
FLEXIBLE    HACK    SAW  BLADES 

Length  _      _      _  inches  8 

A-4432  Per  Doz.  $0.90 


10 

12 

14 

0.85 

1.20 

1.55 

,80 

1,10 

1,35 

.85 

1.20 

1.55 

.  .  .Each 

$1.25 

9 

10 

12 

.95 

1.00 

1.15 
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PLUMBERS'  TOOLS 


STUB 
CALKING 


A-4433 


A-4433   %  in. 


CHISELS 


REGULAR 
CALKING 


A-4434 

A- 4 43  4  %  in. 


LEFT  HAND 
CA  LKING 


A-4435 

A-44S5    %  in. 


RIGHT  HAND 
CALKING 


A-4436 

A-4436  %  in. 


Each   $0.50         Each   $0.50       Each   ..$0.70  Each 


.$0.70 


SPRING  PACKING 


DIAMOND 


ROUND^NOSE 


A-4437 

A-4437   %  in. 


Each 


A-4438 

A-4438    %  in. 


A-4439 

A-4439   %  in. 


.$0.70       Each   $0.80       Bach   $0.60  Each 


A-4440 

A-4440  %  in. 


.$0.60 


CAPE 


COLD 


A-4441 


A-4442 


A-4443  A-4444 

A-4441   %  in.  A-4442    %    in.  A-4443    %    in.  A-4444  1  in. 

Each   .$0.60       Each   $0.60       Each   $0.60       Each   $0.75 


WOOD  GOUGE 


FIRMER  CHISEL  FIRMER  GOUGE 


FLOOR  CHISEL 


A-4445 


A-4446 


A-4447 


A-4448 


A-4445    1   in.  A-4446    %    in.  A-4447   %  in.  A-4448   2  in. 

Each   $1.25       Each   $1.00       Each   $0.90       Each   $1.50 

CHAMPION  SCREW  DRIVER  '  SNIPS 


A-4449  A-4450 

CHAMPION    SCREW  DRIVERS 

Length  of  Blade    -----      inches      3  4        5        6        7  8 

A-4i49    Each  $0.35      .45      .50      .60      .70  .80 

SNIPS 

Full  Length    ------        inches      8  dVz      llVz     12 13% 

A-4450                                                                        Each  $1.60  1.90      2.20      2.40  3.20 


SOLDER  POT 


SINGLE 
TAG  MOULD 


DOUBLE 
TAG  MOULD 


A-445T 

A-4451  Each  $0.45 


A-4452  A-4453  A-4454 

A-4452    Each  $0.50        A-4453  Each  $2.50    A-4454   Each  $3.50 
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PLUMBERS'  TOOLS 


COMBINATION  PLYERS 


A-4455 


BURNER  PLYERS 


GAS  PLYERS 


A-4456  A-4457 
COMBINATION  PLYERS 

A-4455  6  in.  Nickel  Plated  Each  $1.25;  10  in.  Nickel  Plated   Each  $1.75 

BURNER    AND  GAS  PLYERS 

Size      _      .      -      _     inches      5         6           7          8         9  10  12  14 

A-4456   Per  Doz.  $6.50  6.50     10.00      ~  ■ —  —  —  — 

A-4457   Per  Doz.     —       —        7.40    8.25    9.25  10.70  13.00  17.00 


RATCHET  BRACE 


BREAST  DRILL 


A-4459  A-4460 

A-4459   8   in  Each   $3.00       A-4460  No.  13  Each  $4.00 

PLUMBERS  CALKING  HAMMER  BALL  FEIN  HAMMER 


A-446T  A-4462 

A-4461  Weight  2  lbs  Each  $1.50       A-4462  Weight  1  lb  Each  $1.25 


COMPASS  SAW 


EXPANSION  BIT 


A  4463  A-4464 

A-4463  Per  Nest  10,  14  and  18  in. ..$1.75       A-4464  Small  1/2  to  IVz  in  Each  $1.50 

A-4463  10,  12  or  14  in...  Each    .50       A-4464  Large  Ys  to  3  in  Each  2.25 


MEASURING  TAPE 


SQUARES 


A  4465 


A-4467 


A-4466 

A-4466  2  Ft.  Plain 

A-4465  25  Ft.... Each  $0.35      Each    $0.35  A-4467  2  Ft.  Steel 

A-4465  50  Ft  Each      .45  A-4466  2  Ft.    Brass  Each    ...  $0  45 

Bound   Each  1.25 
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PLUMBERS'  TOOLS 


PLUMBERS  TOOL  BAG 


GAS  FITTERS  TOOL  BAG 


m 


A  4470 

A-4470  Leather  Bottom  and 

Sides    Each  $6.50 


A-4471 

A-4471  Leather  Bottom  and 

Sides   Each  $7.50 


COPPERED  STEEL  OIL 
CAN,  SHORT  SPOUT 


CANNON  OIL  CAN 


TESTING  PLUG 


A-4472                                   A-4473  A-4474 
COPPERED   STEEL   OIL  CANS 

Capacity    -------         Pints       iy4  u  U 

A-4472   Each     $0.40  .50  .65 

CANNON    OIL  CANS 

Capacity    -------         Pints  1  IXL 

A-4473  Tin     Each     $0.75  .85  .95 

A-4473  Brass  Each      1.20  1.35  1.50 

TESTING  PLUGS 

Size        -      --      --      --      -  inches      2         3  4        5  6 

A-4474                                                                       Each  $1.00    1.25  1.50    2.00  2.50 

COMBINATION  SHELL  DRILL  BIBB  SEAT  DRESSER 


1 

,85 


2 

1.10 
1.75 


8 

4.50 


A-4476 


A-4475 

COMBINATION    SHELL  DRILLS 

For  Iron  Pipe  Size      -      -    inches     %  % 

A-4475  Complete   Each  $2.50      2.50  2.75 

Extra  Shells   Each    2.00      2.00  2.25 

BIBB   SEAT  DRESSER 

A-4476  Complete  With  4  Cutter  Discs  for  %  to  %  in.  Bibbs  Each 

CALIPERS  WING  DIVIDERS  WASHER  CUTTER 


1 

3.00 
2.50 


1% 

3.50  3.75 
3.00  3.25 


5.50 
5.00 


$3.50 


A-4477  A  4478  A-4479 

A  AA^rr  ------   inches     5  6  8         10       12  14 

^il^I  w-^'P^"*^----^   Each  $0.55        .65       .80       .90     1.00     1  50 


16 
1,75 

$0.85 
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ASBESTOS  JOINT  RUNNER 


TOOLS,  ETC. 


LEAD  PIPE  EXPANDER 


A-4480  A  4481 

ASBESTOS   JOINT  RUNNERS 

Number      -      --123         4567  8  9 

For  Pipe  Sizes  inches    2-4      4-6     6-10    10-14  16-20     24        36         42  48 

A-4480    Each  $1.25    1.50    2.25     3.00    6,75    7.75    9.75    11.50  12.50 

LEAD    PIPE  EXPANDERS 

A-4481  Length  over  all  11  inches   Each  $2.50 

TRENCH  BRACE  UNION  NIPPLE  WRENCH 


A-4482  A-4483 
TRENCH  BRACES 

1%  INCH  BARREL  AND  1%  INCH  SCREW 

Nominal  Length  inches  15  18  21  24  30  36  42  48  54  60 
A-4482   Per  Doz.  $21.50  21.75  22.25  22.75  23.75  24.75  25.75  26.75  27.75  28.75 

2  INCH  I.ARREL  AND  1^4   INCH  SCREW 

Nominal   Length   .inches      60         66        72        78        84        90  96 

A-4482  .Per  Doz.  $35.75    37.00    38.00    39.25    40.50    41.50  42.75 

UNION    NIPPLE  WRENCH 

A-4483  For  Radiator  Valve  Union  Nipples  %  to  2  in  Each  $1.50 

FURNACE  REPAIRS 


HANDLE  EAR 


A-4485 


OLD  STYLE 


BRASS  ELL 

A-4487 


NEW  STYLE 


RUBBER  BUL 


FILLING    SCREW      FILLING  SCREW 


A-4490 


AIR  COCK 


PLUG 

A-4492 

AIR  PIPE 


A-4484 

A-4484.  Each  .25 


A-4486 


A-4493 


A-4488        A-4489  A-4491 

A-4485.  Kach  .06   A-4487.  Each  .10  A-4489.  Each  .35  A-4490.  Each  m   A-4492.  Each  .06 

A-4491. Each   .,30   A-4493.  Each  .20 


A-4486.  Kach  .15   A-4488.  Each  .15 

BRASS  ^titTS 


RESERVOIR 


COIL  WIRE 


A-4498 


A-4494 


For  Coil   For  Rod 
Cup 

A-4495-96 


BURNER 


VALVE  STEM 


A-4501 


COIL 


VALVE  HANDLE 


A-4503 


A-4499 


A-4500 


A-4497 

A-4494.  Each  1.80     A-4495-96.  Each  .02    A-4498.  Each  .05  A-4500.  Each  . 
A-4497.      Each  .10    A-4499.  Each  .10 


SHIELD  NOS.  1  AND  2 


TOP  PLATE 


A-4502  A-4504 

A-4501.  Each  .15  A-4503.  Each  .05 
A-4502.  Each  .40   A-4504.  Each  .45 

COIL  CUP 


A-4505  A-4506 

A-4505.    Each  .50  A-4506.    Each  ,20 

COPPER  WIRE 
A-4509  Soft  Copper  Wire  No.  12  or  No.  14  Gauge  in  5  lb.  Coils. 


A-4507 

A-4507.  Each  .30 
.Per  Pound  $0.60 
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POST  DRILLS,  ETC. 


NO.  12 
POST  DRILL 


NO.  13 
POST  DRILL 


SLIP  NIPPLE 
RADIATOR  VISE 


BENDING.FORM 


A-4520 


A-4521 


A-4522 


A-4523 


POST  DRILLS 

A-4520  No.  12,  Column  to  Center  of  Table  IVa.  inches,  drills  to  li^  inch  hole,  fitted 
for  Vz  inch  Straight  Shank  Drills,  Weight  125  Pounds ...........  Each  $10.00 

A-4521  No.  13,  Column  to  Center  of  Table  8^4  mches.  drills  to  1^4  inch  hole,  fitted 

for  1/2  inch  Straight  Shank  Drills,  Weight  175  Pounds......  Each  $16.00 

For  Tight  and  Loose  Pulleys  for  Power   nstead  of  Fly  Wheel  add  for  either  No.  12 

or   No.   13  ^^^^  ^^-^^ 

SLIP  NIPPLE  RADIATOR  VISE 

A-4522  For  assembling  Slip  Nipple  Radiator  Sections  ...Each  $15.00 

PIPE  BENDING  FORMS 
A-4523  No.  1,  Takes  Vs  to  li^  in.  A-4523  No.  2,  Takes  %  to  2  in- 

Pipe    Each   $3.50  Pipe  Each  $4.50 

PITCHER  SPOUT  PUMP         DOUBLE  ACTING  FORCE  PUMP  HOUSE  FORCE  PUMP 


A-4524  A-4525  A-4526 

PITCHER    SPOUT  PUMPS 

•  Number  ,                    ?       q?/       \       lxl  % 

Diam.    Cylinder         -      -      -      -       niches    21/2        3       31/2       4       4^  5 

qnntinn      -------    inches      1        1^4     1^/4     1%       2  2% 

A  4^24  Iron   Each  $4.25     4.75     5.25     6.25     9.50  17.00 

i:4524  Brass' hWedV.V;^^   .Each    6.50     7.25    8.00    9.00  12.50  22.50 

DOUBLE  ACTING   HORIZONTAL  FORGE  PUMPS 

Number  ' .     Z         oT/             \             1  i 

Diam.   Cylinder        -      -      -      -           nehes     tVj             3             4  5 

Suction      -------       pches     ly*           IV*          1^  2 

■nicpViare-p                                                inches       1              1            1%:  ^ 

A            Trni?                                                                    Each  $16.00        18.00        24.00  30.00 

aIOs  s'^ssLlAed  V.-.V.V.V.                                Each    18.50        21.00        28.00  35.00 

HOUSE    FORCE    PUMPS             o           .           r  c 

Number  "      -          %                     \        „5,  \ 

Diam.   Cylinder        -      -      -      -          nches      2         tVz        \        SVs  4 

^nf^tinn        -        --        --        --        iuchcS         1            1^/4         1              1^  ^ 

A  4^9fi  Trnn                                                                   Each  $12.00     12.50     14.50     21.50  22.50 

1:4526  BrTssCyiinder':::   ^^^^  ./^.n'^ 

If  Without  Cock  deduct  $1.50. 

PUMP  LEATHERS 

vaivl  Lauferr../.::: ::::.:::  Each  '  .15  .15  .15  .15  .20  .30  .30  .30 
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TAPPING  MACHINES  AND  MELTING  FURNACES 


NO.  2  MUELLER  WATER  MAIN 
TAPPING  MACHINE 


NO.  13   MUELLER    DRY   GAS  MAIN 
TAPPING  MACHINE 


A-4527 


A-4528 


^'illl         ?o^T®^\^^  Water  Main  Tapping  Machine  Complete   Each  $100  00 

A-4528  No   13  Mueller  Dry  or  Open  Gas  Main  Tapping:  Machine  with  ^^^^-^0 

Ratchet  but  no  Tools   E^ch  $25.00 

ino--^Or?pV.?g"lF"'f/''*  i"'"  ^^-.^-"^l^^^  ^t'-''  Tapping  Machine  includes  the  follow- 
Sflddl??-  l^^^h  ^^^^1  Tap,     Four  Malleable 

baddies,  One  Each  14,   %,   %  and  1  inch  Screw  or  Hexagon   Plugs    One  Chain  for 

tap%f  to"3''inch''pipe':°°''  "^"^        furnished  for  No.  13  Machine  to'  d'^rfn,  ream  and 
EXTRAS   FOR    NO.  2  MACHINE 

^^^^  -  inches  V 

Drills  and  Taps  Combined    Kach  $4  00       $4  50 

Screw  or  Hexagon  Plugs,  all  sizes   Each  — 

Malleable  Iron  Saddles,  all  sizes   Each     


% 
$5.50 


1 

$6.50 
.80 
1.00 


LEAD  MELTING  FURNACE 


STEEL  POURING  LADLE 


A-4530 


POURING  POT 


A-4529  A-4531 
LEAD    MELTING  FURNACES 

A-4529  Size  of  Furnace  181/2x26  inches,  Pot  12x10   inches    Lead  Meltiner 

Capacity  350  Pounds,  Complete  with   Pot   ,  \  Each  $70  00 

Above  prices  include  Melting  Pot  and  Grate". ^ 

LADLES   AND    POURING  POTS 

A-4530  Pouring"  Ladles"  "      -----      ^"ches      8  10  12 

A-4531  pourini  Pots  ••^ly..::::.:::::::::: Itch  -li     lio  li 
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RUBBER    CONDUCTING  HOSE 


Size, ,  . 

inches 

% 

M 

1 

^% 

IK 

IM 

2 

23^ 

2>^ 

3 

4 

2-Ply. 

.  per  foot 

.20 

.25 

.33 

.42 

.50 

.58 

.66 

.75 

.83 

.92 

3-  . 

.25 

.30 

.40 

.50 

.60 

.70 

.80 

.90 

1.00 

1.10 

i'.eo 

1-  . 

(( 

.30 

.37 

.50 

.62 

.75 

.87 

1.00 

1.12 

1.25 

1.37 

1.50 

2.00 

Five  and  six-ply  Hose,  prices  on  application. 


STEAM, 

BREWERS 

AND 

AIR 

BRAKE 

HOSE 

,  inches  3^ 

1 

1^ 

IH 

IM 

2 

2>4 

2^ 

3-  ply.. 

4-  " 

,  .per  foot  .43 

.51 

.67 

.85 

.94 

1.02 

1.18 

1.34 

1.50 

1.66 

"  .51 

.67 

.83 

1.04 

1.15 

1.25 

1.45 

1.66 

1.87 

2.08 

5-  *'  .  , 

.63 

.83 

1.03 

1.30 

1  43 

1.56 

1.81 

2.07 

2.33 

2.60 

6-  " 

,76 

1.00 

1.24 

1.56 

1.72 

1.87 

2.17 

2.49 

2.80 

3.12 

7-  " 

.89 

1.17 

1.45 

1.82 

2.00 

2.18 

2.53 

2.90 

3.27 

3.64 

8-  " 

1.02 

1.34 

1  66 

2.08 

2.29 

2.50 

2,90 

3.32 

3,74 

4.16 

% 

1 

1^ 

IK 

IM 

2 

.77 

1.00 

1.25 

1.65 

2.10 

2.50 

.70 

.90 

1.15 

1.50 

1.90 

2.30 

.80 

1.05 

1.30 

1.70 

2.15 

2.60 

M 

1 

IM 

IK 

IM 

2 

2M 

2>^ 

.04 

.05 

.07 

.08 

.09 

.10 

.11 

.12 

.05 

.07 

.08 

,09 

.10 

.11 

.12 

.13 

SUCTION    HOSE   ON    ROUND  WIRE 

Size  inches 

Rough  Bore,  Brass  Wire  per  foot 

Rough  Bore,  Galvanized  Steel  Wire  '* 
Smooth  Bore,  Steel  Wire  

SUCTION    HOSE   ON    FLAT  WIRE 

Size  inches     2^        3       3j^        4       4>^        5  53^ 

Rough  Bore,  Galv.  Steel.,  per  ft.  3.10  4  00  4.90  5.80  6.70  7.60  8.50 
Smooth  Bore,  Steel  Wire,  .per  ft,    3.50     4.50     5.50     6.50     7.50     8.50  9.50 

Size  inches     6)^        7        7i^        8         9  10 

RoughBore,Galv.Steel  Wire.,  per  foot  10.50  12.00  13.50  15.00  17.50  20.00 
Smooth  Bore,  Steel  Wire  ....  per  foot    12.00    13.50    15.00    16.50    19.50  22.50 

HARD    RUBBER    SUCTION  HOSE 

Size  inches    %         1        1^       1>4        IM  2 

Per  foot  ,    .65       .75       .93       1.13      1.31       1.50  1.69 

WINDING    HOSE   WITH    ROUND   STEEL  WIRE 

Size..  inches  ^ 

3-  ply   .per  foot  .03 

4-  "   "  .04 

RUBBER    LINED    COTTON    WATER  HOSE 

Size  inches  Yi  % 

Per  foot...   .20  .25 

RUBBER    LINED   COTTON    MILL  HOSE 

Size  inches       IM       IK        2       2^  2>^ 

Per  foot  45       .50       .60       .65  .70 

COTTON    FIRE  HOSE 

Size  inches  \% 

Single  Jacket,  350  pounds  pressure  per  foot  .50 

Double     "      400      "  "    "     "  .60 

Triple      "      600      '*  "    " 

WOVEN    LINEN  HOSE 

Size  inches     1  IM 

Unlined   per  foot    .15       .18  .20 

Ivined   "      ...       .45  .50 

RUBBER  TUBING 

Size  Inside  Diameter. .  .inches    y%  %      -h  % 

Plain  or  Corrugated.. per  foot  .08  .12  .16  .18  .20  .25 
Cloth  Insertion   "      JO     .14     .18     .20     .23  .28 


2 

^% 

3 

3K 

.60 

.75 

.70 

.90 

i.io 

1.30 

1.00 

1.25 

1.50 

2 

2^ 

2>4 

3 

24 

.26 

,28 

.40 

55 

.60 

.65 

Va 

l' 

.30 

.35 

.40 

.45 

.33 

.38 

.44 

.50 
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PACKINGS,  CEMENTS  ETC. 

ROPE  OAKUM  SPUN  OAKUM  WHITE  COTTON  WASTE 


A-4535 

A-4535..Per  Pound  $0.10 

PUTTY 


A-4536 

A-4536.  ,Per  Pound  $0.08 


A-4537 

A-4537..Per  Pound  $0.15 


DIXON'S  GRAPHITE 


GUMBO  CEMENT 


SMOOTH-ON 


A  4538 


A-4539 


GVIADO 


A  4540 


23  lbs. 
A-4541 


A-4538  Plumbers  Putty  in  25  or  50  Pound  Pails    Per  Pound  $0  n^i 

A-4539  Dixon's  Graphite  in  1.  5  or  10  Pound  Cans  /..Per  Pound  30 

A-4540  Gumbo  Cement  in  2  or  4  Pound  Cans    Per  PouSd 

A-4541  Smooth-Ou   Casting's   Cement,   Grade  A    '    Ppr  Pnnnd 

A-4542  Smooth-Ou  Elastic  Cement  No.  1  and  No.   2   Per  Pound 

A-4543  Smooth-On   Joints  Cements,  For  Cast   Iron   Pipe  Per  Pound 


.25 

50 
50 
35 


PLUMBERS  SOIL 


CANDLE  WICK 


ASBESTOS  WICK 


ASBESTOS  ROPE 


A-4544 

A-4544,  . .  .Per  Pint  $0.40 
A4545,  Dry,  Per  lb.  $0.80 

SECTIONAL 
RING  PACKING 


A-4546 

A-4546,  Per  lb.  $0.30 


EXPANSION 
RING  PACKING 


A-4547 

A-4557,  Per  lb.  $0.50 


SPIRAL 
RING  PACKING 


A-4548 

A-4r)48,  Per  lb.  $0.50 


SQU A  R  E 
FLAX  PACKING 


A  4549 

A-4549,  Per  lb.  $1.00 


A-4550 

A-45.50.  Per  lb.  $1.00 


A-4551 

A-4551,  Per  lb.  $1.00 


A-4552 

A-4552,  Per  lb.  $0.50 


Weil's  1902  Red  Sheet  Paciting, 
Per  Pound  

Jenkins'  '96  Sheet  Packing, 
Per  Pound   

Regular  C.  I.  or  C.  B.  S.  Sheet 

Packing,  Per  Pound   55 

Asbesto  Metallic  Gaskets  Per  lb.  2.00 

Palmetto  Twist   Per  Pound  1.25 


MISCELLANEOUS  PACKINGS 

Rainbow  Sheet  Packing, 

Per  Pound   $1  00 

Asbesto  Metallic  Sheet  Packing, 

Per  Pound  .   i  oo 

Plumbago  Sheet  Packing,  Per  lb.  ^75 
Asbesto  Metallic  Tubular 

Gaskets,  Per  Pound   150 

Goodsell's  Dollar  Packing,   Per  lb.  1.00 


$0.80 
.80 
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PIPE  COVERINGS  AND  ASBESTOS  MATERIALS 

ASBESTOS  MOULDED  COVERING  AIR  CELL  COVERING 

R   HIGH  OR    LOW  PRESSURE    STEAM    PIPES  FOR  HIGH   OR    LOW  PRESSURE    STEAM  I 


A  4567 


GENERAL  PRICE   LIST  ON    STANDARD    COVERINGS  FOR 
PIPE    AND  FITTINGS 

Pipe  Size    -  inches 

Pipe  Coveringr  Per  Foot  $0.22 

Elbow  Coverings   Eacli  .30 

Tee   Coverings  Each  .36 

Valve  Coverings   Each  .54 

Pipe  Size..   -    inches  AYz 

Pipe  Covering  Per  Foot  $0.65 

Elbow  Coverings   Each  72 

Tee   Coverings  Each  .90 

valve   Coverings   Each  1.85 


% 

1 

1% 

2 

2y2 

3 

3^ 

4 

.24 

.27 

.30 

.33 

.36 

.40 

.45 

.50 

.60 

.30 

.30 

.30 

.33 

.36 

.42 

.48 

.54 

.63 

.36 

.36 

.36 

.36 

.42 

.48 

.54 

.60 

.75 

.54 

.54 

.54 

.54 

.60 

.78 

.96 

1.20 

1.50 

5 

6 

7 

8 

9 

10 

12 

14 

16 

.70 

.80 

1.00 

1.10 

1.20 

1.30 

1.85 

2.10 

2.35 

.90 

1.30 

1.80 

2.40 

3.00 

3.60 

1.20 

1.60 

2.20 

3.00 

3.80 

4.60 

2.25 

2.80 

3.60 

4.40 

5.30 

6.20 

GENERAL  PRICE   LIST  ON   STANDARD    BLOCK   AND   SHEET  COVERINGS 


Thickness 
Per  Square  Foot 


5      -      -     inches  Vs 

% 

1 

1% 

11/2 

1% 

.27 

.30 

.34 

.38 

.42 

.45 

.49 

5      -      -     inches  1% 

2 

3 

.60 

.68 

.75 

.83 

.90 

,98 

1.05 

1% 

.53 
4 
1.20 


MISCELLANEOUS    COVERING  MATERIALS 

Asbestos  Mill  Board  in  Sheets  40x40  in.,  1-32  to  14  in.  thick 
Asbestos  Mill  Board  in  Rolls  36  in.  wide,  1-32  and  ^  in.  thick,  We.sx.u 
J-Uu  irouncis  .  y» 

>c-  ivT;n   "D^ — ,1   ;„   Ti_n_   tvn  _..  .  -■      «     ^  *'"••*•••*  *   x-ei 


Asbestos  Mill  Board"in  Rolis  *36  'in.*  wide, '3-32 '  and       'inV  thick;  'weight  ^'''^''^  ^^'^^ 

about  100  Pounds    Pp^.   pnnn^l  <tft  ftft 

Asbestos  Cement  Felting,  Per  100  Pound  Bags  $3.00,  Asbestos  CemeSt,  ^ 

Per  100  Pound  Bags   <t9  9k 

Asbestos^Retort^Cement^^  Per  10  Pound  Can  $1.00.    Asbestos  *  Retort 'cement,*  ' 


$3.00 
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STAPLE  GAS  BRACKETS 

STRAIGHT  STIFF  BRACKET       CURVED  STIFF  BRACKET  SINGLE  SWING 


A-4570 


A-4571 


A-4572 


^'wlli  Extends  eVs   in  A-4571  Extends  7  in..  A-4572  Extends  11  in., 

Each  $0.40      Each   $0.45      Each   .$0.50 


DOUBLE  SWING 


THREE  SWING 


A-4573 


A-4574 


A-4573  Extends  20  inches  Each  $0.80       A-4574  Extends  28  inches  Each  $1.10 

DOUBLE  SWING  UNIVERSAL  THREE  SWING  UNIVERSAL 


A-4575 


-4576 


A-4575  Extends  26  inches  Each  $1.10        A-4576  Extends  341/2  inches.. Each  $1.40 


COMMON 
PILLAR 


BRAY 
PILLAR 


BRAY 
BURNER 


LAVA 
TIP 


ALUMINUM 
TIP 


A-4577  A-4578  A-4579  A-4580  A-4581 

Nil  mhpr 

Pp  "V)o;                                     "  " A-4577         4578  4579  4580  4581 
 $0.20             .40            1.00  .20  .35 

BUNSEN  BURNER  MONITOR  BURNER  MONITOR  STAND 

A-4584 

GAS   FITTERS  CEMENT 

  M 

W 

A-4582  A-4583  A-4585 

A-4582  2%  In  .Each  $0.75  Number      -      -      -       1  23 

.    .        ^1^®         "         inches    2l^      314      4        A-4584    .  Each  $0  25     50  7^ 

'^-4583   ,  Each  $0.50    .70    .85       A-4585  Per  5  Pound  Packagl^ 
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GAS  FIXTURE  FITTINGS 

L   BU  R  N  ER  PII  1  A  R 

c'^CK  PENg-A^A^T^JoCK  UNIVERSAL 


PENDANT  COCK 


A-4586                  A-4587            '  A-4588 

Size        -  -  -  _ 

A-4586  L.  Burner  Cocks                '      "  '^^^^^     y^^V^^  %^V8 

A-4587  Pillar  Cocks  E^E    ^^^^       —  f4-25 

A-4588  2  Light  Pendani*  Cocks.*  .* :  i :     :  g^z     $9"^0  ^ 

A-4589  Universal   Pendant  Cocks                [^H   Doz.'    ^_  $1205 

s^7.\^lll.             Berc'K^irc^^cK  ..".l\°.V'o^o%. 


A-4589 


%xi4 
4.55 
4.25 
9.10 

12.35 


%X3/8 

5.20 
4.55 
10.50 
13.00 


A-4590                    A-4591  A-4592 

Size     -----  Jr.  ^> 

^-4590  Bracket  Swing  Cocks.  .  'per   Doz  ^ 

Bracket   Cocks.  i]?!?   g^^'  ~~ 

A  4593  1  Ligrht  Pendant  Cocks....  .Per   Doz.  $5.20 

COCK                        INDEPENDENT  STRAIGHT 

COCK                          HOSE  COCK  COCK 


A-4598  A-4599  A  4600 

tits  r-S-. '^SX,,^: ■ : : : 


1-LlGHT 
PENDANT  COCK 


A-4593 


%Xl/8 

$8.15 
$9.45 
$7.80 
5.20 


%xi4 
8.45 
9.75 
8.15 
5.20 

INDEPENDENT 
HOSE  COCK 

F"OR   BRASS  PILLAR 


9.10 
10.00 
8.50 
5.85 


A-4594  A-4595  A  4596 

Size       -      -      -      _      _  .  ^ 

A-4594  Hose    Cocks..  ~      ~      ~      ^    inches  1/3 

tii?^  l^^^.n^*^^"^  Hose  Cocks. g^|-  mi 
i1f^?&^o?^-sPniar:::::::::::-^  S 


A-4597 


4.55 
7.00 
4.55 
7.00 


4.90 
7.00 
4.90 
7.00 


¥2 
5.55 
9.00 
6,20 


2-LIGHT 
BRACKET  BODY 


$3.90 


A-4601 

%Xy8       3/XI4  3/x% 

8.80  8.80  9.10 
5-20  5.55  6.20 
n.  2.95     3/g  in.  3.25 
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STEAM  PUMPS 


BOILER  FEED  PUMP  AUTOMATIC  PUMP  AND  RECEIVER 


A-4610  A-4611 
BOILER    FEED  PUMPS 


Size 

Steam 
Cylinder 

Water 
Cylinder 

Stroke 

j  Gallons 
1  per 
Stroke 

Gallons 
Minute 

Gallons 
per  H0U1 

Steam 
Pipe 

Exhaust 
Pipe 

Suction 
Pipe 

Delivery 
Pipe 

Floor 
Space 

Horse 
Power 

Weight 

Price 

B 

2V2 

1% 

2 

.0128 

3-33 

200 

K 

H 

Ya 

H 

7x14 

20 

45lba 

$  30.00 

BB 

3 

1% 

.0260 

6.66 

400 

H 

'A 

I 

% 

8x17 

35 

75  " 

50.00 

C 

4 

2% 

3 

•0575 

10.83 

650 

H 

% 

10x21 

60 

170  " 

75.00 

C  s 

4 

6 

.1275 

i6.66 

1000 

H 

% 

2 

1V4 

10x32 

100 

300  " 

TOO  00 

D 

5 

3 

3H 

.1071 

16.66 

1000 

% 

% 

1% 

I 

11x23 

100 

230  " 

100. 00 

E 

5 

3 

6 

.1836 

25. 

1500 

% 

2 

iH 

10x32 

150 

320  " 

125.00 

G 

9A 

3% 

6 

■  2499 

33- 

2000 

% 

I 

2 

12x34 

200 

400  " 

150.00 

F 

6 

3^8 

8 

•3574 

45. 

2700 

1 

2% 

2 

13x37 

250 

430  " 

ifio.oo 

FF 

6 

4 

8 

•4352 

58. 

3500 

% 

I 

2/s 

2 

15x39 

300 

500  " 

200.00 

H 

7 

4 

8 

'4352 

58. 

3500 

I 

2H 

2 

15x39 

350 

525  *' 

225.00 

I 

8 

5 

10 

■85 

85. 

5100 

I 

1% 

2^^ 

18x48 

500 

1 100  " 

350.00 

Note:    Prices  for  larger  sizes  quoted  on  application. 

AUTOMATIC    PUMPS    AND  RECEIVERS 


Size  of 
Pump 

u 

3 

Pipe 

■ery 

Draining  Capacity 

Stean 
Cyhn 

Strok 

:  Stean 
Pipe 

Exha 
Pipe 

Inlet 

Deliv 
Pipe 

Square 
Feet 

1-Inch 

Pipe 

VVeigf 

Price 

B 

2 

2 

% 

1000 

3000 

3lOlbs 

$  105  00 

BB 

3 

iK 

2Y2 

3/8 

2 

H 

2000 

6000 

340  " 

125.00 

C 

4 

2% 

3 

3/4 

2 

K 

3000 

9000 

600  " 

150  00 

D 

5 

3 

Va 

2 

I 

4S00 

13500 

650" 

175  00 

E 

5 

3 

6 

% 

2 

7500 

22500 

1050  " 

275  00 

G 

5^/2 

6 

I 

2 

9000 

27000 

ITOO  " 

300  GO 

F 

6 

z% 

8 

I 

2J 

2 

13000 

39000 

1150  " 

325  00 

FF 

6 

4 

8 

¥a 

I 

2\ 

4 

2 

15000 

45000 

I  160 

350  00 

H 

7 

4 

8 

I 

1% 

2) 

2 

16600 

50C00 

I  2  20  " 

375  00 

I 

8 

5 

10 

• 

3^ 

4 

2% 

27000 

81000 

3080  ' 

600  00 

Note:   Prices  for  larger  sizes  quoted  on  application. 
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STEAM  PUMPS 


DEEP  WELL  ENGINES 

PLAIN  YOKE 


TANK  PUMP 


2 


303 
304 
305 
306 

7 
8 
9 

10 

306A 

III 

312 
313 
14 

16 
17 
318 

320 
321 
22 


A-4612 
LOW  SERVICE 


TANK  PUMPS 


A-4613 


4 
4 
4 

4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 

4^/2 
4J^ 
A% 
aVi 
4% 
Note-. 


3 

3V2 
SVs 

4 

4^ 

6 
3 

3/2 
3H 
4 

4^^ 
5 

6 
3 

3V2 

3^/8 

4 

Prices 


O  QJJ) 


25 
34 

40 
50 
62 

75 
92 
no 
25 
40 

45 
SS 
66 
82 
100 
U7 
25 
40 

66 


iSoo 
2000 
2400 
3000 
3700 
4S00 
5500 
6600 
1500 
2400 
2700 
3500 

3Q00 

4900 

6000 
7600 
1500 
2400 
2700 

3500 
3900 


'  Steam 
;  Pipe 

Exhaui 
Pipe 

H 

V2 

H 

y% 

% 

'A 

% 

^ 

% 
% 
Vi 

% 
Vb 

% 
'A 
'A 

Vs 

V2 

H 

H 

Vi 
¥2 

% 

H 

V2 

'A 

H 

'A 

H 

'4 
'A 

H 

% 
% 

2 

2 
2 

2H 

3 
3 
3 
3 

2% 

2% 

2% 

2% 

3 

3 

3 

3 

2V. 
2Y2 
2% 
2% 

3 


for  larger  sizes  quoted  on  application 

DEEP   WELL   ENGINES,  PLAIN  YOKE 


pres- 
1.  lbs 
peed 

pres 
feet 
peed 

s_  (U 

To 

0 

q£ 

Wate 
sure 
Full 

Wate 
sure  i 
Full 

0  « 

—  a 

1^ 

60 

138 

10  X  32 

270lbs 
290  " 

42 

97 

10  X  32 

40 

92 

10  \  32 

300  " 

2 

32 

73 

10  X  ^4 

390  " 

2K 

25 

57 

13  X  36 

420  " 

2% 

20 

46 

13  X  36 

430  " 

2% 

17 

39 

13  X  36 

440  '* 

2V2 

14 

32 

n  X  36 

450  " 

2 

60 

10  X  3» 

320  " 

2 

42 

97 

10  X  3^ 

330  " 

2 

40 

92 

10  X  34 

340  " 

2 

32  . 

73 

10  X  34 

400  " 

25^ 

25 

57 

13  X  3S 

410  " 

20 

46 

13  X  38 

420  " 

2/2 

17 

39 

13  X  3S 

430  " 

2!/2 

14 

32 

13x38 

440 

2 

70 

160 

I2X  37 

330  " 

2 

53 

122 

12  X  37 

340  " 

2 

50 

115  , 

12  X37 

350  " 

2 

40 

92  1 

I2X  37 

4  10  " 

2V% 

32 

73 

13  X  3H 

420  '* 

$100.00 
110.00 
115.00 
125.00 
150.00 
160.00 
170.00 
180.00 
1 10.00 
115.00 
120.00 
150.00 
160.00 
170.00 
180.00 
190.00 
125.00 
130.00 
140.00 
1 50 . 00 
1 60 . 00 


Size 

Diameter 

Steam 

Cylinder 

Stroke 

Steam 
Pipe 

Exhaust 
Pipe 

Well  Rod  1 

Well  Pipe 

Delivery 
Pipe 

Floor 
Space 

^  Weight 

Price 

4  X  6  

4 

6 

¥^ 

%  in.  pipe 

2 

8x  8 

80  lbs 

$  40.00 

4 

8 

H 

% 

2 

iH 

8x  8 

85  " 

50.00 

5  X  12  

5 

12 

H 

H 

2 

12  X 12 

200 

80.00 

6 

12 

H 

I 

3 

2% 

I2X  12 

250  " 

100.00 

6 

24 

H 

I 

%  *•  " 

3 

2H 

18x18 

450  " 

175.00 

6  X  36  

6 

36 

I 

3 

2V2 

18  x  18 

500  ■ 

250.00 

7 

24 

I 

1% 

H  " 

3 

2V2 

18x18 

480  * 

200.00 

Note-.   Prices  for  Deep  Well  Engines  with  Hinge  Base  quoted  on  application. 
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WEIL     BROS.,  CHICAGO 


ELECTRIC  PUMPS  AND  WATER  SYSTEMS 

ELECTRIC  PNEUMATIC 
ELECTRIC  TURBINE  HOUSE  PUMP  WATER  SUPPLY  OUTFIT 


A-4615  A-4616 
ELECTRIC  MULTI-STAGE  TURBINE   HOUSE  PUMPS 

SIZES]  AND  PRICES 


Number 
of 
Pump 

Size  of 
Discharge 
Pipe 

Capacity  in 
Gallons  per 
Hour 

No 
of 
Stages 

Actual 
Horse 
Power 

Re- 
quired 

Head 

in 
Feet 

Price  with  1 10 
or  220  volt  di- 
rect-current 
motor 

Price  witli  110 
or  320  volt  single 
phase  60  cycle 
motor 

Price  with  230 
or  440  volt  2  or 
3  phase,  60 
cycle  motor 

51 

1  in. 

400-  600 

1 

30 

$150  00 

$165  00 

$160  00 

52 

1  in. 

400-  600 

2 

1/2 

60 

160  00 

205  00 

170  00 

53 

1  in. 

400-  600 

3 

% 

90 

205  00 

270  00 

205  00 

61 

1  in. 

600-1000 

1 

Vs 

% 

25 

160  00 

200  00 

170  00 

62 

1  in. 

600-1000 

2 

50 

170  00 

245  00 

190  00 

63 

1  in. 

600-1000 

3 

1 

75 

225  00 

270  00 

215  00 

64 

1  in. 

600-1000 

4 

IVs 

100 

255  00 

360  00 

260  00 

71 

11/4  in. 

1500-2500 

1 

1 

50 

225  00 

285  00 

225  00 

72 

11/4  in. 

1500-2500 

2 

2 

100 

270  00 

375  00 

270  00 

73 

11/4  in. 

1500-2500 

3 

3 

150 

320  00 

430  00 

320  00 

Automatic  Apparatus  for  Roof-Tank  Control,  with  Complete  Instructions   $31.75 


AUTOMATIC   ELECTRIC  WATER   SUPPLY  OUTFITS 

SIZES   AND  PRICES 


No. 
o£ 
Outfit 

No.  of 
Flats  in 
Bldp 

No. 
Stories 
to  Bid. 

Horse 
Power 

Re- 
quired 

Capacity  in 
Gallons 
per 
Hour 

Size  of 

Dis- 
charge 
Pipe 

Tank 
Capac- 
ity in 
Gallons 

Price  with  HO 

or  230  volt 
direct-current 
motor 

Price   with  110 
or  220  volt 
single-phase 
60-cycle  motor 

Price  with  220 
or  440  volt  2  or 
3  phase  60-  ■ 
cycle  motor 

31 

3 

3 

.5 

600-1000 

1  in. 

180 

$285  00 

$340  00 

$300  00 

32 

4 

4 

,75 

600-1000 

1  in. 

220 

300  00 

375  00 

335  00 

33 

6 
8 

3 

.5 

600-1000 

1  in. 

255 

300  00 

350  00 

335  00 

34 

4 

.75 

600-1000 

1  in. 

315 

325  00 

400  00 

340  00 

35 

10 

5 

1. 

()00-1000 

1  m. 

365 

350  00 

415  00 

350  00 

36 

12 

3 

.5 

GOO-1000 

1  in. 

420 

330  00 

380  00 

350  00 

37 

16 

4 

.75 

600-1000 

1  in. 

525 

360  00 

425  00 

375  00 

38 

18 

3 

.75 

1500 

1  in. 

630 

400  00 

465  00 

415  00 

These  prices  include  Pump,  Motor,  Pneumatic  Tank  and  Automatic  Controlling  Switch. 


Prices  for  Larger  or  Smaller  Outfits  Furnished  on  Application, 


WEIL     BROS.,  CHICAGO 
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A-4617 

For  pumping"  water  from  basements  which  are  below  the  sewer  level. 
Protecting"  Hood  enables  Motor  to  operate  even  thoug"h  basement  is  flooded  to 
a  depth  of  10  Feet. 

The  Outfit  has  guided  Float  and  Strainer  at  Pump  and  Bronze  Bearings  that 
require  oiling  but  once  in  six  months. 

ELECTRIC   CELLAR   DRAINERS   OR   BILGE  PUMPS 

Type  A-150;  Capacity  70  Gallons  pkr  Minute,  IJ^  inch  Discharge. 
SIZES   AND  PRICES 
Depth  of  Basin       _      -      -      -      Peet        3  4  5  6  7 

A-4617  110  or  220  Volt                     I    ^a^ch  $193.00    203.00    213.00    223.00  233.00 

Direct  Current   ' 

A-4617  110  or  220  Volt  Single         (    ^^^^  ^38.00    248.00    258.00    268.00  278.00 

Phase  Alternating  Current  ' 

Type  A-20O;  Capacity  125  Gallons  pkr  Minute,  2  inch  Discharge. 
Depth  of  Basin      -      -      -      -      Feet        3  4  5  6  7 

A-4617  110  or  220  Volt  j   ^^^^^^  $300.00    315.00    330.00    345.00  360.00 

Direct  Current    ' 

A-4617  110  or  220  Volt  Single         j  ^^^^    ^^^^^    3^^^^    ^^^^^    ^^^^^  0^ 

Phase  Alternating  Current  J 
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WEIL  BROS. 


CHICAGO 


WATER  SUPPLY  SYSTEMS 


UPRIGHT  PRESSURE  TANK  AND  HORIZONTAL 
HAND   PUMP  OUTFIT 


A-4620 


A-4620  illustrates  our  Upright  Pressure  Tank  and  Hand  Pump  Outfit  adapted  for 
the  Water  Supply  of  medium  sized  residences.  It  is  compact,  requires  but 
little  space  and  is  a  popular  outfit  as  it  has  sufficient  capacity  for  supplying 
water  to  Kitchen,  Laundry  and  Bath  Room.  The  Pump  is  especially  de- 
signed for  pumping  both  air  and  water  but  may  be  used  to  pump  water 
only  by  closing-  valve  on  air  compressor  attachment. 

This  Pump  will  deliver  water  from  a  well  or  cistern  located  at  a  con- 
siderable distance,  but  the  water  should  not  be  a  greater  depth  from  pump 
than  20  feet.  We  suggest  the  use  of  foot  valve  on  end  of  suction  pipe  in 
well  or  cistern. 

The  Tank  has  a  capacity  of  315  gallons  and  will  deliver  about  225  gal- 
lons when  pumped  to  45  pounds  pressure.  A  few  minutes  pumping  each 
day  is  sufficient  to  furnish  the  average  family  with  the  ordinary  water 
supply  requirements. 


THE  COMPLETE  OUTFIT  COMPRISES  THE  FOLLOWING: 

Pressure  Tank,  6  Feet  by  3  6  inch;  Horizontal  Air  and  Water  Force  Pump, 
Water  Gauge,  Pressure  Gauge,  1  inch  Gate  Valve,  1  inch  Check  Valve,  %  inch 
Stop  and  Waste,  Yz  inch  Hose  Bibb.  Also  necessary  pipe  and  Fittings  to  make 
connections  as  shown  in  above  illustration. 


A-4620  Water  Supply  Outfit  complete  as  described  $100.00 

Larger  or  smaller  Tanks  can  be  furnished  as  well  as  Outfits  adapted  to  spe- 
cial requirements.    Prices  on  application. 


WEII.     BROS.,  CHICAGO 
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WATER  SUPPLY  SYSTEMS 


GASOLINE    ENGINE,    HORIZONTAL    POWER    PUMP    AND  HORIZONTAL 
PRESSURE  TANK  OUTFIT 


A-4621 

A-4621  illustrates  our  Power  Water  Supply  Outfit  for  Heavy  Service  with  Gasoline 
Engine,  Horizontal  Power  Pump  with  Capacity  of  720  Gallons  per  hour 
and  1000  Gallon  Horizontal  Pressure  Tank  rigged  complete  as  shown  in 
illustration. 

THE  COMPLETE  OUTFIT  COMPRISES    THE  FOLLOWING: 

Double  Acting  Power  Force  Pump  3x5  inch  Brass  Lined  Cylinder,  Capacity  720 
Gallons  per  hour. 

Two  Horse  Power  Hopper  Cooled  Gasoline  Engine. 

Horizontal  Pressure  Tank  14  Feet  by  42  inches,Capacity  1000  Gallons  Working 
Capacity  665  Gallons. 

Pressure  Gauge,  Water  Gauge.  I14  inch  Gate  Valve,  114  inch  Check  Valve 
1  inch  Relief  Valve,  Hose  Bibb  and  Stop  Cock. 

Also  all  necessary  Pipe,  Fittings,  Belting  and  Tank  Supports  to  erect  and  fit 
up  as  above  illustrated. 

A-4621  Water  Supply  Outfit  complete  as  described   $300.00 

NOTE— The  above  Outfits  can  be  furnished  with  larger  sizes  of  Pumps  or 
with  Vertical  Engine  or  to  suit  special  requirements.    Prices  on  application. 
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WEIL    BROS.,  CHICAGO 


HOSE  RACKS  AND  REELS 


H  ART FORD 
SWINGING  RACK 


STYLE  J 
SWINGING  RACK 


STYLE  A 
SWINGING  REEL 


A-4626 


A-4627 


22 

100 
6.00 


FOR    RUBBER  LINED 


A-4625 


Number 

Size  of  Hose 

Capacity 


24R 
21/2 
50 

7.00 


23 
11/2-2 

150 
7.00 


25R 
11/2-2 
100 
7.50 


A-4625 

HARTFORD    SWINGING  RACKS 
FOR  UN  LIN  ED  LINEN  HOSE 
Number   -----      17         18        19         20  21 
Size  of  Hose     -        inches  1-1 1/4      1V2  {Vz  1/2-^ 

Capacity        -      -        Feet     50         50        oO         50  100 

A-4625  Red  Enamel  Each  $5.00      5.00      5.00      5.00  6.00 

COTTON    MILL  HOSE 
23R 
inches  W^-t 
Feet  50 
.  .  .    Each  $7.00 

STYLE   J   SWINGING  RACKS 

Number       -  70        71       72       76  77 

Capacity  Unlined  Linen  Hose,  Feet     50       50       5^0      100  100 

A-4626  Bronzed  Iron   $5.00    5.00     5.00     6.00  6.00 

For  Nicltel  Plated  Finish  add  $1.00. 
Above  Reels  can  be  furnished  in  Solid  Brass.    Prices  on  application. 
STYLE   A   SWINGING  REELS 
Number     -------    1  2  3  4 

Size  of  Hose  -  -  -  inches  11/2 
Capacity  tinlined  Linen  Hose,  Feet  175 

A-4627   Each  $6.00 

NOTE—  Any  of  the  above  Reels  can  be  furnished  with  Pipe  Clamps  at  same 
list  prices. 


78 
100 
6.00 


79 
150 
7.00 


80 
150 
7.00 


2 

150 
6.50 


21/2 
150 
7.00 


11/2 
250 
7.00 


5 
2 

250 
8.00 


24 
21/2 
150 
7.00 


26R 
2 1/2 
100 
8.00 


81 
150 
7.00 


6 

21^ 
275 
8.50 


GALVANIZED  STEEL  STORAGE  TANKS 

ROUND  ENDS 


A  4628 


Number 
Capacity 
Width  - 
Height 
Length  - 
A-4628   

Number 
Capacity 
Width  - 
Height 
Length  - 
A-4628  

NOTE — Prices 


101 

102 

103 

104 

-  Bbls. 

3% 

43/4 

5^ 

6V2 

-  Feet 

2 

2 

2 

2 

Feet 

2 

2 

2 

2 

-  Feet 

4 

5 

6 

....  Each 

$7.ao 

8.70 

10.2 

5 

11.25 

113 

116 

11^ 

r 

118 

-  Bbls. 

14 

15 

19 

22 

-  Feet 

3 

4 

4 

4 

Feet 

21/2 

2 

2 

2 

-  Feet 

8 

8 

10 

12 

....  Each 

$16.00 

18.00 

21.50 

25.75 

105 

106 

108 

111 

71/3 

91/2 

91/2 

111/2 

2 

2 

21/2 

3 

2 

2 

2 

8 

10 

8 

8 

12.25 

15.00 

13.00 

14.00 

119 

120 

122 

127 

26 

30 

24 

38 

4 

4 

4 

5 

2 

2 

21/2 

2 

14 

16 

10 

16 

29.50 

34.00 

24.00 

40.00 

112 

14 

3 
2 

10 
17.50 

130 
28 1^ 
6 
2 

10 
27.50 


Sciuare  End  and  Round  Tanks  quoted  on  application. 


